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Thank you for making Pasternack Enterprises 
your source for RF & Microwave and Fiber Optic products 


We have built our business by providing our customers with the best! 


* Best Selection - Over 18,000 RF & Microwave products 
* Best Inventory - Over 99% of Products in-stock for Same-Day Shipping 
* Best Customer Service and Technical Support 


& 


ww.pasternack.com 


CONNECTORS 


ADAPTERS TERMINATIONS 


PRECISION TEST IMPEDANCE MATCHING 
RANGING FROM RANGING FROM FLEXIBLE 50 OHM PRECISION 
BNC ~ TNC CONNECTIONS BNC ~ TNC CONNECTIONS SEMI-RIGID FEED-THRU | HIGH-POWER 
LOOMHz ~ 65GHz LOOMHz ~ 65GHz RE-SHAPEABLE 


RESISTOR | HYBRIDS 


PASTERNACK ENT! ERPRISES” 


Thank you for reviewing our 35th Anniversary Catalog! 


Since 1972, Pasternack Enterprises Nas made it our Goal to be your one-stop source for all your RF, 
Microwave and Fiber Optic product needs. We thank you for your business over the last 35 yeals, 

and for making US the largest Global supplier in Our market. Our Company Is built around serving you, 
ystomers in 75 countries around the world, with the broadest offering of in-stock 
ilable for same-day shipment. Now, with over 48,000 products in stock and a best-in-class 
availability of over 99%, yOu can rely on Pasternack having the products you need. 


d to make your experience even 


th you some of the recent projects We have complete 
gestions you made! 


We want to share wi 
Most of these enhancements came from sug 


better NOW and in the future. 


Providing an Excellent Customer Experience 
» Extended our business hours from 5,00am to 5:30pm PST 
y fulfillment and shipping process 


» Added bar-coding and stream es 
» Expanded our international Distributor organization to provide customer service and technical support 


in every time zone 


Offering the Products You Need 
« Added over 300 new products for Land Mobile Radio applications 
le Assembly Production Team in Lead-Free Soldering Techniques to support 


RoHS Compliance requirements 


» Updated this catalog with more product data and indexing to make it easier to find products 


Offering the Best Online Experience 
» |nstalled true free-text search to help you find products even faster 
you can create and order custom- 


Added Cable Assembly Wizard So 
« Provided translations into 8 languages and pricing in 11 currencies to SUP 
° implemented the UPS WorldShip® Program, SO Our international customers can receiv 


in as soon as 2 days 


length Cable Assemblies online 
port customers around the world 
e our shipments 


ye to improve our organization, our product offering and processes, so that you can always 
can trust that we will have the products you need, in-stock for same-day 
n Excellent Customer Experience. 


We will contin 
order with confidence. You 
shipping, and that we will always give you a 


Thank you for your support, 


TEAM PASTERNACK 
Pasternack Enterprises, Inc. Kor 
irvine, CA, ¢ -_ SHON 


RoHS 
Compliance 
Certified 
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4 EASY WAYS TO ORDER... 


» CALL 866-PASTERNACK (866-727-8376) MAIL YOUR ORDER TO: J 
( US & Canada, or +1 949-261-1920 Pasternack Enterprises 
Service hours are 5:00 am to 5:30 pm PST, PO Box 16759 


Monday thru Friday Irvine, CA 92623-6759 USA 


3M, FAX: 1-949-261-7451 ONLINE: www.Pasternack.com 
: ey 24 hours a day, every day. 24 hours a day, every day. 


Or email to sales@Pasternack.com 


\ ° - ¥ 
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For your online convenience, you can view our website in local languages and currencies. Simply visit 
www.Pasternack.com and select the flag along the top to see the translation and local currency pricing. 


GERMAN, EURO SPANISH, EURO 


ENGLISH, CANADIAN DOLLAR SWEDISH, KRONAR 
*’ 
CHINESE (SIMPLIFIED), YUAN JAPANESE, YEN ENGLISH, SINGAPORE DOLLAR 
SSI! LZ 
FRENCH, EURO 


ITALIAN, EURO 


SPANISH, PESO ENGLISH, POUND STERLING 
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HOW TO USE OUR CATALOG 


Search by Category: 
Use our Section Index (adjoining page) or look up the category on our Table of Contents page 3 


to find the category you need. 


Search by Part Number: 
Use our Part Number Index beginning on page 4 to find the part you need. 


New Products are presented on page 10. 


ae ee 


Use our Cable Assembly Selection List on page 26 to find the cable assembly you need. 
Use our Index Guide to Coaxial Connectors on page 139 to find the RF Coax Connector you need. 
Use our Adapter Selection List on page 184 to find the RF Coax Adapter you need. 


Use our Fixed Attenuator Selection Guide on page 212 to find the fixed attenuator you need. 


You can build your own Custom-Length Cable Assembly On-Line at www.Pasternack.com 


PASTERNACK” _ the right parts, 


right here, | 
right now| 


To be in business over 35 years, a company has to deliver on its promises, or it won’t get another chance. 
That’s why at Pasternack, we have built our business on supporting our customers with: | 
¢ The RF & Microwave coaxial products you need, over 18,000 items 
¢ Over 99% in-stock availability and same-day shipping 
¢ Excellent Customer Service and Free Shipping with UPS 
... and here’s what our customers have to say (actual written responses) 


“Excellent service! What we like “Pasternack helped us out of a “| wish that all suppliers of parts 
most is that we can call up one bind when our main supplier ran were as responsive as 

day and place the order and it out of a funky connector and we Pasternack.” 

arrives the next morning. We couldn’t find it anywhere else on C.C., Test Engineering Supervisor 
never have a problem with short notice.” Catawba, NC 

Pasternack.” R.C.. Operations Manager, 

J.S.. Engineering Tech, US Navy Schiller Park, IL 


CATALOG SECTION INDEX 


Use this Section Index to find product categories quickly. 
Turn the page to the Table of Contents to find individual products, 
or use the Part Number Index to find product page by Part Number. 


New Products 
Mobile & Stationary Antennas; Antenna NMO Mounts; Antenna Cable Assemblies; N Series; 
7/16 Din Series; Calibration Kits; VNA Cables; 18 GHz Precision Test Cable Assemblies; 
Quick Disconnect SMA Cable Assemblies; Amplifiers; Log Detector; Quick Disconnect SMA 
Series; QMA Series; 1.0/2.3 Snap-On Connector; SMP Series; Mini SMP Series & Reverse 
Polarity N Series 


Coaxial & Twinax Cable Assemblies 
High-Frequency Assemblies; Flexible Assemblies; Semi-Rigid & Re-Shapable Assemblies; 
Single Wire Patch Cords; Breakouts; Twinax (Cable Assemblies & Connectors); 
3/4"-20 Twinax; BNC Twinax 


Coaxial Connectors 
1.0/2.3 Snap On; 1.6/5.6; 1.85mm; 2.4mm; 2.92mm; 3.5mm; 7/16 DIN; 10-32; BNC; BNC-75 Ohm; 
BNC-Reverse Polarity; Banana Plugs; C; D-Subminiature; F; FME; GR874; HN; LC; 
MC-Card; MCX; MCX-75 Ohm; MCX-Reverse Polarity; MMCX; N; N-75 Ohm; N-Reverse Polarity; 
Positive Snap; QMA; SC; SHV; SMA; SMA-Reverse Polarity; SMA-Reverse Thread; SMB; 
SMB-75 Ohm; Mini-75 Ohm SMB; SMC; SMC-75 Ohm; SMP; MINI SMP; SSMA; SSMB; TNC; TNC-75 Ohm; 
UHF; Mini UHF 


Adapters 
Adapter Selection List (Part Number Identifier); Adapters to all Connectors above 


Additional Products 
Attenuators (Programmable, Fixed, Rotary, Pushbutton, Toggle, & Continuously Variable); 
Impedance Matching Pads; Terminations; Directional Couplers (Octave, Broadband, Dual, 
90° Hybrid & High Power); Power Dividers; Ferrite Isolators & Circulators; Phase Shifters; 
Phase Trimmers; DC Blocks; Bias "Tee"; Caps & Shorts; Surge Protectors; Coaxial Relay & 
Transfer Switches; Noise Generators; Amplifiers (In-line, LNA & Power); Schottky Diode 
Detectors & Limiters; Double Balanced Mixers; Frequency Doublers; Standard Gain Horns; 
Waveguide-to-Coax Adapters; Waveguide Terminations; Mobile & Stationary Antennas; 
Antenna NMO Mounts; Antenna Cable Assemblies 


Fiber Optics 
Cable Assemblies; Adapters; Attenuators 


Tools & Bulk Cable 
Coax Crimping Tools; Preset Torque Wrenches; Cable Cutting Tools; Bulk Coaxial Cable 


Free Ground Freight Aj Products Available Online! www.pasternack.com 
Same-Day Shipping Toll-Free: 866-PASTERNACK (866-727-8376) Phone: 949-261-1920 Fax: 949-261-7451 
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PLACING YOUR ORDER 


> By Telephone: 866-PASTERNACK (866-727-8376) 
US & Canada, or 949-261-1920 


Our friendly sales representatives are ready to serve you from 5:00am 
to 5:30pm Pacific Standard Time (PST), Monday through Friday. For 
most efficient service, please have ready a list of quantities and part 
numbers and, if paying by credit card, your MasterCard, VISA, 
American Express or Discover card. Note: Calls may be recorded or 
monitored for quality and training purposes. 


> By Fax: 949-261-7451 


Our fax lines can be accessed 7 days a week, 24 hours a day. Orders 
received after 4:00pm PST will be promptly processed and shipped the next 
business day. Please include your daytime phone number and/or email ad- 
dress in case we have any questions about your order. 


> By Internet: www.Pasternack.com 


Order on-line 7 days a week, 24 hours a day using our on-line ordering 
system. Just search for the items you want and add them to your 
shopping cart. Internet orders entered after 4:00 pm PST will be 
promptly processed and shipped the next business day. 


> By Mail: Simply Mail Your Order To: 
Pasternack Enterprises, Inc. 
1851 Kettering Street 
PO Box 16759 
Irvine CA 92623-6759 USA 


International customers please see “International Orders” below for additional 
information. 


United States Orders 
Minimum Order: 
A minimum order of $50.00 is required. There is no minimum line item required. 


Handling Charge: 
A $10.00 handling charge applies to all orders less than $100.00. This fee will be 
waived on orders of $100.00 or more 


Ground Freight is Free: 
On UPS Ground orders, there is no charge for shipping for all USA destination 
orders of $100.00 or greater. 


Otherwise, shipping or freight charges and insurance will be paid by the customer. 
All sales are made FOB Point (as defined by the INCOTERMS 2000) in Irvine, CA 
USA. Shipping or freight charges from Pasternack’s Irvine, CA factory are prepaid 
and added to the invoice, billed collect, or billed to a third-party. 


Same-Day Shipment: 


Same-day shipment on orders received Monday through Friday prior to 4:00pm PST - 


* All UPS air and surface options 

* All FedEx air options (with an approved account number) 

* Most other shipping options, including DHL (with an approved account number) 
and USPS 


Counter-to-Counter Shipping: 


For your urgent order requiring our fastest shipping method, we will place your order 
on the next available flight from Santa Ana-Orange County John Wayne International 


Airport (Airport code: SNA) to the destination you specify. Please call for details. 


Payment Terms 
Credit Card: 


MasterCard, VISA, American Express or Discover card, all purchase cards, and 
major bank debit cards. 


Open Account Credit: 

Net 30 Days terms are available to businesses, schools and agencies subject to 
credit approval. Approval can begin by submitting a completed Credit Application, 
which can be found online at: 

www.Pasternack.com/CreditApplication.aspx 


EFT/Wire Transfers: 
Please call or eMail sales@Pasternack.com for details. 


Returns 

All Sales are final and thus, once an order is processed by Pasternack they may not 
be returned for credit or exchange except as covered by the Limited Warranty. All 
cable assemblies are made for each specific order and are non-cancellable and not 
returnable. 


All Products Available Online! www.pasternack.com 
Toll-Free: 866-PASTERNACK (866-727-8376) Phone: 949-261-1920 Fax: 949-261-7451 


International Orders 

The following are additional terms and conditions for orders shipping outside the 
United States. We look forward to doing business with you. If you need any 
additional information, please let us know. 


All orders of International origin are exported from the US in accordance with the 
Export Administration Regulations. Diversion contrary to US law is prohibited. 


Pasternack uses international distributors for the following countries: 

Europe: France, Sweden, United Kingdom 

Asia: Australia, Indonesia, Japan, Korea, Malaysia, The Philippines, 
Singapore, Thailand 


To access their complete contact information, please see our International 
Distributors section. 


Minimum Order: 
A minimum order of $50.00 is required. There is no minimum line item required. 


International Shipping Charges: 

Shipping or freight charges and insurance will be paid by the customer. All sales 
are made FOB Point (as defined by the INCOTERMS 2000) in Irvine, CA USA. 
We ship orders by UPS, FedEX (with an approved account number), or DHL 
(with approved account number) with delivery in 2 to 3 days to most locations 
worldwide. 


International Taxes and Duties: 
Customer is responsible for duties and taxes. 


Payment Terms 


Currency: All payments must be in US Dollars. 

Credit Card: MasterCard, VISA, Discover, and American Express. Credit Card 
billing information must be verified on new customers prior to 
shipping the order. 

Open Account Credit: 


Net 30 Days terms are available to businesses, schools and agencies subject to 
credit approval. Approval can begin by submitting a completed Credit Application, 
which can be found online at: 

www.Pasternack.com/CreditApplication.aspx 


Prepaid Wire Transfer: You can wire the funds to our bank. We will contact 
you with the total amount which will include shipping charges and a $40 wire 
transfer fee. Orders will not be accepted until funds have been received in full 
and Purchase Order (PO) has been received. 


Mellon 1st Business Bank 

One Bunker Hill Building 

601 West Fifth Street 

Los Angeles, CA 90071 USA 
Account Number: 001-745603 
ABA Routing Number: 122038442 


Free Ground Freight 
Same-Day Shipping 
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PE3512 & PE3513 52 
PE3514 & PE3515 54 
PE3516 & PE3517 80 
PE3518 117 
PE3519 68 
PE3520 63 
PE3521 62 
PE3522 117 
PE3524 62 
PE3525 64 
PE3528 100 
PE3530 47 
PE3531 59 
PE3534 62 
PE3535 114 
PE3538 38 
PE3539 49 
PE3542 80 
PE3543 124 
PE3544 104 
PE3545 117 
PE3548 89 
PE3551 116 
PE3553 58 
PE3557 43 
PE3561 113 
PE3562 49 
PE3568 68 
PE3570 70 
PE3571 106 
PE3572 THRU PE3574 50 
PE3577 80 
PE3580 48 
PE3581 100 
PE3582 THRU PE3584 38 
PE3587 & PE3588 84 
PE3589 & PE3590 86 
PE3591 87 
PE3592 & PE3593 85 
PE3594 - 88 
PE3595 & PE3596 108 
PE3597 & PE3598 110 
PE3600 & PE3601 109 
PE3602 111 
PE3604 44 
PE3605 117 
PE3606 42 
PE3607 70 
PE3608 104 
PE3611 56 
PE3612 100 
PE3613 49 
PE3614 68 
PE3615 49 
PE3616 100 
PE3617 74 
PE3618 100 
PE3623 48 
PE3626 49 
PE3627 42 
PE3634 63 
PE3635 48 
PE3641 47 


Free Ground Freight 
Same-Day Shipping 


Model No. Page No. Model No. Page No. Model No. Page No. Model No. Page No. 
PE3642 48 PE3816 41 PE3987 54 PE33530 76 
PE3644 79 PE3818 51 PE3988 75 PE33532 78 
PE3646 55 PE3819 & PE3820 55 PE3989 & PE3991 79 PE33534 76 
PE3649 43 PE3821 & PE3822 53 PE3992 82 PE33535 116 
PE3650 74 PE3823 & PE3824 57 PE3993 77 PE33536 78 
PE3651 57 PE3825 & PE3826 59 PE3995 ii PE33537 THRU PE33541 106 
PE3652 79 PE3827 71 PE3996 74 PE33543 76 
PE3653 70 PE3828 69 PE3997 70 PE33545 78 
PE3654 68 PE3829 75 PE33001 69 PE33546 THRU PE33554 107 
PE3655 54 PE3830 77 PE33003 51 PE33555 66 
PE3656 51 PE3832 56 PE33009 107 PE33556 109 
PE3657 69 PE3835 58 PE33011 74 PE33557 THRU PE33567 107 
PE3658 49 PE3836 60 PE33021 78 PE33580 112 
PE3660 47 PE3842 41 PE33068 82 PE33583 83 
PE3661 79 PE3843 82 PE33071 123 PE33586 90 
PE3662 68 PE3845 48 PE33098 117 PE33605 100 
PE3664 114 PE3849 47 PE33117 66 PE33615 79 
PE3665 & PE3666 79 PE3850 48 PE33121 86 PE33641 108 
PE3667 74 PE3852 83 PE33122 79: PE33643 110 
PE3669 123 PE3853 84 PE33143 85 PE33644 90 
PE3671 & PE3672 47 PE3854 43 PE33144 95 PE33645 110 
PE3673 123 PE3857 82 PE33154 108 PE33646 90 
PE3674 42 PE3858 54 PE33165 84 PE33647 108 
PE3675 44 PE3864 56 PE33168 a3 PE33649 110 
PE3678 39 PE3865 52 PE33175 85 PE33650 & PE33652 84 
PE3679 61 PE3867 51 PE33176 63 PE33654 & PE33656 86 
PE3684 105 PE3871 58 PE33178 78 PE33657 89 
PE3686 76 PE3874 46 PE33179 102 PE33658 & PE33660 109 
PE3689 40 PE3876 54 PE33188 101 PE33662 117 
PE3693 73 PE3882 73 PE33191 64 PE33664 109 
PE3694 80 PE3883 108 PE33196 & PE33197 101 PE33666 THRU PE33672 85 
PE3696 49 PE3885 49 PE33231 THRU PE33233 jul PE33673 114 
PE3697 56 PE3886 48 PE33236 70 PE33674 87 
PE3698 73 PE3887 69 PE33247 90 PE33675 88 
PE3699 72 PE3895 82 PE33258 49 PE33676 & PE33680 87 
PE3705 38 PE3898 124 PE33261 88 PE33682 88 
PE3706 56 PE3899 50 PE33267 48 PE33686 THRU PE33690 112 
PE3713 54 PE3901 42 PE33270 90 PE33692 111 
PE3714 74 PE3902 108 PE33304 83 PE33701 116 
PE3715 56 PE3903 63 PE33316 117 PE33704 84 
PE3721 84 PE3904 116 PE33321 72 PE33706 82 
PE3722 89 PE3906 38 PE33330 90 PE33728 74 
PE3726 72 PE3908 89 PE33349 88 PE33749 60 
PE3733 48 PE3911 68 PE33350 86 PE33762 123 
PE3735 80 PE3914 80 PE33352 112 PE33778 83 
PE3736 113 PE3915 84 PE33356 85 PE33789 63 
PE3739 50 PE3916 & PE3917 86 PE33361 114 PE33844 67 
PE3745 49 PE3918 & PE3919 110 PE33363 109 PE33864 63 
PE3746 47 PE3920 71 PE33370 83 PE33896 57 
PE3747 104 PE3921 75 PE33383 116 PE33928 115 
PE3749 38 PE3922 77 PE33391 105 PE33929 66 
PE3750 46 PE3924 58 PE33399 THRU PE33416 101 PE33938 83 
PE3755 89 PE3925 61 PE33417 & PE33419 102 PE33948 114 
PE3756 48 PE3929 63 PE33420 115 PE33964 62 
PE3758 62 PE3930 136 PE33421 THRU PE33436 102 PE33969 116 
PE3759 60 PE3931 62 PE33437 103 PE33974 73 
PE3764 63 PE3932 63 PE33438 124 PE33984 81 
PE3765 110 PE3935 41 PE33439 103 PE33996 67 
PE3769 67 PE3940 58 PE33440 45 PE34023 106 
PE3775 54 PE3944 113 PE33441 103 PE34061 60 
PE3776 39 PE3949 42 PE33442 45 PE34069 126 
PE3777 42 PE3950 81 PE33443 103 PE34070 & PE34071 63 
PE3779 52 PE3953 44 PE33444 45 PE34078 111 
PE3780 48 PE3954 106 PE33445 103 PE34098 95 
PE3781 73 PE3956 58 PE33446 45 PE34116 130 
PE3782 71 PE3957 68 PE33447 & PE33448 103 PE34122 126 
PE3790 34 PE3958 53 PE33449 45 PE34135 60 
PE3792 42 PE3959 58 PE33450 THRU PE33452 103 PE34138 & PE34140 71 
PE3794 63 PE3960 106 PE33454 45 PE34141 60 
PE3796 48 PE3961 59 PE33455 79 PE34142 71 
PE3797 72 PE3962 72 PE33456 103 PE34143 67 
PE3799 58 PE3963 71 PE33457 79 PE34144 & PE34146 71 
PE3800 60 PE3965 75 PE33458 103 PE34148 67 
PE3803 124 PE3966 76 PE33476 86 PE34149 71 
PE3806 58 PE3967 58 PE33481 66 PE34150 77 
PE3807 38 PE3971 77 PE33491 106 PE34151 67 
PE3808 108 PE3973 58 PE33502 64 PE34152 77 
PE3809 113 PE3977 74 PE33516 81 PE34153 67 
PE3810 89 PE3979 75 PE33518 63 PE34154 77 
PE3811 48 PE3982 79 PE33519 THRU PE33523 49 PE34155 67 
PE3814 50 PE3983 77 PE33525 & PE33527 70 PE34156 77 
PE3815 82 PE3986 74 PE33528 78 PE34157 67 
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Same-Day Shipping Toll-Free: 866-PASTERNACK (866-727-8376) Phone: 949-261-1920 Fax: 949-261-7451 


Model No. __—s_——séPage: ‘No. 
PE34158 77 
PE34159 67 
PE34160 60 
PE34161 77 
PE34162 39 
PE34163 67 
PE34164 THRU PE34168 39 
PE34169 66 
PE34170 39 
PE34171 66 
PE34173 39 
PE34174 66 
PE34175 39 
PE34176 66 
PE34177 39 
PE34178 66 
PE34179 60 
PE34180 51 
PE34181 76 
PE34182 51 
PE34183 66 
PE34184 51 
PE34185 66 
PE34186 THRU PE34191 51 
PE34192 60 
PE34193 51 
PE34194 76 
PE34195 53 
PE34196 76 
PE34197 53 
PE34198 76 
PE34199 & PE34200 53 
PE34201 76 
PE34202 53 
PE34203 72 
PE34204 53 
PE34205 72 
PE34206 53 
PE34207 72 
PE34208 & PE34209 55 
PE34210 72 
PE34211 55 
PE34212 72 
PE34213 55 
PE34214 78 
PE34215 55 
PE34216 78 
PE34217 55 
PE34218 78 
PE34219 55 
PE34220 53 
PE34221 78 
PE34222 73 
PE34223 55 
PE34224 57 
PE34225 78 
PE34226 57 
PE34227 78 
PE34228 57 
PE34229 78 
PE34230 57 
PE34231 73 
PE34233 57 
PE34234 73 
PE34235 57 
PE34236 73 
PE34237 57 
PE34238 73 
PE34240 126 
PE34241 & PE34243 59 
PE34244 44 
PE34245 59 
PE34246 114 
PE34247 59 
PE34248 114 
PE34249 59 
PE34250 114 
PE34252 59 
PE34253 114 
PE34254 59 
PE34255 114 
PE34256 59 


All Products Available Online! www.pasternack.com 
Toll-Free: 866-PASTERNACK (866-727-8376) Phone: 949-261-1920 Fax: 949-261-7451 


Model 

PE34257 THRU PE34265 
PE34266 

PE34268 

PE34269 

PE34270 

PE34271 

PE34272 

PE34273 

PE34274 

PE34275 

PE34276 

PE34277 THRU PE34280 
PE34281 

PE34282 

PE34283 

PE34284 

PE34285 

PE34286 

PE34287 THRU PE34291 
PE34292 

PE34293 & PE34296 
PE34297 THRU PE34321 
PE34331 

PE34357 & PE34359 
PE34360 

PE34361 

PE34374 

PE34396 & PE34397 
PE34398 

PE34405 

PE34406 

PE34407 

PE34408 

PE34409 

PE34410 

PE34411 

PE34412 

PE34413 

PE34414 

PE34415 

PE34416 

PE34417 

PE34418 

PE34419 

PE34420 

PE34421 

PE34422 

PE34423 

PE34424 

PE34425 & PE34427 
PE34428 

PE34429 

PE34430 

PE34431 

PE34432 

PE34433 

PE34434 

PE34435 

PE34436 

PE34437 

PE34438 

PE34439 

PE34440 

PE34441 

PE34442 

PE34443 THRU PE34447 
PE34448 

PE34449 

PE34450 

PE34451 

PE34452 

PE34453 

PE34454 

PE34455 

PE34456 & PE34458 
PE34459 

PE34460 

PE34461 

PE34462 

PE34463 

PE34464 

PE34465 


INDEX 


P 


Model No. -_—Ss_——séPagge: No. 
PE34466 110 
PE34467 & PE34469 88 
PE34470 111 
PE34471 88 
PE34472 111 
PE34473 88 
PE34474 111 
PE34475 88 
PE34476 111 
PE34477 88 
PE34478 111 
PE34479 88 
PE34480 111 
PE34481 85 
PE34482 111 
PE34483 87 
PE34484 111 
PE34485 85 
PE34486 111 
PE34487 87 
PE34488 84 
PE34489 87 
PE34490 85 
PE34491 87 
PE34492 109 
PE34493 87 
PE34494 108 
PE34495 87 
PE34496 109 
PE34497 87 
PE34498 112 
PE34499 109 
PE34500 112 
PE34501 108 
PE34502 109 
PE34503 112 
PE34504 116 
PE34505 112 
PE34506 116 
PE34507 112 
PE34508 116 
PE34509 112 
PE34510 116 
PE34511 112 
PE34512 116 
PE34518 109 
PE34520 129 
PE34532 THRU PE34538 106 
PE34554 129 
PE34570 & PE34572 118 
PE34573 129 
PE34574 & PE34576 118 
PE34577 124 
PE34578 118 
PE34579 124 
PE34580 118 
PE34581 124 
PE34582 118 
PE34583 124 
PE34584 118 
PE34585 124 
PE34586 118 
PE34587 124 
PE34588 118 
PE34589 124 
PE34590 118 
PE34591 124 
PE34592 118 
PE34593 THRU PE34597 45 
PE34598 126 
PE34600 THRU PE34604 45 
PE34614 130 
PE34681 THRU PE34705 91 
PE34709 63 
PE34721 108 
PE34727 127 
PE34729 THRU PE34751 119 
PE34770 127 
PE34833 THRU PE34836 62 
PE34853 & PE34854 128 
PE34856 THRU PE34866 132 
PE34879 THRU PE34895 126 


Model No. Page No. 


PE34917 62 
PE35028 31 
PE35064 THRU PE35154 64 
PE35207 127 
PE35208 130 
PE35209 127 
PE35210 130 
PE35211 127 
PE35212 130 
PE35213 127 
PE35214 130 
PE35215 127 
PE35216 130 
PE35217 127 
PE35218 130 
PE35219 127 
PE35220 130 
PE35221 127 
PE35222 130 
PE35223 127 
PE35224 130 
PE35225 127 
PE35226 130 
PE35227 127 
PE35228 128 
PE35229 129 
PE35230 128 
PE35231 129 
PE35232 128 
PE35233 129 
PE35234 128 
PE35235 129 
PE35236 128 
PESD257, 129 
PE35238 128 
PE35239 129 
PE35240 128 
PE35241 129 
PE35242 128 
PE35243 129 
PE35244 128 
PE35245 129 
PE35246 128 
PE35247 & PE35249 129 
PE35284 95 
PE35348 65 
PE35349 131 
PE35350 65 
PE35351 131 
PE35352 65 
PE35353 131 
PE35354 65 
PE35355 131 
PE35356 65 
PE35357 131° 
PE35358 65 
PE35359 131 
PE35360 65 
PE35361 131 
PE35362 65 
PE35363 131 
PE35364 65 
PE35365 131 
PE35366 65 
PE35367 131 
PE35368 65 
PE35369 131 
PE35370 65 
PE35371 THRU PE35375 131 
PE35418 34 
PE35419 33 
PE35420 34 
PE35421 & PE35422 35 
PE35423 33 
PE35424 35 
PE35430 123 
PE35475 35 
PE35591 THRU PE35611 36 
PE35639 THRU PE35672 120 
PE35900 94 
PE35952 32 
PE35953 132 
Free Ground Freight 


Same-Day Shipping 


INDEX 


Model No. Page No. Model No. Page No. Model No. Page No. Model () 
PE35954 32 PE36526 122 PE4092 162 PE4240 THRU PE4244 161 
PE35955 132 PE36527 124 PE4093 159 PE4245 165 
PE35956 32 PE36528 122 PE4094 & PE4095 150 PE4246 150 
PE35957 132 PE36529 121 PE4096 & PE4097 165 PE4247 162 
PE35958 32 PE36530 122 PE4098 159 PE4248 171 
PE35959 & PE35962 132 PE36531 121 PE4099 154 PE4249 175 
PE35963 95 PE36532 122 PE4100 160 PE4250 165 
PE35964 132 PE36533 121 PE4101 154 PE4251 171 
PE35965 95 PE36534 122 PE4102 162 PE4252 175 
PE36108 134 PE36535 121 PE4104 & PE4105 181 PE4253 171 
PE36109 135 PE36536 122 PE4106 162 PE4254 175 
PE36110 134 PE36537 121 PE4107 150 PE4255 171 
PE36111 135 PE36538 122 PE4108 152 PE4256 175 
PE36112 134 PE36539 121 PE4109 162 PE4257 171 
PE36113 135 PE36540 122 PE4110 171 PE4258 & PE4259 175 
PE36114 134 PE36541 121 PE4112 152 PE4260 & PE4261 165 
PE36115 135 PE36542 122 PE4113 & PE4114 147 PE4262 & PE4263 150 
PE36116 134 PE36569 THRU PE36574 123 PE4115 & PE4116 152 PE4264 & PE4265 L740 
PE36117 135 PE36674 THRU PE36678 37 PE4117 & PE4118 154 PE4266 & PE4267 175 
PE36118 134 PE36689 & PE36690 33 PE4119 THRU PE4122 153 PE4268 & PE4269 165 
PE36119 135 PE37840 & PE37841 241 PE4123 THRU PE4128 154 PE4270 & PE4271 150 
PE36120 134 PE37842 THRU PE37851 242 PE4129 & PE4130 147 PE4272 & PE4273 171 
PE36121 135 PE37940 THRU PE37951 98 PE4131 148 PE4274 & PE4275 175 
PE36122 134 PE37952 THRU PE37963 97 PE4132 THRU PE4136 147 PE4276 & PE4277 165 
PE36123 135 PE300000 THRU PE300011 243 PE4137 148 PE4278 & PE4279 150 
PE36124 134 PE300012 THRU PE300023 244 PE4138 147 PE4280 & PE4281 171 
PE36125 135 PE300024 THRU PE300035 245 PE4139 148 PE4282 & PE4283 175 
PE36126 134 PE4000 & PE4001 154 PE4140 147 PE4284 165 
PE36127 135 PE4002 & PE4003 152 PE4141 148 PE4285 150 
PE36128 134 PE4004 154 PE4142 THRU PE4156 149 PE4286 171 
PE36129 135 PE4005 152 PE4157 171 PE4287 175 
PE36130 134 PE4006 147 PE4158 175 PE4288 165 
PE36131 135 PE4007 THRU PE4009 152 PE4159 165 PE4289 150 
PE36132 136 PE4010 & PE4011 163 PE4160 150 PE4290 T7t 
PE36134 94 PE4012 141 PE4161 171 PE4291 175 
PE36135 136 PE4013 148 PE4162 175 PE4292 7d 
PE36136 94 PE4014 & PE4015 163 PE4163 iva PE4293 175 
PE36137 136 PE4016 162 PE4164 175 PE4294 152 
PE36138 94 PE4017 164 PE4165 iW fl PE4295 141 
PE36139 136 PE4018 162 PE4166 175 PE4296 152 
PE36140 94 PE4019 164 PE4167 165 PE4297 147 
PE36141 136 PE4020 THRU PE4022 141 PE4168 171 PE4298 162 
PE36142 94 PE4023 & PE4024 162 PE4169 75 PE4299 159 
PE36143 136 PE4025 THRU PE4031 152 PE4170 165 PE4300 154 
PE36144 94 PE4032 THRU PE4035 153 PE4171 150 PE4301 180 
PE36145 136 PE4036 THRU PE4041 152 PE4172 171 PE4302 THRU PE4306 149 
PE36146 133 PE4042 147 PE4173 175 PE4307 THRU PE4310 162 
PE36147 136 PE4043 & PE4044 162 PE4174 165 PE4311 THRU PE4314 159 
PE36148 133 PE4045 150 PE4175 150 PE4315 & PE4316 160 
PE36149 136 PE4046 165 PE4176 175 PE4317 & PE4318 163 
PE36150 133 PE4047 149 PE4177 165 PE4319 THRU PE4321 162 
PE36151 136 PE4048 147 PE4178 150 PE4322 143 
PE36152 133 PE4049 163 PE4179 171 PE4323 142 
PE36153 136 PE4050 180 PE4180 175 PE4324 181 
PE36154 133 PE4051 150 PE4181 159 PE4325 THRU PE4327 152 
PE36155 136 PE4052 165 PE4182 & PE4183 144 PE4328 148 
PE36156 133 PE4053 162 PE4184 151 PE4329 THRU PE4331 147 
PE36157 96 PE4054 149 PE4186 154 PE4332 152 
PE36158 133 PE4055 & PE4056 163 PE4187 & PE4188 153 PE4333 160 
PE36159 96 PE4057 & PE4058 162 PE4189 & PE4190 154 PE4334 THRU PE4341 164 
PE36160 133 PE4059 147 PE4191 147 PE4342 142 
PE36161 96 PE4060 148 PE4192 142 PE4343 160 
PE36162 133 PE4061 & PE4062 147 PE4193 159 PE4344 147 
PE36163 96 PE4063 THRU PE4068 149 PE4194 160 PE4345 162 
PE36164 133 PE4069 141 PE4195 162 PE4346 THRU PE4348 181 
PE36165 96 PE4070 162 PE4196 & PE4197 153 PE4349 160 
PE36166 138 PE4071 149 PE4198 144 PE4350 159 
PE36167 96 PE4072 147 PE4199 151 PE4351 162 
PE36168 135 PE4073 141 PE4200 165 PE4352 181 
PE36169 96 PE4074 150 PE4201 & PE4202 150 PE4353 153 
PE36170 95 PE4075 & PE4076 159 PE4203 171 PE4354 154 
PE36171 96 PE4077 163 PE4204 THRU PE4210 162 PE4355 148 
PE36172 95 PE4078 & PE4079 162 PE4211 163 PE4356 165 
PE36173 96 PE4080 165 PE4212 162 PE4357 150 
PE36174 & PE36178 95 PE4081 147 PE4213 THRU PE4215 152 PE4358 165 
PE36519 121 PE4082 163 PE4216 THRU PE4220 154 PE4359 150 
PE36520 122 PE4083 152 PE4221 THRU PE4224 147 PE4360 165 
PE36521 121 PE4084 162 PE4225 THRU PE4228 159 PE4361 150 
PE36522 122 PE4085 152 PE4229 & PE4230 144 PE4362 165 
PE36523 121 PE4088 149 PE4231 & PE4232 143 PE4363 150 
PE36524 122 PE4089 180 PE4233 THRU PE4238 181 PE4364 165 
PE36525 121 PE4091 163 PE4239 160 PE4365 150 
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Model No, ___+_=_=—=—=—-~Page ‘No. | Model No. ._-_=—=__—_— Page No. | Model No. Pa 
PE4366 165 PE4929 Lio PE44351 THRU PE44368 143 
PE4367 150 PE4930 152 PE44369 THRU PE44377 177 
PE4368 171 PE4931 153 PE44378 THRU PE44395 151 
PE4369 175 PE4932 152 PE44396 THRU PE44398 148 
PE4370 154 PE4933 159 PE44401 THRU PE44441 151 
PE4371 & PE4372 147 PE4934 THRU PE4946 147 PE44442 THRU PE44446 172 
PE4373 159 PE4949 THRU PE4973 161 PE44447 THRU PE44451 142 
PE4374 & PE4375 161 PE4974 162 PE44452 174 
PE4376 147 PE4975 149 PE44453 166 
PE4377 THRU PE4393 162 PE4976 THRU PE4980 143 PE44454 147 
PE4394 & PE4395 163 PE4981 THRU PE4992 157 PE44455 164 
PE4396 & PE4397 162 PE4993 THRU PE4998 L72 PE44456 THRU PE44459 166 
PE4398 THRU PE4418 152 PE44000 THRU PE44032 156 PE44460 153 
PE4419 THRU PE4428 153 PE44033 THRU PE44039 180 PE44470 THRU PE44478 177 
PE4429 THRU PE4443 147 PE44040 THRU PE44042 162 PE44480 THRU PE44483 169 
PE4444 148 PE44043 THRU PE44046 147 PE44484 THRU PE44488 30 
PE4445 161 PE44047 150 PE44489 THRU PE44493 169 
PE4446 THRU PE4471 149 PE44048 165 PE44495 THRU PE44513 168 
PE4472 171 PE44049 160 PE44520 THRU PE44535 146 
PE4473 THRU PE4481 144 PE44050 THRU PE44060 141 PE44536 THRU PE44551 145 
PE4482 THRU PE4485 147 PE44061 THRU PE44064 149 PE44552 THRU PE44556 146 
PE4486 THRU PE4492 148 PE44065 THRU PE44079 148 PE44557 THRU PE44561 145 
PE4493 THRU PE4495 159 PE44080 160 PE44562 THRU PE44566 146 
PE4496 THRU PE4501 160 PE44081 THRU PE44092 142 PE44567 THRU PE44571 145 
PE4502 THRU PE4516 174 PE44093 160 PE44577 170 
PE4517 & PE4518 161 PE44094 165 PE44588 172 
PE4519 & PE4520 143 PE44095 150 PE5001 & PE5004 252 
PE4521s 142 PE44096 THRU PE44099 161 PE5008 THRU PE5010 252 
PE4522 & PE4523 165 PE44100 THRU PE44113 159 PE5011 & PE5200 251 
PE4524 THRU PE4529 154 PE44114 THRU PE44116 181 PE5500 30 
PE4530 THRU PE4541 155 PE44117 161 PE51000 THRU PE51010 239 
PE4542 & PE4543 153 PE44118 160 PE51011 & PE51012 240 
PE4544 THRU PE4546 155 PE44119 165 PE51013 & PE51014 239 
PE4547 & PE4548 153 PE44120 150 PE51015 THRU PE51019 240 
PE4549 155 PE44121 165 PE51020 THRU PE51022 241 
PE4550 147 PE44122 150 PE6000 & PE6001 223 
PE4551 THRU PE4556 167 PE44123 165 PE6002 & PE6003 221 
PE4557 & PE4558 150 PE44124 150 PE6006 & PE6007 229 
PE4559 THRU PE4562 167 PE44125 172 PE6008 222 
PE4563 THRU PE4565 142 PE44126 165 PE6009 221 
PE4566 THRU PE4575 144 PE44127 150 PE6011 223 
PE4576 THRU PE4580 152 PE44128 172 PE6012 THRU PE6024 229 
PE4581 153 PE44129 165 PE6026 222 
PE4587 THRU PE4592 152 PE44130 150 PE6027 THRU PE6029 223 
PE4593 165 PE44131 172 PE6030 & PE6031 229 
PE4594 150 PE44132 165 PE6032 221 
PE4595 165 PE44133 150 PE6033 THRU PE6043 222 
PE4596 150 PE44134 172 PE6044 & PE6045 223 
PE4597 THRU PE4631 170 PE44135 165 PE6046 229 
PE4632 162 PE44136 150 PE6047 THRU PE6056 223 
PE4633 THRU PE4642 170 PE44137 165 PE6057 THRU PE6059 229 
PE4643 162 PE44138 150 PE6061 THRU PE6068 223 
PE4644 142 PE44139 165 PE6069 THRU PE6092 221 
PE4645 THRU PE4647 147 PE44140 150 PE6093 & PE6094 223 
PE4648 & PE4649 149 PE44141 172 PE6095 THRU PE6107 222 
PE4650 & PE4651 162 PE44142 165 PE6108 THRU PE6111 229 
PE4652 THRU PE4655 147 PE44143 150 PE6112 222 
PE4656 174 PE44145 180 PE6113 THRU PE6136 229 
PE4657 159 PE44146 THRU PE44149 141 PE6137 THRU PE6142 222 
PE4658 175 PE44161 THRU PE44181 173 PE6143 & PE6144 229 
PE4659 THRU PE4682 177 PE44182 THRU PE44202 178 PE6145 THRU PE6147 223 
PE4683 THRU PE4708 178 PE44203 152 PE6148 THRU PE6158 221 
PE4709 & PE4710 159 PE44204 THRU PE44214 153 PE6159 223 
PE4711 THRU PE4765 176 PE44215 THRU PE44226 158 PE6160 THRU PE6164 221 
PE4766 THRU PE4799 179 PE44227 THRU PE44234 157 PE6800 THRU PE6808 237 
PE4804 THRU PE4849 180 PE44235 THRU PE44241 155 PE6809 THRU PE6835 235 
PE4850 THRU PE4875 179 PE44242 THRU PE44261 164 PE7000 217 
PE4876 THRU PE4895 167 PE44262 THRU PE44271 163 PE7001 213 
PE4896 THRU PE4905 166 PE44272 THRU PE44275 169 PE7002 214 
PE4906 175 PE44276 THRU PE44292 144 PE7003 215 
PE4907 152 PE44293 149 PE7004 214 
PE4908 162 PE44294 162 PE7005 213 
PE4909 149 PE44295 THRU PE44297 141 PE7006 & PE7007 221 
PE4910 & PE4911 155 PE44298 THRU PE44307 173 PE7008 220 
PE4912 THRU PE4914 153 PE44308 THRU PE44311 166 PE7009 217 
PE4915 & PE4916 162 PE44312 THRU PE44334 174 PE7010 214 
PE4917 THRU PE4922 152 PE44335 THRU PE44339 158 PE7011 220 
PE4923 & PE4924 153 PE44340 THRU PE44344 155 PE7013 213 
PE4925 171 PE44345 & PE44346 158 PE7014 214 
PE4926 165 PE44347 157 PE7015 215 
PE4927 150 PE44348 169 PE7016 213 
PE4928 171 PE44349 & PE44350 147 PE7017 215 
8 All Products Available Online! www.pasternack.com 
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INDEX 
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PE7018 214 
PE7019 215 
PE7020 214 
PE7021 215 
PE7022 214 
PE7023 & PE7024 213 
PE7025 & PE7026 217 
PE7027 & PE7028 221 
PE7029 217 
PE7030 THRU PE7032 215 
PE7033 THRU PE7035 219 
PE7036 THRU PE7038 220 
PE7039 THRU PE7043 216 
PE7044 217 
PE7045 & PE7046 213 
PE7047 214 
PE7048 215 
PE7049 & PE7050 217 
PE7051 215 
PE7052 THRU PE7056 216 
PE7057 217 
PE7058 & PE7059 219 
PE7061 THRU PE7065 218 
PE7066 THRU PE7083 221 
PE7100 THRU PE7103 230 
PE7104 THRU PE7138 231 
PE7139 & PE7140 230 
PE7141 THRU PE7160 231 
PE7300 & PE7301 230 
PE700000 THRU PE700003 247 
PE8000 THRU PE8009 233 
PE8010 THRU PE8038 234 
PE8040 233 
PE8200 THRU PE8406 228 
PE8500 THRU PE8504 233 
PE8505 THRU PE8509 232 
PE8600 THRU PE8654 235 
PE9000 THRU PE9080 187 
PE9081 THRU PE9111 188 
PE9112 THRU PE9143 189 
PE9144 THRU PE9180 190 
PE9181 THRU PE9214 191 
PE9215 THRU PE9244 192 
PE9245 THRU PE9274 193 
PE9275 THRU PE9304 194 
PE9305 THRU PE9335 195 
PE9336 THRU PE9365 196 
PE9366 THRU PE9395 197 
PE9396 THRU PE9425 198 
PE9426 THRU PE9455 199 
PE9456 THRU PE9485 200 
PE9486 THRU PE9515 201 
PE9516 THRU PE9545 202 
PE9546 THRU PE9575 203 
PE9576 THRU PE9605 204 
PE9606 THRU PE9635 205 
PE9636 THRU PE9665 206 
PE9666 THRU PE9695 207 
PE9696 THRU PE9725 208 
PE9726 THRU PE9755 209 
PE9756 THRU PE9783 210 
PE9800 THRU PE9843 238 
PE9844 THRU PE9849 237 
PE9850 THRU PE9864 236 
PE9865 THRU PE9870 237 
PE9900 THRU PE9917 138 
PE9930 THRU PE9936 137 
PE9950 THRU PE9967 138 
PE900001 THRU PE900023 246 
PE900025 THRU PE900035 247 

Free Ground Freight 


Same-Day Shipping 


PASTERNACK ENTERPRISES ROHS COMPLIANCE PROGRAM 


What i H mpliance? 

The European Union set forth the RoHS (Restriction of Hazardous Substances) Directive to establish environmental guidelines and legislation 
to reduce the presence of six (6) materials deemed hazardous to the environment. To comply, products entering the EU must not have a 
homogeneous presence of these materials above the following levels by weight percentage: 


Lead (Pb) < 0.1% 

Mercury (Hg) < 0.1% 

Cadmium (Cd) < 0.01% 

Hexavalent Chromium (CrV1) < 0.1% 
Polybrominated Biphenyls (PBB) < 0.1% 
Polybrominated Diphenyl Esters (PBDE) < 0.1% 


At Pasternack we recognize our responsibility as a supplier of coax connectors, cable assemblies, and components potentially used within 
electronic-based systems and products that are targeted for ROHS compliance. We are fully committed to offering ROHS compliance on the 
greatest majority of our products. We have completed a comprehensive evaluation and analysis program both internally and with our suppliers to 
establish and publish RoHS compliant statements for our products on our website. 


rmini rnack mpliance 


To determine if the product in our catalog is ROHS Compliant, please first refer to our website at www.Pasternack.com. For each part we have 
supplied an indicator of compliance using this symbol: 


All products displaying this symbol on our website have been certified as ROHS Compliant. Click on 
this symbol to view the Certificate of ROHS Compliance for this product. 


We recognize that you may have specific questions regarding ROHS certification on Pasternack’s components and products. We will be happy to 
process all such requests and provide individual product RoHS information as quickly as possible. Please direct any such requests to Pasternack 
Enterprises Technical Support via email at TechSupport@Pasternack.com or by calling Toll-Free within North America at 1-866-PASTERNACK 
(866-727-8376). international customers please use +1-949-261-1920. 


Meth Determining RoHS Compliance 


RoHS Compliance is determined by a combination of supplier certification and engineering design verification. In most cases, Pasternack’s 
products were determined to be ROHS Compliant. In many cases the Compliance was through a stated Exemption to the RoHS Directive. As 

a supplier of coaxial connectors, adapters, and RF components, Pasternack uses materials such as Brass and Stainless Steel which contain 
lead as a percentage of weight above the 0.1% threshold, but are allowed through the Exemptions as of the October 21%', 2005 RoHS Directive 
amendment. Pasternack uses these Exemptions to the RoHS Directive where applicable. 


W are the Exemptions? 


RoHS Directive text as of the Oct 21%", 2005 amendment is underlined, and how it applies to Pasternack products is indicated below each 
Exemption. 
ANNEX to ROHS DIRECTIVE 2002/95/EC 


“Applications of lead, mercury, cadmium, hexavalent chromium, polybrominated biphenyls (PBB) or polybrominated diphenyi ethers 
(PBDE) which are exempted from the requirements of Article 4(1)”: 


5: Lead in glass of cathode ray tubes, electronic components and fluorescent tubes. 


Some Pasternack products use resistive and/or dielectric inks that contain lead in a glass phase and fall under this exemption 5. 


6. Lead as an alloying element in steel containing up to 0.35% lead by weight, aluminum containing up to 0.4% lead by weight and as a 
copper alloy containing up to 4% lead by weight. 


Most Pasternack products use metal alloys that contain lead below the maximum concentration values specified under this exemption 6. 
Specifically: aluminum alloys, brass, stainless steel, beryllium copper & phosphor bronze. 


Tt Lead in solders for servers, storage and storage array systems, network infrastructure equipment for switching, signaling, transmission as 
well as network management for telecommunications. 


All Pasternack coaxial cable assemblies are made using solder containing lead (unless lead-free solder is specified), and may be used 
in network infrastructure equipment and therefore would fall under this exemption 7. This exemption is application specific, however, and 
we therefore leave it up to our customer to determine whether this exemption applies to their application. 


Lead-free solder is now available for all cable assemblies upon request or online at www.Pasternack.com. 


Pasternack has loaded new part numbers for cable assemblies using lead-free solder on our website, using the format 
PE3xxxxLF-yy, where “xxxx” identifies the part using the existing corresponding item number, and “yy” identifies the length in 
inches. For example, PE3067LF-24 is the same as PE3067-24 (BNC Male to BNC Male, RG58C/U), except it uses lead-free solder 
to be fully ROHS Compliant. 
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NEW PRODUCTS 


MOBILE & STATIONARY ANTENNAS 
FOR LAND MOBILE RADIO APPLICATIONS 


Pasternack introduces our newest product line to make it even easier to find all the RF coaxial 
products you need in one location. Our wideband antenna solutions operate across multiple 
frequencies, which helps alleviate the interoperability problems that can occur during crisis and 
emergency situations. 


Our Mobile Antennas are compatible with 1-1/8"-18 thread mounts, including the industry standard 3/4 
inch hole mounts, so installation or replacement of existing antennas on public safety and emergency 
response vehicles is both easy and cost-effective. 


PE5S1008 PE5S1010 
PES1009 
PE51007 PE51013 


PE51014 


SEE PAGE 239 FOR DETAILS 


Our Antennas for LMR and Base Station applications also come ready-to-install for both indoor 

and outdoor environments, and even for extreme weather situations. Of these antennas, three come 
equipped with coaxial cable that can be terminated with your choice of connector for a customized 
solution that can be shipped the same day you place your order! 


PES1011 
YAGI 


|g 


PE51018 
DUCK 


PE51017 
OMNI 


PE51019 
OUTDOOR PANEL 


PE51012 PE51016 
YAGI 


SEE PAGE 240 FOR DETAILS 


To complete your installation, Pasternack also offers our complete line of Antenna mounts, NMO cable 
assemblies and jumpers. These can be easily customized to your specifications, no matter which 
connector termination or length you need. Pasternack has it all in-stock and ready to ship the same 


day. 
oa, PE37840 


SEE PAGE 241 & 242 FOR DETAILS 


Full technical specifications and drawings are available at www.Pasternack.com, or by calling our 
Technical Support department toll-free at 866-727-8376 (US & Canada) or +1-949-261-1920. 
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NEW PRODUCTS 


CONNECTORS AND CABLE ASSEMBLIES 
FOR LAND MOBILE RADIO APPLICATIONS 


TYPE N CONNECTORS FOR LMR® ff 


Pasternack's Type N line of low PIM (Passive Intermodulation Distortion) connectors is 
designed for applications where intermodulation distortion is a concern. The connector body 
is brass with White Bronze plating for greater durability and corrosion-resistance, and the 
contacts are gold-plated with no nickel undercoat. Pasternack's low PIM connectors are fully 
interchangeable with Type N connectors designed to the MIL-C39012 specification. These 50 Ohm 
connectors are now widely used in Wireless, WiFi, and GSM base station applications. 


See Page 146 for Connectors Prices Starting at $9.95 


® EQUIVALENT CABLE A I 


Base 


The Pasternack Wireless Data jumper series is ideal where PIM (Passive Intermodulation 
Distortion) is a concern, such as WiFi or GSM base station applications. The connectors 
(see above) are low PIM designs and the coax has a lightweight, low-loss construction. 

The cables are fully interchangeable with standard Type N jumpers, and are equivalent to 
LMR® type 195, 240, 400, and 600 cables, as well as 1/2" or 7/8" Annular or Helical cables. 


See Page 98 for LMR® Cable Assemblies Prices Starting at $29.95 
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7/16 DIN CONNECTORS FOR LMR® 
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The Pasternack 7/16 DIN line of low PIM (Passive Intermodulation Distortion) connectors is 
designed for applications where intermodulation distortion is a concern. The connector 
bodies are brass with White Bronze plating for greater durability and corrosion-resistance, 
and the contacts are silver plated with no nickel undercoat. Pasternack's low PIM 7/16 DIN 
connectors are fully interchangeable with all 7/16 DIN connectors designed to IEC 169-4, CECC 
22-190, DIN 47223 and VG 95250 specifications. 


See Page 145 for Connectors Prices Starting at $29.95 


16 DI ® EQUIVALENT 


The Pasternack Wireless Data jumper series is ideal where PIM (Passive Intermodulation 
Distortion) is a concern, such as WiFi or GSM base station applications. The connectors 
(see above) are low PIM designs and the coax has a lightweight, low-loss construction. 

The cables are fully interchangeable with standard 7/16 DIN jumpers, and are equivalent to 
LMR® type 195, 240, 400, and 600 cables, as well as 1/2" or 7/8" Annular or Helical cables. 


See Page 97 for LMR® Cable Assemblies Prices Starting at $79.95 
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NEW PRODUCTS 
PE5500-KIT 3.5mm STANDARD VNA CALIBRATION KIT 


Your VNA provides you with the most accurate 
measurements only if calibrated against known standards. 
Pasternack VNA calibration kits incorporate accurate, 
stable, and precise calibration standards designed for 
a broad range of vector network analyzers models, 
including Agilent® and Anritsu®! 


With this kit you can make error-corrected measurements of devices supplied with 
either 3.5mm or SMA connectors from DC to 26.5 GHz. This kit contains both Male 
(Plug) and Female (Jack) connector interfaces to perform full Two-Port error 
corrections. This yields the most complete calibration because it accounts for 
the three major sources of systematic error addressed by one-port calibration 
at both ports of a two-port DUT. The short, open, load, and thru standards make 
up the calibration kit. The most common thru used is the test ports connected 
directly together. 


SEE PAGE 30 FOR MORE DETAILS PRICE: $2,995.95 


PE310-KIT VNA TEST CABLE KIT 


Pasternack introduces its new Microwave test cables 
designed for a broad range of VNA models with 3.5mm 
NMD connector ports, including Agilent® and Anritsu® 
equipment! These highly flexible test cables have 
excellent electrical characteristics with 
outstanding phase and amplitude stability. 


The unique interchangeable connector head can be configured for DUT applications 
that require Precision 7mm (PC-7), N, 3.5mm, SMA or 2.92mm connectors. 
Two Test cables per set, packaged in a durable, protective wood box. 


Features: 
e Broad VNA Coverage, including Agilent® & Anritsu® 
DC to 26.5 GHz 
End A: 3.5mm NMD Connector 
End B: Interchangeable Connector Head, see details for selection 


SEE PAGE 30 FOR MORE DETAILS PRICE: $3,499.95 


Tea eae a ae OG Ma a 
12 All Products Available Online! www.pasternack.com _ Free Ground Freight 
Toll-Free: 866-PASTERNACK (866-727-8376) Phone: 949-261-1920 Fax: 949-261-7451 Same-Day Shipping 


NEW PRODUCTS 
airy 18 GHz TEST CABLE ASSEMBLIES 


e DC-18 GHz @ 50 OHM 

e ROHS COMPLIANT 

e FLEXIBLE ALTERNATIVE TO SEMI-RIGID CABLE 

e MOLDED STRAIN RELIEF FOR IMPROVED DURABILITY 

e PASSIVATED STAINLESS STEEL CONNECTORS 

e EXCELLENT MECHANICAL CHARACTERISTICS 

e STD. LENGTHS AVAILABLE (INCHES): 24, 36, 48, 60, 72, 120 
e CUSTOM LENGTHS ALSO SHIP THE SAME DAY! 


SMA MALE TO TNC MALE N MALE TO N MALE 
RIGHT ANGLE ' eat AL 


SMA FEMALE TO N MALE SMA MALE TO N MALE 


SMA MALE TO TNC MALE SMA MALE TO SMA MALE 
7 RIGHT ANGLE 
(i 


See Page 28 & 29 for Details 


QUICK-DISCONNECT (QD-SMA) CABLE ASSEMBLIES 


Pasternack introduces our newest line of test cable assemblies using our 
Quick-Disconnect SMA (QD-SMA) connector series. QD-SMA Test Cable Assemblies 
are designed for Test environments that require rapid & frequent connect and 
disconnect. The QD-SMA connector is designed to push on and lock in place by 
sliding the shroud over the connector. The QD-SMA can then be quickly discon- 
nected by pulling the shroud back down, and pulling back on the connector. 


Wie Mallges 
Ha 
Mallioge 


See Page 33 for Details 
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NEW PRODUCTS 


LOW NOISE AMPLIFIERS 


Pasternack's newest line of Low Noise Amplifiers are excellent for general +VDC EAD 
use applications including Radar & Communications Band Applications, GPS, 

ISM, Transmitter and Test and Lab purposes. Designs are manufactured 

utilizing GaAs technology, ensuring optimum reliability and long-life ppd cies 
performance. All models feature integral voltage regulators, that make Riots 
performance insensitive to supply voltage variations over a nominal 

11 to 15 Volt DC voltage variation. Our Amplifiers feature excellent 

gain and noise characteristics for the value. 


See Page 232 for Details Prices Starting at $349.95 


LOG DETECTOR 


Pasternack's new Log Detector is a complete low cost subsystem for measuring RF signals in the 
frequency range of 10 MHz to 3 GHz. It has a typical dynamic range of 50 dB, e Oo 

providing a wider range and better accuracy than what can be achieved using 

discrete diode detectors. Its high sensitivity allows measurement at 2 PASTERNACK 

low power levels, and so reduces the amount of power that needs to be Locate 
coupled to the detector. Great accuracy for a great price! Log Detector 


See Page 233 for Details Prices Starting at $299.95 


QUICK-DISCONNECT SMA (QD-SMA) CONNECTOR / ADAPTERS 


Ideal for Test environments that require rapid connecting and disconnecting, the QD-SMA connector is 
designed to push on and lock in place by sliding the shroud up over the connector. To enhance the VSWR 
measurement, simply make an additional % turn of the QD-SMA shroud to lower VSWR performance. The 
QD-SMA is quickly disconnected by sliding the shroud back down and pulling back on the connector. 


See Page 153 for Connectors Prices Starting at $39.95 
See Page 210 for Adapters 


QMA CONNECTORS / TERMINATIONS 


Pasternack's QMA Coaxial Connectors are SMA interface connectors that are manufactured and tested to 
QLF® specifications for quick and easy connecting and disconnecting. This allows greater density of 
connectors, and faster connecting and installation times. The electrical performance benefits of our 
QMA products include low loss RF performance from DC to 18 GHz. 


See Page 168 for Connectors Prices Starting at $7.95 
See Page 221 for Terminations 
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NEW PRODUCTS 


1.0/2.3 SNAP-ON CONNECTORS 


These 50 Ohm connectors are now widely used in telecommunications systems where their smaller size 
can save a significant amount of space. In addition, the Push-Pull coupling mechanism provides a 
secure latch that prevents accidental disconnection, while allowing easy mating / unmating. These 
connectors are ideally suited to RF and high-speed digital equipment, operating from DC to 4 GHz, 
and meet the requirements of CECC 22230, DIN47247 and DIN41626. 


See page 164 for Details Prices Starting at $7.95 


SMP CONNECTORS / ADAPTERS / TERMINATIONS 


The SMP interface is a 50 Ohm subminiature interface in the same scale as MMCX connectors but offers 
a higher frequency range of DC to 40 GHz. It is mainly used in miniaturized high frequency coaxial 
modules and is offered in a push-on mating style. The interface is an excellent choice for PC board 
to board interconnects. For these applications, use the Male connector on each of the PC boards and 
the Female-to-Female "bullet" adapter mounted in between to complete the connection. 


See Page 169 for Connectors Prices Starting at $11.95 
See Page 210 for Adapters 
See Page 221 for Terminations 


MINI-SMP CONNECTORS / ADAPTERS / TERMINATIONS er 


| soe 
The MINI-SMP is about 70% smaller than standard SMP connectors, offering designers a solution for 
high-packaging-density and tight-spaced applications. Rated to 65 GHz for 50 Ohms, the connector can 
be used in high-speed applications from 10 to 40 Gbits. The connector is available for cable, 
pce-board, and surface-mount connections, in straight and right-angle plug and jack configurations. 
The connector meets MIL-STD-202 testing requirements and mates with GPPO and SSMP devices. A full 
range of adapter support is available for circuit and cable development and testing. 


See Page 169 for Connectors Prices Starting at $13.95 
See Page 210 for Adapters 
See Page 221 for Terminations 


REVERSE POLARITY N CONNECTORS / ADAPTERS 


Pasternack's RP-N Male connectors and adapter ends have a Female contact, and the RP-N Female 
connectors and adapter ends have a Male contact. This reversed interface system is used in 
applications where it is necessary to eliminate any mis-matching from mating with a standard 
connector. The reversed interface is the only difference from the standard N-type, as both 
Pasternack N and RP-N products are still rugged, weatherproof 50 Ohm connectors featuring a voltage 


rating of 1,000 VRMS and a frequency range up to 11 GHz. The crimp attachment allows quick and easy 
assembly to a wide variety of cables. 


See Page 177 for Connectors Prices Starting at $8.30 
See Page 210 for Adapters 
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WAREHOUSE CLEARANCE 


THE ITEMS BELOW ARE SUBJECT TO PRIOR SALE & SUPPLY ON HAND AS OF Aug. 20, 2007! ALL SALES ARE FINAL! 


*INTERCHANGEABLE DIES* 


STRAIGHT 


PE5009 PASTERNACK PESOO9 


PRICE O 
$125.00 | ee = 


THESE DIES ARE HEAT-TREATED, NICKEL-PLATED STEEL. NO 
ADJUSTMENT IS REQUIRED WHEN CHANGING DIES. SETUP IS QUICK. 


SPECIFICATIONS 

THESE RATCHET CONTROLLED TOOLS ARE DESIGNED TO PROVIDE 
CONSISTENT, RELIABLE HEX CRIMP TERMINATIONS TO INDUSTRY 
SPECIFICATIONS. THESE TOOLS ARE MADE OF FORGED STEEL TO 
HANDLE YEARS OF PRODUCTION. DIES MUST BE PURCHASED 
SEPARATELY. *(SEE RIGHT) * 


PE4118-SP98 
50 OHM, SMA FEMALE RIGHT ANGLE 
PRINTED CIRCUIT MOUNT 


067¢ 
PE7059-1 (4 HOLES) 
26.5 GHz SINGLE STAGE BENCH MOUNT a 1 e- 


ROTARY ATTENUATOR 


~— 0626 


ae UNS-2A ® 


MOUNTING HOLES 


PRICE 
$1595.00 


of aa sa, 
save 
68% 
SPECIFICATIONS PRICE 
BODY: BRASS GOLD PLATED 1-999 1000+ 
CONTACT: GOLD PLATED $3.50 $2.95 
INSULATOR: PTFE 


IMPEDANCE: 
FREQUENCY RANGE: 
CONNECTOR TYPE: 
POWER RATING: 


OPERATING TEMP: 
ATTENUATION RANGE: 
ATTENUATION ACCURACY 
OVERALL: 


50 OHMS 
DC-26.5 GHz 
2.92mm FEMALE 
2 WATTS AVERAGE 
200 WATTS PEAK 
OsiCaT0.54°.C 
0-9 dB IN 1 dB STEPS 


+.5 dB 


30 OHM, SMA MALE TERMINATION 


PE6002-4SP02 
DC - 4 GHz 
PRICE 
1-99 100-999 
$4.00 $3.50 


VSWR: DC T0 18 GHz 1.45:1 MAX. 
18 GHz TO 26.5 GHz 1.70:1 MAX. 


VSWR: 1.10:1 MAX. 


POWER 

AVERAGE: 1 WATT 

PEAK: 500 WATTS MAX. (luSec Pulse, .01% Duty Cycle) 
BODY: GOLD PLATED 
CONTACT: GOLD PLATED 


Free Ground Freight 
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WAREHOUSE CLEARANCE 


THE ITEMS BELOW ARE SUBJECT TO PRIOR SALE & SUPPLY ON HAND AS OF Aug. 20, 2007! ALL SALES ARE FINAL! 
PE4000-SF 


SMA FEMALE, 4 HOLE PANEL MOUNT 
SOLDER CUP CONTACT 


02 


102¢ 
«4 HOLES) 


os UNS-2A 


SPECIFICATIONS 
BODY: PASSIVATED STAINLESS STEEL PRICE 
CONTACT: GOLD PLATED 1-99 = 100-999 


INSULATOR: PTFE $3.25 $2.95 


MOUNTING HOLES 


PE4099-SF 
SMA FEMALE, 4 HOLE PANEL MOUNT 
STUB CONTACT, .590 EXTENDED DIELECTRIC 


ra) «4 HOLES) 


250-36 UNS-2A MOUNTING HOLES 


ICATI 
BODY: PASSIVATED STAINLESS STEEL PRICE 


CONTACT: GOLD PLATED 1-99 100-999 
INSULATOR: PTFE $3.25 $2.95 


PE4128-SF 
SMA FEMALE, 2 HOLE PANEL MOUNT 
STUB CONTACT, .590 EXTENDED DIELECTRIC 


SPECIFICATIONS MOUNTING HOLES 
BODY: PASSIVATED STAINLESS STEEL PRICE 


CONTACT: GOLD PLATED 1-99 100-999 
INSULATOR: PTFE $3.25 $2.95 


PE4189-SF 
SMA FEMALE BULKHEAD 
.050 DIA. STUB CONTACT 


.663 
eis 0500 


.312 HEX ¢ 


aE Ss ites be 


160¢ 
.2500 


250-36 UNS-2A 
SPECIFICATIONS 
BODY: PASSIVATED STAINLESS STEEL PRICE 
CONTACT: GOLD PLATED 1-99 100-999 
INSULATOR: PTFE $3.25 $2.95 


MOUNTING HOLE 


DC TO 500 MHz N ATTENUATORS 


SPECIFICATIONS 

AVERAGE POWER HANDLING CAPABILITY: 1 WATT 
IMPEDANCE: 50 OHMS 

ACCURACY: 1,2,3 & 10 +.3 GB 

VSWR: 1.20:1 MAX. 


*PE7002-30-SP05 

DC TO 250 MHz 

ACCURACY: +.5 dB 

VSWR: 1.12:1 MAX. 

AVERAGE POWER HANDLING CAPABILITY: 1 WATT 


MODEL NO. ATTENUATION PRICE 
PE7002-1-SP05 1 dB $21.95 
PE7002-2-SP05 2 dB 21.95 
PE7002-3-SP05 3 dB 21.95 
PE7002-10-SP05 10 dB 19.95 
PE7002-30-SP05* 30 dB 14.95 


DC TO 500 MHz BNC ATTENUATORS 


SPECIFICATIONS gave 
AVERAGE POWER HANDLING CAPABILITY: 1 WATT 58% 
IMPEDANCE: 50 OHMS 
ACCURACY: 10 & 20 +.3 dB 

30 +.5 dB 
VSWR: 1.20:1 MAX. 


MODEL NO. ATTENUATION 


PRICE 
PE7000-10-SP05 10 dB 
PE7000-20-SP05 20 dB 1-99 100-999 


PE7000-30-SP05 30 dB Sed aaa 


DC TO 500 MHz TNC ATTENUATORS 


SPECIFICATIONS 
AVERAGE POWER HANDLING CAPABILITY: 1 WATT 
IMPEDANCE: 50 OHMS 
ACCURACY: 10 & 20 +.3 dB 

30 +.5 dB 
VSWR: 1.20:1 MAX. 


4 


, 
x2 


SZ 


x 


<M 


OO, @4' 
KKK 
SS 


XS 


MOD NO. ATTENUATION 
PE7003-10-SP05 10 dB 
PE7003-20-SP05 20 dB 


PE7003-30-SP05 30 dB $14.95 $10.95 


——————— 
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INTERNATIONAL DISTRIBUTORS 


AUSTRALIA 


ROJONE PTY. LTD. 
61 AERO ROAD, INGLEBURN 


NSW 2565 

SYDNEY 

TEL: (61) 0 2 9829-1555 

FAX: (61) 0 2 9605-8812 
E-MAIL: sales@rojone.com.au 
WEB: www.rojone.com.au 
KOREA 


YC INTERNATIONAL 
891-46 DAECHI-DONG 
KANGNAM-KU, 

SEOUL 135-284 


FRANCE 


EQUIPEMENTS SCIENTIFIQUES 
MICROWAVE DIVISION 

127 RUE DE BUZENVAL 

GARCHES 92380 

TEL: (33) 0 1 47 95 99 60 
FAX: (33) 0 1 47 01 16 22 
E-MAIL: hyper@es-france.com 
WEB: www.es-france.com 


PHILIPPINES 


TELPLUS, INC. 

UNIT LM 11TH FLOOR 

FUTURE POINT PLAZA 2 

MOTHER IGNACIA AVE, S. TRIANGLE 


JAPAN 


M-RF CO., LTD. 

1-7-9, IZUMI-CHOU 

KANDA CHIYODA-KU 

TOKYO 

TEL: (81) 3 5821-3623 
FAX: (81) 3 5821-3625 
E-MAIL: sales@mrf.co.jp 
WEB: www.mrf.co.jp 


SINGAPORE / INDONESIA / MALAYSIA / THAILAND 


PRECISION TECHNOLOGIES PTE LTD. 
211 HENDERSON ROAD, #13-02 
HENDERSON INDUSTRIAL PARK 
SINGAPORE 159552 


TEL: (82) 2 538 2707/8 QUEZON CITY 1103 TEL: (65) 6273-4573 
FAX: (82) 2 538 2709 TEL: (63) 2 332-0258 FAX: (65) 6273-8898 
E-MAIL: ycint1]@kornet.net FAX: (63) 2 332-0139 E-MAIL: precision@pretech.com.sg 
WEB: www.ycinternational.co.kr E-MAIL: sales@telplus.com.ph WEB: www.pretech.com.sg 
WEB: www.telplus.com.ph 
SWEDEN / DENMARK / FINLAND / NORWAY UNITED KINGDOM / IRELAND 
AMSKA SPECTECH LIMITED 
AMERIKANSKA TELEPRODUKTER 98 MEDSTEAD ROAD 
BOX 88 BEECH 
155 94 NYKVARN HAMPSHIRE 
TEL: (46) 0 8 554 909 50 GU34 4AE 
FAX: (46) 0 8 554 909 51 TEL: (44) 0 1420 544789 
E-MAIL: info@amska.se FAX: (44) 0 1420 544788 
WEB: www.amska.se E-MAIL: spectech@dial.pipex.com 
WEB: www.spectechlimited.com 
CORPORATE OFFICE MAILING & REMIT TO ADDRESS AGE CODE NUMBER 
53919 
PASTERNACK ENTERPRISES, INC. PASTERNACK ENTERPRISES, INC. 
1851 KETTERING STREET P.O. BOX 16759 NAICS NUMBE 
IRVINE, CA 92614 IRVINE, CA 92623 334417 
PHONE: (949) 261-1920 PHONE: (949) 261-1920 
FAX: (949) 261-7451 FAX: (949) 261-7451 DUNS NUMBER 
076056357 
For top priority attention, please email: Buck-Stops-Here@Pasternack.com. 
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Toll-Free: 866-PASTERNACK (866-727-8376) Phone: 949-261-1920 Fax: 949-261-7451 


Same-Day Shipping 


CONNECTOR FREQUENCY RANGE CHART 


Cable Routers 
Body Scanners 
Satcom (uplink) 
Antenna 
Base Stations 
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Point to Point 
Broadcast TV 
Cable TV 
Mobile Radio 
Test & Measurement 
Datacom 
Airborne Radar 
Satcom (downlink) 
Instrumentation 
Test Measurement 
High Frequency 
Communication 


» 
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ct) 
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ov 
= 
= 
“ 
bi] 
wo 
= 
od 
» 
a) 
wu 
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Telecommunications 
Airport Search Radar 
Navigation Radar 
Military Aerospace 
Electronic Warfare 


MINI UHF 
10-32 


BNC ey 


Ku Ka mm 
iat nF MHz a whi 1- : GHz 4-8 a 8-12. x GHz | 12.4-18 GHz 18- Ws GHz 26-40 GHz 40-100 GHz 


Notes: 

1: BNC-75 Ohm connectors operate up to 1 GHz 

2: SMB-75 Ohm & Mini SMB-75 Ohm connectors operate up to 4 GHz 
3: MCX-75 Ohm connectors operate up to 6 GHz 

4: SMC-75 Ohm connectors operate up to 10 GHz 
5: 
6 


N-75 Ohm connectors operate up to 1.5 GHz- 
TNC-75 Ohm connectors operate up to 1 GHz 


———————————————————— 
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Same-Day Shipping Toll-Free: 866-PASTERNACK (866-727-8376) Phone: 949-261-1920 Fax: 949-261-7451 


*SMA, 2.92mm, 3.5mm & K CONNECTORS WILL MATE MECHANICALLY & ELECTRICALLY TO EACH OTHER. 
**1.85mm, 2.4mm & V CONNECTORS WILL MATE MECHANICALLY & ELECTRICALLY TO EACH OTHER. 


SPECIFICATIONS SHOWN ARE INTENDED FOR IDENTIFICATION PURPOSES ONLY 
All Products Available Online! www.pasternack.com 
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ZZ LP 
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7/16 PLUG 


CONNECTOR IDENTIFIER 


DIMENSIONS IN INCHES UNLESS NOTED OTHERWISE 


1.0/2.3 SLIDE ON JACK 


asteg 
RIZZI LILA LLL LL LL 


DIES 


— 


1.6/5.6 JACK 


MZjesae = OG 


a UNS-2A 


7/16 JACK 


1.0/2.3 SNAP ON PLUG 


*2.92mm MALE 


7 
J 


1.0/2.3 SNAP ON JACK 


M7. X"579=66 


**1.85mm FEMALE 


*2.92mm FEMALE 
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NEF -2A 
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3/4-20 TWINAX MALE 


Toll-Free: 866-PASTERNACK (866-727-8376) Phone: 949-261-1920 Fax: 949-261-7451 


[ini UNEF-2A 
SSA 


WIL 


3/4-20 TWINAX FEMALE 


THE K CONNECTOR IS A TRADEMARK OF THE ANRITSU COMPANY. 
THE V CONNECTOR IS A TRADEMARK OF THE ANRITSU COMPANY. 


Free Ground Freight 
Same-Day Shipping 


CONNECTOR IDENTIFIER 


DIMENSIONS IN INCHES UNLESS NOTED OTHERWISE 


nOVeSe mpUsSe 
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see etn : AN 
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REVERSE POLARITY REVERSE POLARITY 
BNC MALE BNC FEMALE 75 OHM BNC FEMALE 
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FME JACK 


F FEMALE 


720-20 


, UNEF-2A 
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Z/, 
810% WHZ 
i> 
PO a. Bis 


GR874 
THE K CONNECTOR IS A TRADEMARK OF THE ANRITSU COMPANY. 


*SMA, 2.92mm, 3.5mm & K CONNECTORS WILL MATE MECHANICALLY & ELECTRICALLY TO EACH OTHER. 
**1.85mm, 2.4mm & V CONNECTORS WILL MATE MECHANICALLY & ELECTRICALLY TO EACH OTHER. THE V CONNECTOR IS A TRADEMARK OF THE ANRITSU COMPANY. 


SPECIFICATIONS SHOWN ARE INTENDED FOR IDENTIFICATION PURPOSES ONLY 
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CONNECTOR IDENTIFIER 


DIMENSIONS IN INCHES UNLESS NOTED OTHERWISE 
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MCX PLUG 75 OHM MCX JACK 


CLL EL LL. CANN 


MX 
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LUM LIS fre S By SEE A 


MHV FEMALE MINI 75 OHM SMB JACK 


DIMENSIONS ARE IN mm. 
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MMCX PLUG MMCX JACK N FEMALE ° 


*SMA, 2.92mm, 3.5mm & K CONNECTORS WILL MATE MECHANICALLY & ELECTRICALLY TO EACH OTHER. THE K CONNECTOR IS A TRADEMARK OF THE ANRITSU COMPANY. 


SPECIFICATIONS SHOWN ARE INTENDED FOR IDENTIFICATION PURPOSES ONLY 
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Free Ground Freight 
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CONNECTOR IDENTIFIER 


DIMENSIONS IN INCHES UNLESS NOTED OTHERWISE 
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*SMA, 2.92mm, 3.5mm & K CONNECTORS WILL MATE MECHANICALLY & ELECTRICALLY TO EACH OTHER. 


SPECIFICATIONS SHOWN ARE INTENDED FOR IDENTIFICATION PURPOSES ONLY 
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THE K CONNECTOR IS A TRADEMARK OF THE ANRITSU COMPANY. 
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CONNECTOR IDENTIFIER 


DIMENSIONS IN INCHES UNLESS NOTED OTHERWISE 


190-32 


75 OHM SMB JACK SMC PLUG SMC JACK 


re} Wane Sats Tag Mleos3e DIMENSIONS ARE IN mm. 
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REVERSE POLARITY REVERSE POLARITY 
TNC MALE TNC FEMALE UHF MALE UHF FEMALE 


*SMA, 2.92mm, 3.5mm & K CONNECTORS WILL MATE MECHANICALLY & ELECTRICALLY TO EACH OTHER. THE K CONNECTOR IS A TRADEMARK OF THE ANRITSU COMPANY. 


SPECIFICATIONS SHOWN ARE INTENDED FOR IDENTIFICATION PURPOSES ONLY 
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INDEX GUIDE TO 
COAXIAL CABLE ASSEMBLIES 


GUIDE: ALL PASTERNACK COAXIAL CABLE ASSEMBLIES INDICATE THE LENGH OF THE ASSEMBLY 
(IN INCHES) FOLLOWING THE HYPHEN. 
EXAMPLE: PE3O00-24 AND PE3000-26.5 ARE 24 INCHES AND 26.5 INCHES IN LENGTH, 
RESPECTIVELY. 


NEW PRODUCTS AND CATEGORIES ARE IDENTIFIED WITH THE [Q§SYMBOL. 
PRECISION TEST CABLE ASSEMBLIES 


Biaeme1 6 GHz.TEST CABLE ASSEMBLIES...........c-s.sccvcscinsiessasoisesctsnssuissnsnaprssnssttonssttesssstessosnecessueerssnssis 28 & 29 
BPE MTTAITITMNA CALIBFATUONI RUN Sr ccstecesscnstentxcortcanstccxaseanceeconnnnns nce febtat duce csestacnsoonsconiseberrencerpuseennsscons® 30 
MMAPL EST; GABLE SEW. Sen Meet coe acsrtasfsenesqacnasen tnd 2e 22 e teat camels th rond sank boasspsercuehicenesstuitecdite 30 
78, GHz FLEXIBLE, CABLE ASSEMBLIES. -.......-a--:cosccocecsseeecssceccesronsrsnnaesuueessaeenuursessecnssensersece 31 THRU 33 
Ete QUICK-DISCONNECT QD-SMA CABLE ASSEMBLIES...........sssssssssssssssssssssssnesssssessssssnessnneesneesaneesasessoss 33 
26.5 GHz FLEXIBLE CABLE ASSEMBLIES..........-ossscsssccsssscssessssessseesneessusesnereoneessesesnuessuesnseesnsses 34 & 35 
40-65 GHz FLEXIBLE CABLE ASSEMBLIES ...........--:s+ss+ssssssssseseesssessesssnssenssensseseseseseseessnesanesonees 36 & 37 
FLEXIBLE, SEMI-RIGID & RE-SHAPEABLE CABLE ASSEMBLIES .......csssssscssssssssssssesesseneeenss 38 THRU 136 
MIMIPERAACABEE ASSE PMOL eas trnrterieecscccetentcrens caren suet see eccet nce enasalMeMnEsbaepecrccosenseancctrepttttoomtemte ats 136 
SIME WIRE: PAT GHG UI sprit atrcs stati toarte toss buscclaxtesectaccaittMbas Met tteMeblflossecek scustseséocuedsuetcanenntiene 137 
BREAROLL TEST LEADSIAtRSSEMBLIES Sirccttictcercseconscotessccce<onasdonscteautagattcosecscsrosserocsecoessccvescoseveestear 138 


PLEASE USE THE COAXIAL CABLE ASSEMBLY SELECTION LIST ON THE NEXT PAGE TO LOCATE THE 
CABLE ASSEMBLY YOU NEED BY CONNECTOR END. 


CUSTOM CABLE ASSEMBLIES 


WE CAN PROVIDE CABLE ASSEMBLIES BUILT TO YOUR SPECIFIC LENGTH, AND THEY WILL SHIP THE SAME DAY 
YOU ORDER THEM IF ORDERED BY 3:00 P.M. PST. 


YOU CAN ORDER CUSTOM LENGTH CABLE ASSEMBLIES ON OUR WEBSITE AT www.pasternack.com. 
IF YOU CANNOT FIND THE CABLE ASSEMBLY YOU NEED, YOU CAN ORDER A SPECIAL CABLE ASSEMBLY BY 


CONTACTING OUR ENGINEERING DEPARTMENT AT (949) 261-1920 EXT. 3, OR BY EMAIL AT 
techsupport@pasternack.com. 


NOTE: 


All cable assemblies have a standard cable length tolerance of 1.5% or + 3/8", whichever is greater. 


**ROHS COMPLIANT & CUSTOM-LENGTH CABLE ASSEMBLIES MAY BE ORDERED ON OUR WEBSITE. ** 
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PAGE NO. 

1.6/5.6 PLUG RIGHT ANGLE TO: 75 OHM BNC FEMALE TO: BNC MALE (CON'T) TO: 
16/506 1 PLUGH es i cas ance cabtreae ete: 135 75 OHM BNC FEMALE ............eeeee0e- 103 REVERSE POLARITY SMA MALE ............ 127 
1.6/5.6 PLUG RIGHT ANGLE ............. 135 75: OHM BNC: MALE.2U2 cts u cs etree eee. 103 REVERSE POLARITY TNC MALE ............ 129 
SAFETY. HOOKS ).:..ck.c.scro ee caleetec eas seta 107 
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TSROHMBBNC MALE: ..3.3 «ie ois eerseearciienien aie 65 GR874 TO: 

3.5mm FEMALE BULKHEAD TO: TSROHMETNC MALE,':.. <ceeseemnccentseme ree 65 BNC} MALE? 2, SS. kee ee Reteet ee. . ore 92 
SMOMMIUMALE Rea cots vcros chains adv meeeeerans 118 GRE74 ..« cisiesin's cng ciate sais noe 92 

ALLIGAT LIPS TO: Ni MALE«.20% Ss. 25 ct oh cos PARLE Cee 92 
3.5mm FEMALE TO: BANANALPLUG 4. 00s jcciemace ceioaatemaoeetee 44 
SPS MALEMP eS nso cet eee eee 118 BNCEMALEM ttre 2 .'s.c ccmtnece ane tetera 106 MALE T 
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3c SnweF MALE: Socu< (oa eer See 118 BANANA’ PLUG 2... .2 seedieiecel. seleicaameere 45 LOM MALES SRN I2 Ws Ses ore atc ae cE 106 
3.5mm FEMALE BULKHEAD .............0.. 118 BNCAMALE «<i. oc anos 0 cee otheleaeedets 45 
SS POUMTUMALET. ciojccs's vc vs e'cans Favemeeene 118 WHE MALE. «0's cccceee mente vote amen 44 -CARD PLUG RI TO: 
MC-CARD PLUG’?. . 20% See ee eee eee 134 

3/4"-20 TWINAXIAL MALE TO: BNC FEMALE BULKHEAD TO: MC-CARD PLUG RIGHT ANGLE ............. 134 

3/47-20° TWINAXIAL MALE’ ........00.00-- 136 BNCEMALE ‘i: o's 00 ceca hae eee 43 
MC-CARD PLUG TO: 
7/16 DIN FEMALE TO: BNC FEMALE TO: MU-CARD’ PLUG”. 0... 3 one ss accat a aemeeiee 134 
TA ALGUD UNNMA ESM iclsts:xiasshs\s ace sca cete emerge 97 BROSREMALE. «ac soto eee crus s sintee ox ote 44 MC-CARD PLUG RIGHT ANGLE ............. 134 
BNCOMALE i:. 0 :a/ceth acmptteiecbiile's aatmeaaee 42 SMA-MALE 3, .td:<i arose oe » Sleieieaie Weare ty aaa 134 
1 TA TO: NMOCMOUNT™. cc cone metre are cu: rertalstoremrete 242 
TP TGRDINEMAL EH ited oc cas scld sc cleeta panne 97 MCX PLUG RIGHT ANGLE TO: 
BNC MALE RIGHT ANGLE TO: MCX PLUG: 2: cv cdc. cls'e nie ole dete etree 93 

7/16 DIN MALE TO: BNCSMALE ~, o.:'c ss sre se meeeiietaye <¥aie tons “spestuc ote 40 MCX PLUG RIGHT/\ANGLE)..)ccsiucau'. o alee mune 93 
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10-32) MALE? as cenit tni’s siees cme 'oa’.s 122 FME: PLUGS). thas conte a ettete eee ce 132 MINI 75 OHM SMB PLUG RIGHT ANGLE ...... 91 
10-32 MALE RIGHT ANGLE ............... 122 GRS74 |. aos sce tecss coset acto tia 92 
BNC, MALEuses HEL ee ee Re. 122 MINIATURE ALLIGATOR CLIPS ............ 107 : 

MINIATURE STACKING BANANA PLUGS ...... 107 75: OHM- BNC MALE . J2meeodedeassscckouae 91 
M EMALE BULKH NU MALE Ses So °S85). cscs cw se eee coe 46 MINI 75 OHM SMB PLUG .............se00. 91 
75. OHM BNC: MALE Sue eon Se eee 102 NMO MOUNT. 3 o2cds dec dct caoeae sephiee e 242 MINI 75 OHM SMB PLUG RIGHT ANGLE ..... 91 


COAXIAL CABLE ASSEMBLY SELECTION LIST 


CUSTOM CABLE ASSEMBLIES SHIPPED THE SAME DAY! 
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All Products Available Online! www.pasternack.com 
Toll-Free: 866-PASTERNACK (866-727-8376) 


Phone: 949-261-1920 


Fax: 949-261-7451 


Free Ground Freight 
Same-Day Shipping 


COAXIAL CABLE ASSEMBLY SELECTION LIST CONT 


MINI _UHF FEMALE TO: REVERSE POLARITY INC MALE TO: SMB PLUG TO: 

NRO rerio Maes: c's pa ya's 0b 0 © 242 RN GE MAL Ere ce A ES a cd Sa 129 BNC. MAKE siz cues Ataing bakiartetenaa stettte', 47 
Wikre ee woe oie eS ie 129 TREY Ve ah Yes na Sr iain ht tenth 3 ale 89 

MINI _UHF MALE TO: SMNNMATE DS 2, oc codccccccscessimnm 128 SMB JACK BULKHEAD ...............-.000 87 
STMEPUE LET See ees ek fectlee cele oes 99 AUCEMALE TWEE A ee ERAS 128 BE (PLUG aCe On ee EIA. 84 
WOMAT Ee Wee 052.6 hae. Eid eicieds 99 SMB PLUG RIGHT ANGLE .................- 85 
MONT iin Goda vcdcuescvecues sd. 242 REVERSE THREAD SMA MALE TO: 

Tes a 99 REVERSE THREAD SMA MALE .............. 131 MC_JACK BULKHEAD TO: 
MMEMAL Fe os Ce eT ck ons 3 Kear 131 BuEy. PLUG 2 Sit ite A sss Se 112 
R_CLIPS TO: SMCUPLUG RIGHT “ANGLEsias schcanidsetaee oc 111 
Tes Sse 111 SAFETY HOOKS TO: 
RUAN EN GE io cciss v Siivs obiv so a seen as 107 MC_P HT_ANGLE 10: 
TACKING BANANA P TO: SMC GACK! BULKHEAD !: 52.5200 sic se cub shee 111 
OF OS 0 aa aa 107 SC MALE TO: ag TR LR me RR OS Ds RO By Se aR 109 
ROMMEL EM ee ei hay ks ve seeds sec Se 125 GMC PLUG URIGHT ANGLE soc 0ncaacastee. 110 
MMCX PLUG RIGHT ANGLE TO: 
Oe a re 126 SHV PLUG TO: SMC_PLUG TO: 
RUMEN Eee een os so a vcctor ee 81 BHUOMMACEIOOT. © One oe petted: 47 

MMCX PLUG TO: Cp CARTS a alk dll at oa SD 82 SUASMAL BM OG Mkt «oe Ral eth bi 113 
eats ln 126 SHCTOACK RULKHEAD S co U deen eae va 112 
MMCX PLUG RIGHT ANGLE ................ 126 SMA FEMALE 2 HOLE PANEL MOUNT TO: SMCAPLUG rte wee, ieee Ce er cay |e 108 
Te 126 SMA FEMALE 2 HOLE PANEL MOUNT ......... 64 SMC PLUG RIGHT ANGLE ...............5. 109 

N_FEMALE BULKHEAD TO: SMA_FEMALE 4 HOLE PANEL MOUNT 10: MP_FEMALE RIGHT ANGLE TO: 

To 2 Se 32,76,77 SMA FEMALE 4 HOLE PANEL MOUNT ......... 64 BIIPS FEMALES: Shoe tere ee ee estncnte 133 
MAMALEDRIGHTOANGLE § vc cceecvceccuesev's 78 
SEE OS 32,66, 67 SMA FEMALE BULKHEAD TO: SMP_FEMALE TO: 

SHATEEMALE, BULKHEAD 5..¢,<0ce.cvecsscveles 63 BUA: MAL BAe es fo 252 Aes 0k oR cea 133 

N_FEMALE TO: RUROMATE ie te each vce cs 35,58,59 RAP PEMALE fae pet ate es cass 133 
SEIS nace ee 74,75,98 SMA MALE RIGHT ANGLE ............ 35,60, 61 SMP FEMALE RIGHT ANGLE .............. 133 
OSS) ee 242 

SMA_FEMALE TO: SSMA MALE RIGHT ANGLE TO: 

N MALE RIGHT ANGLE TO: MALCOM CR sca salad 29 GSMA MALE* ey irert ois erent s anes 123 
N FEMALE BULKHEAD ................c00e- 78 MMGEMOUNT CO rte ew eee le Sy 241 SSMA MALE RIGHT ANGLE ....0..ceccecos. 123 
a re 72,98 BMATFEMAL Eco toe eee isic cas oss ss 62 
BTMATERRICHTOANGLE .¢- 5 0ce-ceccesscesse 73 BMRAMAL RRC OR Ce Le als ot ah lare's'» 56,57 SSMA MALE TO: 

ROMA Be tne es 123 

N MALE TO: SMA MALE RIGHT ANGLE TO: SSMANMALE <M ete Sole caveats dele stelcie siete os 123 
T/UBWDENGMALEMeters c's cies cle d'sie tbe a cso crene 95 BNG MAL Estate ot's:0.ci0s cls coo atkleteiclorare’s siete 48 SSMA MALE RIGHT ANGLE .............--- 123 
los A eee 46 SMA FEMALE BULKHEAD ............. 35, 60,61 
GRE A ere icten ic o.c citltls ore oie dlo'e <)> asthe s Ghee 92 SMA. MALE) octroe eitte-ste- sill vie, ove:00 8 ois 28,34,52,53 SSMB PLUG RIGHT ANGLE TO: 

MINE SUHEAMALE re ciricletsiete ss cased ces cece cis 99 SMA MALE RIGHT ANGLE ............ 35,54,55 SSHBUPLUGURIGHTUANGLEMtccer tees. . 92 

ae ae 74,75,98 

N FEMALE BULKHEAD ............... 32,76,77 SMA MALE TO: SSMB PLUG 10: 

N MALEWRtOeee. Seles ees. e.. 28,31,70,71,98 RPSSmMUMAL ERs 0. eos sc ccccvbsaee. 121 ee piighelch a wes hes hoes 92 

N MALE RIGHT ANGLE .............. 28,72,98 Pe Rope MALE oo. cos. 2 Mtces seated « 120 

Pee aca csc ces cucecoconss 242 F/5G DIM HALE cis 0s Miccvccccgraeieeses: 96 FievsnG TIP P a 

REVERSE POLARITY SMA MALE ...........- 127 PCT arte RD « JOE is Sega SO 49 ee MAL EL? ere THAO As aDO Rak 107 

REVERSE POLARITY TNC MALE ............ 129 BC CCARD SPP UGas cscs cae cics toed dies. « 134 

MR MNEMATE MOTT) cc rccccccssecccccns 29 NIMETUHE MALE oc couse eo ces css. 99 

SS aaa 29,31, 68,69 perteracter vm et ee. 126 ERS ERS KING BANANA PLUGS T ie 

RM MAL RI... cp coace stein 79 N FEMALE BULKHEAD ............... SLAY IE \ bis” yigaeiee aaMempaee tema ncaa tort or oa 
Nagle "eae alta HL Herat: 

Ue eem Tt Fe fee BED MONT Aue« « +5 528-5 + ev aisidhipieinr ++ OE) BT RG ae eee nd ie 242 
SET TO Oe 242 QUICK DISCONNECT SMA MALE ...........-- ETN Come 2 ina MARSOC ACS EOC 
ONC OMATEMIAIL , ooo idles. sc ceeds. cbs 242 REVERSE POLARITY SMA MALE ............ 130 
eS SS ee 242 REVERSE POLARITY TNC MALE ...........- 128 INC MALE TO: 
dk a eo eee 242 REVERSE THREAD SMA MALE ..........-0+- 131 BNC MALE ..... ses eeeeeeeeeeeereeeeeees 116 
eee et. oo wasnt 242 DU eta |. 1a -gpetenmramapy eases apse dioeale aa 56,57 N MALE ...-... see eeeeeeeeeeeeeceeeeeees 79 
TUT TUMEPMALER Rot cross es sedece 242 SMA FEMALE BULKHEAD ............. 35,58, 59 NMO MOUNT ......+seseeeeereeeeeeeeeres 242 
ite ee Se, 242 BAN MALE PR cc lacilvecccenee 28,34,50,51 REVERSE POLARITY SMA MALE .........--- 130 
PUM ses 1 OR Rukh os ab. Re 242 SMA MALE RIGHT ANGLE ............ 34,52,53 REVERSE POLARITY TNC MALE ........-..- 128 
NEMA el iis wie teak hoe hon amas 241 PUBL UG et. trode | lhe bach c <e cteianed 89 SMA MALE .......+eeeeeeeeees 29,33,114,115 
RE EM ee aia de ehh 241 RMDP LUGONE . ... 0 aces ots pape alts 113 TNC MALE ........eseeeeeeeeeeee 33,104,105 
PRCREERATE yc ly cce esc coc ss es 242 SUPE FEMAUE beds cs oe Ree ees se 133 
Tie CYS oe SR cae 242 SSMAUMALE vio scans ov ohaletr eres oe Cah cet 123 UHF MALE TO: 

TNCUMALE SUC... 5. ocBocccee 29,33,114,115 BANANASPLUG oic.ccvc durnels aie we bes was eie.e o 44 
K E A MALE TO: BNGEMALE Mas cs ovis cic Ci Ole 5c a ele ek orelenele¥ 124 
QUICK DISCONNECT SMA MALE ............- 33 SMB_JACK BULKHEAD TO: UNE MALE hs esas co ones foci Ri Daan 48 
ee 33 OE eee eee 87 
SG PLUG RIGHT ANGLE(...: 00. scccse00se 88 TERMINAT RE 
ALE TO: BRCLMALE Renwee Mamet 4d 0) Lebod. 103 
SUCIMACEMMMOR . SIUSE IA. aks MAG eek 127 M H TO: 
AL EME. Pees. ey ee 127 SMB JREKQBULRHEAD cobs vas ccceecuiueass 88 
SR MALE Se Oe eit es ces 130 SMB PEOGION os occ Bev en cc ceed ees e 
SHO MALE eet vs noe cons b ame cpus ese's 130 SMB PLUG RIGHT ANGLE).......cc..cces.-: 
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C2 8 18 GHZ TEST CABLE ASSEMBLIES 


¢ WIDEBAND COVERAGE DC-18 GHZ TEST CABLES 
e ROHS COMPLIANT 
¢ FLEXIBLE FOR EASY CONNECTION AND BEND RADIUS 
¢ TRIPLE SHIELDED CABLE AND STAINLESS STEEL CONNECTORS PROVIDE EXCELLENT PERFORMANCE OVER LONGER LIFE 
© EXTRA RUGGED CONSTRUCTION WITH MOLDED STRAIN RELIEF FOR EXTRA DURABILITY 
Performance Attenuation 
ELECTRICAL PROPERTIES 5 
Impedance 50 OHMS ~ 
Velocity of Propagation 70.0% 8 
Max Operating Voltage 1000 Volts RMS 8 
Nominal Capacitance 29.4 pf/ft 
RF Shielding 100 dB Min at: 
Electrical Delay 1.43 ns/ft. ? : : is 8, © 2, 4.38 he 
Frequency in GHz 
MECHANICAL PROPERTIES Saas NSIS 
Bend Radius Minimum .750 Inch 1.22 pamnf- 
Weight -47 oz/ft Ad 
Temp Range -65°C/+ 125°C 1.16 as ks 
; ses Merial Pra 
Inner Conductor Silver Plated Copper Clad Steel .035" Dia. = 07° = 
Dielectric PTFE .120" Dia. 5.58 a Sa 
Outer Conductor 1 Silver Plated Copper Braid ee te mie aMa a i 
Outer Conductor 2 Silver Plated Copper Tape 4.04 a Hanes! 
Jacket FEP .163" Dia. ana -_ L 
0 2 - 6 8 10 12 14 16 18 20 
Frequency GHz 


SMA MALE TO SMA MALE SMA MALE TO SMA MALE 
RIGHT ANGLE 


VSWR MAX VSWR MAX 

DC-2 GHz, 1.06:1 DC-2 GHz, 1.06:1 

2-8 GHz, 1.09:1 2-8 GHz, 1.09:1 

8-18 GHz, 1.30:1 8-18 GHz, 1.30:1 

Model No. Length 1-9 10-24 cay Model No. Length 1-9 10-24 25+ 
PE300-24 24" $79.95 $74.35 $68.76 PE301-24 24" $104.95 $97.60 $90.26 
PE300-36 36" 83.40 77.56 Tinta PE301-36 36" 109.50 101.84 98.00 
PE300-48 48" 86.80 80.72 74.65 PE301-48 48" 113.95 105.97 98.00 
PE300-60 60" 89.09 82.85 76.62 PE301-60 60" 116.95 108.76 100.58 
PE300-72 Tee 91.40 85.00 78.60 PE301-72 hee 119.95 111.55 103.16 
PE300-120 120" 133.70 114.98 114.98 PE301-120 120" 175.50 163.22 150.93 
PE300-XX Custom Lengths Ship 3 Days ARO, See Website For Pricing PE301-XX Custom Lengths Ship 3 Days ARO, See Website For Pricing 


N MALE TO N MALE N MALE TO N MALE 
RIGHT ANGLE 


VSWR MAX VSWR MAX 

DC-2 GHz, 1.08:1 DC-2 GHz, 1.08:1 

2-8 GHz, 1.12:1 2-8 GHz, 1.12:1 

8-18 GHz, 1.33:1 8-18 GHz, 1.33:1 

Model No. Length 1-9 10-24 = 25 + Model No. Length 1-9 10-24 25ck 
PE302-24 24" $114.95 $106.90 $98.86 PE303-24 24" $129.95 $120.85 $111.76 
PE302-36 36" 118.30 110.02 101.74 PE303-36 36" 133.70 124.34 114.98 
PE302-48 48" 121.70 113.18 104.66 PE303-48 48" 137.50 127.88 118.25 
PE302-60 60" 123.90 115.23 106.55 PE303-60 60" 140.10 130.29 120.49 
PE302-72 fee 126.10 117.27 104.66 PE303-72 122 142.60 132.62 122.64 
PE302-120 120" 145.10 134.94 124.79 PE303-120 120" 164.00 152.52 141.04 
PE302-XX Custom Lengths Ship 3 Days ARO, See Website For Pricing PE303-XX Custom Lengths Ship 3 Days ARO, See Website For Pricing 
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ROHS COMPLIANT 


ELECTRICAL PROPERTIES 
Impedance 

Velocity of Propagation 
Max Operating Voltage 


18 GHZ TEST CABLE ASSEMBLIES 


50 OHMS 
70.0% 


WIDEBAND COVERAGE DC-18 GHZ TEST CABLES 


1000 Volts RMS 


Minimum .750 Inch 


Silver Plated Copper Clad Steel .035" Dia. 


Nominal Capacitance 29.4 pf/ft 

RF Shielding 100 dB Min 
Electrical Delay 1.43 ns/ft. 
MECHANICAL PROPERTIES 

Bend Radius 

Weight -47 oz/ft 

Temp Range -65°C/+ 125°C 
Inner Conductor 

Dielectric PTFE .120" Dia. 


Outer Conductor 1 
Outer Conductor 2 
Jacket 


FLEXIBLE FOR EASY CONNECTION AND BEND RADIUS 
TRIPLE SHIELDED CABLE AND STAINLESS STEEL CONNECTORS PROVIDE EXCELLENT PERFORMANCE OVER LONGER LIFE 
EXTRA RUGGED CONSTRUCTION WITH MOLDED STRAIN RELIEF FOR EXTRA DURABILITY 


Silver Plated Copper Braid 
Silver Plated Copper Tape 
FEP .163" Dia. 


SMA MALE TO N MALE 


VSWR MAX 

DC-2 GHz, 1.08:1 

2-8 GHz, 1.12:1 

8-18 GHz, 1.33:1 

Model No. Length 1-9 10-24 25 + 
PE304-24 24" $109.95 $102.25 $94.56 
PE304-36 36" 114.40 106.39 98.38 
PE304-48 48" 118.80 110.48 102.17 
PE304-60 60" 122.10 113.55 105.01 
PE304-72 ihe 112.95 105.04 97.14 
PE304-120 120" 142.95 132.94 122.94 


(ae) 
eS BPR 
= 


VSWR MAX 


DC-2 GHz, 1.10:1 
2-8 GHz, 1.18:1 


8-18 GHz, 1.40:1 


PE304-XX Custom Lengths Ship 3 Days ARO, See Website For Pricing 


SMA MALE TO TNC MALE 


Model No. Length 1-9 10-24 25 + 
PE308-24 24" $114.95 $106.90 $98.86 
PE308-36 36" 118.30 110.02 101.74 
PE308-48 48" 121.70 113.18 104.66 
PE308-60 60" 123.90 115.23 106.55 
PE308-72 i2s 126.10 1i7e27 108.45 
PE308-120 120" 145.10 134.94 124.79 


Free Ground Freight 
Same-Day Shipping 


PE308-XX Custom Lengths Ship 3 Days ARO, See Website For Pricing 


Performance Attenuation 


ae 


dB Loss / 100° 


0 7: 4 6 8 10 12 14 16 18 20 
Frequency in GHz 


VSWR 


Frequency GHz 


SIMA FEMALE TO N MALE 


DP 


VSWR MAX 
DC-2 GHz, 1.08:1 
2-8 GHz, 1.12:1 
8-18 GHz, 1.33:1 


Model No. Length 1-9 10-24 25 + 
PE306-24 24" $134.95 $125.50 $116.06 
PE306-36 36" 140.60 130.76 120.92 
PE306-48 48" 151.80 141.17 130.55 
PE306-60 60" 158.60 147.50 136.40 
PE306-72 ese 163.10 151.68 140.27 
PE306-120 120" 179.95 167.35 154.76 


PE306-XX Custom Lengths Ship 3 Days ARO, See Website For Pricing 


SMA MALE TO TNC MALE 
RIGHT ANGLE 


VSWR MAX 


DC-2 GHz, 1.10:1 
2-8 GHz, 1.18:1 


8-18 GHz, 1.40:1 


Model No. Length 1-9 10-24 25% 
PE309-24 24" $134.95 $125.50 $116.06 
PE309-36 36" 138.90 129.18 119.45 
PE309-48 48" 142.80 132.80 122.81 
PE309-60 60" 145.40 135.22 125.04 
PE309-72 a2 148.10 137.73 127.37 
PE309-120 120" 170.30 158.38 146.46 


PE309-XX Custom Lengths Ship 3 Days ARO, See Website For Pricing 
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cu 3.5mm VNA CALIBRATION KITS 


measurements of devices supplied with either 3.5mm or SMA connectors from DC to 26.5 GHz. This kit 
contains both Male (Plug) and Female (Jack) connector 
interfaces to perform full Two-Port error corrections. 


FEATURES 
e Broad VNA Coverage, including Agilent® & Anritsu® 
e Open, Short, Fixed Broadband Load Configurations 
e DC To 26.5 GHz 


e In-Series Phase Matched Adapters Available 


SPECIFICATIONS 


; ate Model No. Description P’R IT GE 
Parameter Units Yalue Description PE5500-KIT 3.5mm Standard Calibration Kit $2995.95 
Connector Type Mm gk Male and Female PE5500-1 0 Ci it. Mal INCLUDED 
Max Frequency GHz 26.5 DC to 26.5 GHz a iol RA 
Open Return Loss dB <0.2 At 26.5 GHz PE5500-2 Open Circuit, Female INCLUDED 
Open Phase Deviation degrees <35 55 Nominal @ 26.5 GHz PE5500-3 Short Circuit, Male INCLUDED 
hie sis be He ote a cose pat any PE5500-4 Short Circuit, Female INCLUDED 

or ase Deviation egrees <3.0° omina 2 z D 

Load Return Loss dB >30 At 26.5 GHz ee : ath ear cate ech” ihe nenieel 
Load Impedance Ohms 50.0 + 0.5 At DC w POSCnene ee eaene 
Load Power Handling Watts 0.5 At 26.5 GHz PE5011-1 3.5mm/SMA Preset Torque Wrench INCLUDED 


to VNA TEST CABLE ASSEMBLIES 


Pasternack introduces its new Microwave test cables for Agilent® and Anritsu® VNA's and additional 
test equipment with 3.5mm NMD connector ports. These highly flexible test cables have excellent 
electrical characteristics with outstanding phase and amplitude stability. The unique interchangeable 
connector head can be configured for DUT applications that require Precision 7mm (PC-7), N, 3.5mm, SMA 
or 2.92mm connectors. 


FEATURES 

e Broad VNA Coverage, Including Agilent & Anritsu 
e DC to 26.5 GHz. 

e End A: 3.5mm NMD Connector. 

e End B: Interchangeable Connector Head. 

eA pair of Test Cables with Set. 


SPECIFICATIONS ‘Y 


Parameter Units Value Description 
Impedance ohms 500 
Frequency GHz 26.5 DC to 26.5 GHz 7 | 
Insertion Loss dB <1.5 At 26.5 GHz 7 | 
Amplitude Stability dB <0.05 At 26.5 GHz | 
Phase stability degree <3.0° At 26.5 GHz, after 90°degree bend 7] 
Return Loss dB >20dB At 26.5 GHz ; 
Return Loss Stability dB >40 dB At 26.5 GHz 4 
Cable Length cm 60 a | 
Minimum bend radius mm 25 : 
Connector A 3.5mm NMD VNA compatible 
Connector B Interchangeable 2 | 
Oper. Temperature Celsius -40° to +85° PRICE ; 
Model No. Description 1-9 10 + | 
PE310-KIT VNA Test Cable Set in a protective wood box. Two cables in set $3495.95 $3251.23 a | 
Note: Must order companion Connector for each cable (see below) | 
PE44484 One Precision 7mm (PC-7) Connector for PE310 VNA Test Cable 249.95 232.45 4 
PE44485 One N Male Connector for PE310 VNA Test Cable 249.95 232.45 
PE44486 One N Female Connector for PE310 VNA Test Cable 249.95 232.45 7 
PE44487 One 3.5mm Male Connector for PE310 VNA Test Cable 249.95 232.45 
PE44488 One 3.5mm Female Connector for PE310 VNA Test Cable 249.95 232.45 
(1) Pasternack reserves the right to change specifications or information without notice. 
SSS 
SSS SSS 
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18 GHZ FLEXIBLE CABLE ASSEMBLIES 


so pprformance ———-—Anesuation eames eee 
5 or YP PS Oe 
0) RE SD A A oe NS 2 OD Od YB Pe 
5 jn ee =e haiti 
A bil | $ 40 
™ 30 et | | fe = 30 
| 20 = 20 
10-4 
ei FETE FF 7 8 910 111213 14 15 1617 18 19 
Frequency in GHz 
it VSWR 
ees a ORD 
cc & 1.20 ERAS ae 
= ae, Pa lob bab bach [a loaloedai 
S vb [-?.|.+ | => grat Dl —— she] x bap pa de Bef Let 
Meat eee at ye Oe a S'S) de ee 
oo +t It tt tt it TL [typical Performance | oo LL ITT Tt I it I [typical Performance | 
0.042 3.4.5 67 8 910 1112 1314 15 16 17 18 19 0042-3 4 5 6 7 6 91011121314 151617 1819 
ELECTRICAL PROPERTIES Frequency in GHz ELECTRICAL PROPERTIES Frequency in GHz 
Impedance 50 OHMS NON-MAGNETIC 
Velocity of Propagation 69.5% Impedance 50 OHMS 
Cut Off Frequency 35.0 GHz Velocity of Propagation 69.5% 
Max Operating Voltage 1900 Volts RMS Cut Off Frequency 35.0 GHz 
“Nominal Capacitance 29.4 pf/ft Max Operating Voltage 1900 Volts RMS 
RF Shielding Greater than 90 dB Nominal Capacitance 29.4 pf/ft 
RF Shielding Greater than 90 dB 
MECHANICAL PROPERTIES MECHANICAL PROPERTIES 
Bend Radius Minimum 1.0 Inch Bend Radius Minimum 1.0 Inch 
‘Weight 4 oz/ft Weight .6 oz/ft 
Temp Range -55°F + 400°F Temp Range -55°F + 400°F 
Inner Conductor SIL PLT CU Clad Steel .036" Dia. Inner Conductor SIL PLT Beryllium CU .036" Dia. 
‘Dielectric PTFE .116" Dia. Dielectric PLEE@sl Lone Dia. 
Outer Conductor SIL PLT Copper Ribbon .125" Dia. Outer Conductor SIL PLT Copper Ribbon .140" Dia. 
Jacket FEP .150" Dia. Jacket FEP .165" Dia. 


LSS 3525239 
K em eset 


N MALE TO SMA MALE 


*NON-MAGNETIC* 


Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE33231-6 6" $67.60 $62.87 $58.14 $54.08 PE33233-6 6" $91.20 $84.82 $78.43 $72.96 
PE33231-12 i Wed 70.10 65.19 60.29 56.08 PE33233-12 125 95.80 89.09 82.39 76.64 
PE33231-18 18" 72.50 67.43 62.35 58.00 PE33233-18 18" 100.40 93.37 86.34 80.32 
PE33231-24 24" 74.95 69.70 64.46 59.96 PE33233-24 24" 104.95 97.60 90.26 83.96 
PE33231-30 30" 77.40 71.98 66.56 61.92 PE33233-30 30" 114.00 106.02 98.04 91.20 
PE33231-36 36" 79.90 74.31 68.71 63.92 PE33233-36 36" 114.10 106.11 98.13 91.28 
PE33231-48 48" 84.80 78.86 72.93 67.84 PE33233-48 48" 123.20 114.58 105.95 98.56 
PE33231-60 60" 94.60 87.98 81.36 75.68 PE33233-60 60" 133.80 124.43 115.07 107.04 


PE33231-72 PE33233-72 72" 


LAA 
ere 


ae 
‘es 
SxS 
rene 


OY q 

RRNA! *NON-MAGNETIC* 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE33232-6 6" $77.20 $71.80 $66.39 $61.76 PE35028-6 6" $101.00 $93.93 $86.86 $80.80 
PE33232-12 Ze 79.80 74.21 68.63 63.84 PE35028-12 125 105.70 98.30 90.90 84.56 
PE33232-18 18" 82.40 76.63 70.86 65.92 PE35028-18 18" 110.30 102.58 94.86 88.24 
PE33232-24 24" 84.95 79.00 73.06 67.96 PE35028-24 24" 114.95 106.90 98.86 91.96 
PE33232-30 30" 87.50 81.38 Tpee5 70.00 PE35028-30 30" 119.60 Liles 102.86 95.68 
PE33232-36 36" 90.10 83.79 77.49 72.08 PE35028-36 36" 124.30 115.60 106.90 99.44 
PE33232-48 48" 95.20 88.54 81.87 76.16 PE35028-48 48" 133.60 124.25 114.90 106.88 
PE33232-60 60" 100.40 93.37 86.34 80.32 PE35028-60 60" 144.40 134.29 124.18 115.52 
PE33232-72 72" 105.50 98.12 90.73 84.40 PE35028-72 Ten 153.70 142.94 132.18 122.96 
PE33232-XX Custom Lengths Ship 3 Days ARO, See Website For Pricing PE35028-XX Custom Lengths Ship 3 Days ARO, See Website For Pricing 


Free Ground Freight jl Products Available Online! www.pasternack.com 31 
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18 GHZ FLEXIBLE CABLE ASSEMBLIES 


Attenuation 


Performance 


dB Loss / 100’ 


VSWR 


U2 SEAS OS 


ELECTRICAL PROPERTIES 


Impedance 

Velocity of Propagation 
Cut Off Frequency 

Max Operating Voltage 
Nominal Capacitance 


oh eeyirr 


ies 
ES BE BC 
BSS oe c' 


Typical Performance 


6.7.8 9 10:11 12:15 14 15 16:17 1819 


Frequency in GHz 


50 OHMS 

69.5% 

35.0 GHz 

1900 Volts RMS 
29.4 pf/ft 

Greater than 90 dB 


Performance Attenuation 
80 
pee A (VD Re 
S Tel Dea: bite ta 
See aay 
” 
So 40 
api sla 
ee dd Sc oe ied eld imi 
pe es CTT = 
AA a Ns 
1,253 910 111213 14 15 16 17 18 1 
Frequency in GHz 
VSWR 
cc 
= 
” 
> 
4.05 2 
ete ad WA 
1234 5 6 7 8 910 111213 14 15 16 17 18 19 
Frequency in GHz 
ELECTRICAL PROPERTIES 
NON-MAGNETIC 
Impedance 50 OHMS 
Velocity of Propagation 69.5% 
Cut Off Frequency 35.0 GHz 
Max Operating Voltage 1900 Volts RMS 
Nominal Capacitance 29.4 pf/ft 


Greater than 90 dB 


RF Shielding RF Shielding 


MECHANICAL PROPERTIES 

MECHANICAL PROPERTIES Bend Radius Minimum 1.0 Inch 
Bend Radius Minimum 1.0 Inch Weight .6 oz/ft 
Weight .4 oz/ft Temp Range -55°F + 400°F 
Temp Range -55°F + 400°F } Inner Conductor SIL PLT Beryllium CU .036" Dia. 
mae reer or saan pe ne Steel .036" Dia. Dielectac PTFE .116" Dia. 

ielectri : ia. ; 2 
Outer Conductor SIL PLT Copper Ribbon .125" Dia. Out eo uadeeoe o> fy Ae Ribbon 2 es@3eRaae 
Jacket FEP .150" Dia. Jacke ee eee bed 


N MALE TO N FEMALE BULKHEAD 


USE MOUNTING HOLE GO1 ON PAGE 253 


*NON-MAGNETIC* 


Model aE Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE35952-6 6" $87.50 $81.38 $75.25 $70.00 PE35956-6 6" $115.70 $107.60 $99.50 $92.56 
PE35952-12 126 90.00 83.70 77.40 72.00 PE35956-12 12% 118.70 110.39 102.08 94.96 
PE35952-18 18" 92.50 86.03 79.55 74.00 PE35956-18 18" 121.80 113.27 104.75 97.44 
PE35952-24 24" 94.95 88.30 81.66 75.96 PE35956-24 24" 124.95 116.20 107.46 99.96 
PE35952-30 30" 97.40 90.58 83.76 77.92 PE35956-30 30" 128.00 119.04 110.08 102.40 
PE35952-36 36" 99.90 92.91 85.91 79.92 PE35956-36 36" 131.10 121.92 112.75 104.88 
PE35952-48 48" 105.00 97.65 90.30 84.00 PE35956-48 48" 137.30 127.69 118.08 109.84 
PE35952-60 60" 110.00 102.30 94.60 88.00 PE35956-60 60" 143.40 133.36 123.32 114.72 
PE35952-72 é : PE35956-72 ip 149.60 139.13 128.66 119.68 


PE35956-XX Custom Lengths Ship 3 Days ARO, See Website For Pricing 


SMA MALE TO N FEMALE BULKHEAD 


USE MOUNTING HOLE G01 ON PAGE 253 


*NON-MAGNETIC* 


Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE35954-6 6" $77.80 $72.35 $66.91 $62.24 PE35958-6 6" $96.70 $89.93 $83.16 $77.36 
PE35954-12 12% 80.20 74.59 68.97 64.16 PE35958-12 i2ZF 99.40 92.44 85.48 79.52 
PE35954-18 18" 82.60 76.82 71.04 66.08 PE35958-18 18" 102.20 95.05 87.89 81.76 
PE35954-24 24" 84.95 79.00 73.06 67.96 PE35958-24 24" 104.95 97.60 90.26 83.96 
PE35954-30 30" 87.30 81.19 75.08 69.84 PE35958-30 30" 107.70 100.16 92.62 86.16 
PE35954-36 36" 89.70 83.42 77.14 71.76 PE35958-36 36" 110.50 102.77 95.03 88.40 
PE35954-48 48" 94.50 87.89 81.27 75.60 PE35958-48 48" 116.00 107.88 99.76 92.80 
PE35954-60 60" 99.30 92.35 85.40 79.44 PE35958-60 60" 121.50 113.00 104.49 97.20 
PE35954-72 72" 104.10 96.81 89.53 83.28 PE35958-72 72 127.10 118.20 109.31 101.68 


PE35954-XX Custom Lengths Ship 3 Days ARO, See Website For Pricing 
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PE35958-XX Custom Lengths Ship 3 Days ARO, See Website For Pricing 


All Products Available Online! www.pasternack.com 
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Free Ground Freight 
Same-Day Shipping 


18 GHZ FLEXIBLE CABLE ASSEMBLIES 


Performance Attenuation 
ELECTRICAL PROPERTIES = 
Impedance 50 OHMS = 
Velocity of Propagation 69.5% O 
Cut Off Frequency 35.0 GHz 38 
Max Operating Voltage 1900 Volts RMS a 
Nominal Capacitance 29.4 pf/ft 
RF Shielding Greater than 90 dB 
Frequency in GHz 

-s¢__VSWR 

1.25 tS 
MECHANICAL PROPERTIES 12 EINES aaa 
Bend Radius Minimum 1.0 Inch = 1.10 ES Seat mae 
Weight -4 oz/ft F108 typiear Pao TUTGS 
Temp Range -55°F + 400°F a ane a ea LY 6 7 8 910 111213 14 15 16 17 18 19 
Inner Conductor SIL PLT CU Clad Steel .036" Dia. Beeb un Anse a2 
Dielectric PIEE.. 116" Dia. 
Quter Conductor SIL PLT Copper Ribbon .125" Dia. 
Jacket FEP 2150" Dia. 


TNC MALE TO TNC MALE 


—— ao 
EEE ES 
Pass 77 


TNC MALE TO SMA MALE 


V7 >) 
LLL LLL ae 
on. ae 


Model No. Length 1-24 25-49 50-99 100 + Model No. _ Length 1-24 25-49 50-99 100 + 
PE35423-6 6" $92.10 $85.65 $79.21 $73.68 PE35419-6 6" $81.70 $75.98 $70.26 $65.36 
PE35423-12 12" 94.70 88.07 81.44 75.76 PE35419-12 12" 84.50 78.59 72.67 67.60 
PE35423-18 18" 97.30 90.49 83.68 77.84 PE35419-18 18" 87.20 81.10 74.99 69.76 
PE35423-24 24" 99.95 92.95 85.96 79.96 PE35419-24 24" 89.95 83.65 77.36 71.96 
PE35423-30 30" 102.57 95.39 88.21 82.06 PE35419-30 30" 92.70 86.21 79.72 74.16 
PE35423-36 36" 105.20 97.84 90.47 84.16 PE35419-36 36" 95.40 88.72 82.04 76.32 
PE35423-48 48" 110.50 102.77 95.03 88.40 PE35419-48 4g" 100.80 93.74 86.69 80.64 
PE35423-60 60" 115.80 107.69 99.59 92.64 PE35419-60 60" 106.30 98.86 91.42 85.04 
PE35423-72 72 121.00 112.53 104.06 96.80 PE35419-72 72" 111.70 103.88 96.06 89.36 


PE35423-XX Custom Lengths Ship 3 Days ARO, See Website For Posing 


PE35419-XX Custom Lengths Ship 3 Days ARO, See Website For Pricing 


C0 QUICK-DISCONNECT QD-SMA CABLE ASSEMBLIES 


Pasternack's Quick-Disconnect Cable Assemblies are designed for Test environments that require rapid SMA connections. 
QD-SMA is designed to push on and lock in place by sliding the shroud over the connector. Where enhanced VSWR measurements 


are required, an additional % 


4 turn of the QD-SMA will ensure lower VSWR performance. 


removed by pulling on the eivoad and sliding off the QD-SMA connector. 


QD SMA MALE TO SMA MALE 


50 OHM, RG58C/U COAX 


The QD-SMA Connector can be quickly 


The 


QD SMA MALE T0 QD SMA MALE 


90 OHM, RG5S8C/U COAX 


Model No. Length 1-24 25-49 50-99 100 + Model No. —_Length 1-24 25-49 50-99 100 + 
PE36689-24 24" $54.95 $51.10 $47.26 $43.96 PE36690-24 24" $64.95 $60.40 $55.86 $51.96 
PE36689-36 36" 57.95 53.89 49.84 46.36 PE36690-36 36" 67.95 63.19 58.44 54.36 
PE36689-48 48" 60.95 56.68 52.42 48.76 PE36690-48 48" 70.95 65.98 61.02 56.76 
PE36689-72 123 64.95 60.40 55.86 51.96 PE36690-72 Jee 74.95 69.70 64.46 59.96 
PE36689-XX Any Same-Day Shipment / Call for Pricing PE36690-XX Any Same-Day Shipment / Call for Pricing 


Free Ground Freight 
Same-Day Shipping 
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All Products Available Online! www.pasternack.com 
Toll-Free: 866-PASTERNACK (866-727-8376) Phone: 949-261-1920 Fax: 949-261-7451 


26.5 GHZ FLEXIBLE CABLE ASSEMBLIES 


THE CABLE BECOMES AN INTEGRAL PART OF THE SMA CONNECTOR RESULTING IN NO DISCONTINUITIES FOR 
BETTER ELECTRICAL PERFORMANCE THRU 26.5 GHz (35.0 GHz WHEN MATED WITH A *K CONNECTOR.) 
*THE K CONNECTOR IS A REGISTERED TRADEMARK OF THE ANRITSU COMPANY. 


Performance 


Attenuation 


dB Loss / 100’ 


12° 354° S56) 746 810 11121 21 14 15 16171819 20 2122 23 24 25 26 


Frequency in GHz 


VSWR 
HE 


ELECTRICAL PROPERTIES 


Impedance 

Velocity of Propagation 
Cut Off Frequency 

Max Operating Voltage 
Nominal Capacitance 

RF Shielding 


1 to ae 


Frequency in GHz 
50 OHMS 
69.5% 
35.0 GHz 
1900 Volts RMS 
29.4 pf/ft 


Greater than 90 dB 


Performance 


dB Loss / 100’ 


Attenuation 


0 { 2°34) 5 7 10 1112 13 14 15 16 17 18 19 20 21 22 23 24 25 26 
VSWR Frequency in GHz 
1.30 TI 
1.25 
“eee 
= 
wm 1.15 
> 1.10 
fea! : 
3; 4. 5,6 910 111213 14 15 16 17 18 19 20 21 22 23 24 25 26 
ELECTRICAL PROPERTIES Frequency in GHz 
NON-MAGNETIC 
Impedance 50 OHMS 
Velocity of Propagation 69.5% 
Cut Off Frequency 35.0 GHz 
Max Operating Voltage 1900 Volts RMS 
Nominal Capacitance 29.4 pf/ft 


RF Shielding Greater than 90 dB 


MECHANICAL PROPERTIES 

Bend Radius Minimum 1.0 Inch MECHANICAL PROPERTIES 

Weight -4 oz/ft Bend Radius Minimum 1.0 Inch 

Temp Range -55°F + 400°F Weight -6 oz/ft 

Inner Conductor SIL PLT CU Clad Steel .036" Dia. | Temp Range -55°F + 400°F 

Dielectric PTFE .116" Dia. Inner Conductor SIL PLT Beryllium CU .036" Dia. 

Outer Conductor SIL PLT Copper Ribbon .125" Dia. | Dielectric PIRES 2LOon Tes 

Jacket FEP .150" Dia. Outer Conductor SIL PLT Copper Ribbon .140" Dia. 
Jacket FEP .165" Dia. 


SMA MALE TO SMA MALE 
[S828 OOM mim MMMM a 


Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE34286-6 6" $52.20 $48.55 $44.89 $41.76 PE3790-6 6" $76.30 $70.96 $65.62 $61.04 
PE34286-12 125 54.80 50.96 47.13 43.84 PE3790-12 125 80.80 75.14 69.49 64.64 
PE34286-18 18" 57.40 53.38 49.36 45.92 PE3790-18 18" 85.40 79.42 73.44 68.32 
PE34286-20 20" 64.75 60.22 55.69 51.80 PE3790-20 20" 88.40 82.21 76.02 70.72 
PE34286-24 24" 59.95 55.75 51.56 47.96 PE3790-24 24" 89.95 83.65 77.36 71.96 
PE34286-30 30" 62.60 58.22 53.84 50.08 PE3790-30 30" 94.50 87.89 81.27 75.60 
PE34286-36 36" 65.20 60.64 56.07 52.16 PE3790-36 36" 99.20 92.26 85.31 79.36 
PE34286-40 40" 74.75 69.52 64.29 59.80 PE3790-40 40" 106.80 99.32 91.85 85.44 
PE34286-48 48" 70.40 65.47 60.54 56.32 PE3790-48 48" 108.30 100.72 93.14 86.64 
PE34286-60 60" 75.60 70.31 65.02 60.48 PE3790-60 60" 117.40 109.18 100.96 93.92 
PE34286-72 72" 80.80 75.14 69.49 64.64 PE3790-72 12 126.60 117.74 108.88 101.28 
PE34286-84 84" 96.75 89.98 83.21 77.40 PE3790-84 84" 143.30 133.27 123.24 114.64 
PE34286-96 96" 102.75 95.56 88.37 82.20 PE3790-96 96" 158.60 147.50 136.40 126.88 
PE34286-108 108" bie yee yen cae PE3790-108 108" 173 = 161.65 149 . 
PE34286-120 120" 114.7 106.7 8. 91.8 PE3790-120 


Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE35418-6 6" $90.80 $84.44 $78.09 $72.64 PE35420-6 6" $116.80 $108.62 $100.45 $93.44 
PE35418-12 az 93.80 87.23 80.67 75.04 PE35420-12 12° 121.20 112.72 104.23 96.96 
PE35418-18 18" 96.90 90.12 83.33 77.52 PE35420-18 18" 125.60 116.81 108.02 100.48 
PE35418-24 24" 99.95 92.95 85.96 79.96 PE35420-24 24" 129.95 120.85 111.76 103.96 
PE35418-30 30" 103.00 95.79 88.58 82.40 PE35420-30 30" 134.30 124.90 115.50 107.44 
PE35418-36 36" 106.00 98.58 91.16 84.80 PE35420-36 36" 138.70 128.99 119.28 110.96 
PE35418-48 48" 112.00 104.16 96.32 89.60 PE35420-48 48" 147.50 137.18 126.85 118.00 
PE35418-60 PE35420-60 154.90 144.06 . ‘ 
PE35418-72 PE35420-72 165.00 153.45 


Free Ground Freight 
Same-Day Shipping 


34 All Products Available Online! www.pasternack.com 


Toll-Free: 866-PASTERNACK (866-727-8376) | Phone: 949-261-1920 Fax: 949-261-7451 


26.5 GHZ FLEXIBLE CABLE ASSEMBLIES 
__SMA MALE RIGHT ANGLE TO SMA MALE RIGHT ANGLE 


THE CABLE BECOMES AN INTEGRAL PART OF THE SMA CONNECTOR RESULTING IN NO 
DISCONTINUITIES FOR BETTER ELECTRICAL PERFORMANCE THRU 26.5 GHz. 
Performance Attenuation 

TTT : te 


90) Fa Performance Attenuation 
= 4 | A 
E Bx | ais 
~ eS 60 = 
aeat ae oH 
40}—-+ tH 
4 t + = S 30} T T rN) aa] 
m 20 + 
ne} i | H Fe} 10 | +++ bo oO 
o ee eor-4 57-67 °8 970 11121314 15 16 17 18 19 20 2122 23 24 25 26 ol 12 345 6 7 8 910 111213 14 15 16 17 18 19 20 Zi a2 3 Da 25 36 
Frequency in GHz Frequency in GHz 
1.30 + 40.__.VSWR 
1.25) 1.25 L 
gs hi eal | a 1.20) + + + +—— 
1.15 : 
2g 1.10 | eae! t @ fee =a 
1.05 t a Typical Performance Wee. Typical Performance 
0.0 WPSesr4eS"6 7 & 910 141213 1445 161718 19:20 21 22 23 24 25 26 0.0 1 2-6) 45506 or 970 1112131415 16 17 18 19 20 21 22 23 24 25 26 
Frequency in GHz Frequency in GHz 
MECHANICAL PROPERTIES MECHANICAL PROPERTIES 
ELECTRICAL PROPERTIES Bend Radius: Minimum 1.0 Inch ELECTRICAL PROPERTIES Bend Radius: Minimum 1.0 Inch 
Impedance: 50 OHMS Weight: .4 oz/ft N-MAGNETI Weight: .6 oz/ft 
ion: Di Temp Range: -55°F + 400°F Impedance: 50 OHMS Temp Range: -55°F + 400°F 
Velocity of Propagation: 69.5% ; : 
Cut Off Frequency: 35.0 GHz Inner Conductor: SIL PLT CU Clad Velocity of Propagation: 69.5% Inner Conductor: SIL PLT Beryllium 
Max Operating Voltage: 1900 Volts RMS Steel .036" Dia. J Cut Off Frequency: 35.0 GHz CU .036" Dia. 
Nominal Capacitance: 29.4 pf/ft Dielectric: PTFE .116" Dia. Max Operating Voltage: 1900 Volts RMS |Dielectric: PTFE .116" Dia. 
RF Shielding: Greater than 90 dB Outer Conductor: SIL PLT Copper Nominal Capacitance: 29.4 pf/ft Outer Conductor: SIL PLT Copper 
Ribbon .125" Dia. § RF Shielding: Greater than 90 dB Ribbon .140" Dia. 
Jacket: FEP .150" Dia. *NON-MAGNETIC* Jacket: FEP .165" Dia. 
Model No. Length _1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE35422-6 6" $120.80 $112.34 $103.89 $96.64 PE35424-6 6" $146.90 $136.62 $126.33 $117.52 
PE35422-12 12" 123.90 = 115.23 106.55 99.12 PE35424-12 iz. 151.30 140.71 130.12 121.04 
PE35422-18 18" 126.90 = 118.02 109.13, 101.52 PE35424-18 18" 155.50 144.62 133.73 124.40 
PE35422-24 2a" 129.95 = 120.85 = 111.76 = 103.96 PE35424-24 24" 159.95 148.75 137.56 127.96 
Seebaeaery vl me iy a sa aes oust ne PE35424-30 30" 164.30 152.80 141.30 131.44 
* . . . . PE35424-36 36" 168.60 156.80 145.00 134.88 
PE35422-48 48" 142.00 132.06 = 122.12, 113.60 PE35424-48 43" 177.30 164.89 152.48 141.84 
PE35422-60 60" 148.00 137.64 127.28 118.40 PE35424-60 60" 185.90 172.89 159.87 148.72 
PE35422-72 72 154.10 143.31 = 132.53 123.28 PE35424-72 72 194.50 180.89 167.27 155.60 


PE35422-XX Custom Lengths Ship 3 Days ARO, See Website For Pricing PE35424-XX Custom Lengths Ship 3 Days ARO, See Website For Pricing 


Performance 
a H ee ELECTRICAL PROPERTIES MECHANICAL PROPERTIES 
B70 Li +h Impedance: 50 OHMS Bend Radius: Minimum 1.0 Inch 
= 8 + Velocity of Propagation: 69.5% Weight: .4 oz/ft 
2 iq | Cut Off Frequency: 35.0 GHz Temp Range: -55°F + 400°F 
S 30 laa Max Operating Voltage: 1900 Volts RMS} Inner Conductor: SIL PLT CU Clad 
8% Per] Nominal Capacitance: 29.4 pf/ft Steel .036" Dia. 
A a a RF Shielding: Greater than 90 dB Dielectric: PTFE .116" Dia. 
tlle llgalle ila i ae ie GHz Quter Conductor: SIL PLT Copper 
VSWR Ribbon .125" Dia. 
aa Lee Ty CI TT] Jacket: FEP .150" Dia. 
1.25 —_— + ~ 
ete Pore Cert 2 
M 4.15 + + ee 
oie i a SMA MALE RIGHT ANGLE TO 
Ve Typical Performance 


na 3 4 ee 7) 8.910 11 1213 14 15 16 17 18 19 20 21 22 23 24 25 26 


SMA MALE TO 
SMA FEMALE BULKHEAD 


___._USE MOUNTING HOLE B02 ON PAGE 253 __ 


SMA FEMALE BULKHEAD 


USE MOUNTING HOLE B02 ON PAGE 253 


N 
Model No. Length 1-24 25-49 50-99 100 + 


Model No. Length 1-24 25-49 50-99 100 + 
PE35475-6 6" $67.60 $62.87 $58.14 $54.08 PE35421-6 6" $92.10 $85.65 $79.21 $73.68 
PE35475-12 12" 70.10 65.19 60.29 56.08 PE35421-12 125 94.70 88.07 81.44 75.76 
PE35475-18 18" 72.50 67.43 62.35 58.00 PE35421-18 18" 97.30 90.49 83.68 77.84 
PE35475-24 24" 74.95 69.70 64.46 59.96 PE35421-24 24" 99.95 92.95 85.96 79.96 
PE35475-30 30" 77.40 71.98 66.56 61.92 PE35421-30 30" 102.60 95.42 88.24 82.08 
PE35475-36 36" 79.90 74.31 68.71 63.92 PE35421-36 36" 105.20 97.84 90.47 84.16 
PE35475-48 48" 84.80 78.86 72.93 67.84 PE35421-48 48" 110.50 102.77 95.03 88.40 
PE35475-60 60" 89.70 83.42 77.14 71.76 PE35421-60 60" 115.80 107.69 99.59 92.64 
PE35475-72 72" 94.60 87.98 81.36 75.68 PE35421-72 if 121.00 112.53 104.06 96.80 


PE35475-XX Custom Lengths Ship 3 Days ARO, See Website For Pricing PE35421-XX Custom Lengths Ship 3 Days ARO, See Website For Pricing 
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40 GHz FLEXIBLE CABLE ASSEMBLIES 


ELECTRICAL PROPERTIES soo Performance Attenuation 
Impedance 50 OHMS > T_| 

Velocity of Propagation 69.5% = 

Cut Off Frequency 60.0 GHz iS 

Max Operating Voltage 1500 Volts RMS 8 

Nominal Capacitance 29.4 pf/ft 2 

RF Shielding Greater than 90 dB 

MECHANICAL PROPERTIES 

Bend Radius Minimum 1/2 Inch 

Weight .175 oz/ft 

Temp Range -55°F + 400°F = 

Inner Conductor SIL PLT CU Clad Steel .020" Dia. 2 

Dielectric PTFE .066" Dia. 

Outer Conductor SIL PLT CU Ribbon & BRAID .080" Dia. 4 pl ees ] eRe | 
Jacket FEP .095" Dia. ood Typical Performance 


N 
- 
fo2) 
oo 
Oo 
N 
7 
= 
a 
a 
N 


O 22 24 26 28 30 32 34 36 38 40 
Frequency in GHz 


2.92mm MALE TO 2.92mm MALE | 2.92mm MALE TO 2.4mm MALE 


Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE35591-6 6" $95.40 $88.72 $82.04 $76.32 PE35606-6 6" $100.80 $93.74 $86.69 $80.64 
PE35591-12 iY dy 98.50 91.61 84.71 78.80 PE35606-12 12" 103.90 96.63 89.35 83.12 
PE35591-18 18" 101.80 94.67 87.55 81.44 PE35606-18 18" 106.90 99.42 91.93 85.52 
PE35591-24 24" 104.95 97.60 90.26 83.96 PE35606-24 24" 109.95 102.25 94.56 87.96 
PE35591-30 30" 108.10 100.53 92.97 86.48 PE35606-30 30" 116.00 107 .88 99.76 92.80 
PE35591-36 36" 111.30 103.51 95.72 89.04 PE35606-36 36" 119.10 110.76 102.43 95.28 
PE35591-48 48" 117.60 109.37 101.14 94.08 PE35606-48 48" 122.10 113.55 105.01 97.68 
PE35591-60 60" 124.00 115.32 106.64 99.20 PE35606-60 60" 128.30 119.32 110.34 102.64 
PE35591-72 ide 130.30 121.18 112.06 104.24 PE35606-72 ten 134.40 124.99 115.58 107.52 
PE35591-XX Custom Lengths Ship 3 Days ARO, See Website For Pricing PE35606-XX Custom Lengths Ship 3 Days ARO, See Website For Pricing 


50 GHZ FLEXIBLE CABLE ASSEMBLIES 
2.4mm MALE T0 2.4mm MALE 


Performance Attenuation 
—) 320} 
= 280 
a P 2a0 
a 200 
wn” 160) 
ELECTRICAL PROPERTIES bes 
Impedance 50 OHMS Sto 
Velocity of Propagation 69.5% o> 4 6 810 1214 16 18 20 22 24 26 28 30 32 34 36 38 40 42 44 46 48 50 
Cut Off Frequency 60.0 GHz VSWR Frequency in GHz 
Max Operating Voltage 1500 Volts RMS fey 
Nominal Capacitance 29.4 pf/ft Hp 
RF Shielding Greater than 90 dB = im 
= 1.20 
1.15 
MECHANICAL PROPERTIES i 
Bend Radius Minimum 1/2 Inch a 2 4 6 810 1214 16 18 20 Ate a ee a ae 
Weight -175 oz/ft Frequency in GHz 
Temp Range -55°F + 400°F Model No. Length 1-24 25-49 50-99 100 + 
Inner Conductor SIL PLT CU Clad Steel .020" Dia. PE35611-6 Lh $105.90 $98.49 $91.07 $84.72 
Dielectric PTFE .066" Dia PE35611-12 12" 108.90 101.28 93.65 87.12 
Outer Conductor SIL PLT CU Ribbon & BRAID .080" Dia. Pesoeit-38 ae 17-0 ee ee 
Jacket FEP .095" Di PE35611-24 24 114.95 106.90 98.86 91.96 
g 1a. PE35611-30 30" 124.00 115.32 106.64 99.20 
PE35611-36 36" 121.00 112.53 104.06 96.80 
PE35611-48 48" 127.10 118.20 109.31 101.68 
PE35611-60 60" 133.10 123.78 114.47 106.48 
PE35611-72 i235 139.20 129.46 119.71 111.36 


PE35611-XX Custom Lengths Ship 3 Days ARO, See Website For Pricing 
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FLEXIBLE CABLE ASSEMBLIES 


ELECTRICAL PROPERTIES sq, Performance Attenuation 
Impedance 50 OHMS 4 4 
Velocity of Propagation 69.5% ig 

Cut Off Frequency 65.0 GHz B 

Max Operating Voltage 700 Volts RMS ra 

Nominal Capacitance 29.4 pf/ft 3s 

RF Shielding Greater than 90 dB 

MECHANICAL PROPERTIES 

Bend Radius Minimum 1/2 Inch 

Weight -175 oz/ft r= 

Temp Range -55°F + 400°F = 

Inner Conductor SIL PLT CU Clad Steel .020" Dia. os 

Dielectric PTFE .062" Dia. 

Outer Conductor SIL PLT CU Ribbon & BRAID .080" Dia. = =a RH Yosleal Porfornanes 
Jacket FEP .099" Dia. " 2 4 6 810 121416 18 20 22 24 26 28 30 32 34 36 38 40 42 44 46 48 50 


Frequency in GHz 


40 GHZ 


| 90 GHZ 
1.85mm MALE T0 2.92mm MALE 


1.85mm MALE TO 2.4mm MALE 


Model No. Length 1-24 25-49 50-99 100 + Model No. ___Length 1-24 25-49 50-99 100 + 
PE36674-6 6" $105.90 $98.49 $91.07 $84.72 PE36676-6 6" $111.00 $103.23 $95.46 $88.80 
PE36674-12 AW 108.90 101.28 93.65 87.12 PE36676-12 125 114.00 106.02 98.04 91.20 
PE36674-18 18" 111.90 104.07 96.23 89.52 PE36676-18 18" 117.00 108.81 100.62 93.60 
PE36674-24 24" 114.95 106.90 98.86 91.96 PE36676-24 24" 119.95 112555 103.16 95.96 
PE36674-30 30" 118.00 109.74 101.48 94.40 PE36676-30 30" 122.90 114.30 105.69 98.32 
PE36674-36 36" 121.00 112.53 104.06 96.80 PE36676-36 36" 126.00 117.18 108.36 100.80 
PE36674-48 48" 127.10 118.20 109.31 101.68 PE36676-48 48" 132.00 122.76 113.52 105.60 
PE36674-60 60" 133.10 123.78 er iiss PE36676-60 60" 138.00 128.34 


PE36674-72 72" 139. PE36676-72 


65 GHZ FLEXIBLE CABLE ASSEMBLIES 
1.85mm MALE TO 1.85mm MALE 


aa eae Chait a 


Performance Attenuation 
ro) 
i—] 
~ 
g 
So 
a) 
a 
ELECTRICAL PROPERTIES = 
Impedance 50 OHMS G 2 4 6 810 1214 16 18 20 22 24 26 28 30 32 34 36 38 40 42 44 46 48 50 52 5456 5860 62 6466 
Velocity of Propagation 69.5% VSWR Frequency in GHz 
Cut Off Frequency 65.0 GHz - 
Max Operating Voltage 700 Volts RMS 
Nominal Capacitance 29.4 pf/ft ee 1381 
RF Shielding Greater than 90 dB = 
> 1.20 
2.15) 
MECHANICAL PROPERTIES 2 maa 
Bend Radius Minimum 1/2 Inch 0.0346 810 1214 16 18 20 obaedeme tiara as 42 44 46 48 50 52 5456 58 60 62 64 66 
Weight .175 oz/ft Frequency in GHz 
Temp Range -55°F + 400°F Model No. Length 1-24 25-49 50-99 _100 + 
Inner Conductor SIL PLT CU Clad Steel .020" Dia. PE36678-6 6" $120.60 $112.16 $103.72 $96.48 
Dielectric PTFE .062" Dia. PE36678-12 12" 123.70 115.04 106.38 98.96 
. "one PE36678-18 18" 126.80 117.92 109.05 101.44 
Quter Conductor SIL PLT o Ribbon & BRAID .080" Dia. PE36678-24 2A" 129.95 120.85 111.76 103.96 
Jacket FEP .099" Dia. PE36678-30 30" 133.00 123.69 114.38 106.40 
PE36678-36 36" 136.10 126.57 117.05 108.88 
PE36678-48 48" 142.30 132.34 122.38 113.84 
PE36678-60 60" 148.50 138.11 127.71 118.80 
PE36678-72 Mes 154.70 143.87 133.04 123.76 


————<——— eel 
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BNC MALE TO BNC MALE 


ALL CABLE ASSEMBLIES ON THIS PAGE UTILIZE STANDARD 50 OHM INTERFACE CONNECTORS 


52 OHM, RG8A/U COAX 50 OHM, RG174A/U COAX 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE3807-12 128 $31.85 $29.62 $27.39 $25.48 PE3538-12 12" $19.60 $18.23 $16.86 $15.68 
PE3807-24 24" 32.75 30.46 28.17 26.20 PE3538-24 24" 19.85 18.46 17.07 15.88 
PE3807-36 36" 33.75 31.39 29.03 27.00 PE3538-36 36" 20.10 18.69 17.29 16.08 
PE3807-48 43" 34.65 32.22 29.80 27.72 PE3538-48 48" 20.35 18.93 17.50 16.28 
PE3807-60 60" 35.60 33.11 30.62 28.48 PE3538-60 60" 20.60 19.16 17.72 16.48 
PE3807-XX Any Same-Day Shipment / Call for Pricing PE3538-XX Any Same-Day Shipment / Call for Pricing 
53.5 OHM, RG55B/U COAX, DOUBLE SHIELDED 50 OHM, RG188A/U COAX 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE3583-12 128 $19.60 $18.23 $16.86 $15.68 PE3470-12 {28 $19.60 $18.23 $16.86 $15.68 
PE3583-24 24" 20.25 18.83 17.42 16.20 PE3470-24 24" 20.50 19.07 17.63 16.40 
PE3583-36 36" 20.95 19.48 18.02 16.76 PE3470-36 36" 21.35 19.86 18.36 17.08 
PE3583-48 43" 21.60 20.09 18.58 17.28 PE3470-48 48" 22.25 20.69 19.14 17.80 
PE3583-60 60" 22.25 20.69 19.14 17.80 PE3470-60 60" 23.20 21.58 19.95 18.56 
PE3583-XX Any Same-Day Shipment / Call for Pricing PE3470-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RGS8C/U COAX 50 OHM, RG213/U COAX 
Model No. Length 25-49 50-99 100 + Model No. Length 25-49 50-99 100 + 
PE3067-12 12" cae $13.67 $12.64 $11.76 PE3749-12 12" cD $29.62 $27.39 $25.48 
PE3067-24 24" 15.10 14.04 12.99 12.08 PE3749-24 24" 32.75 30.46 28.17 26.20 
PE3067-36 36" 15.45 14.37 13.29 12.36 PE3749-36 36" 33.75 31.39 29.03 27.00 
PE3067-48 48" 15.85 14.74 13.63 12.68 PE3749-48 4g" 34.65 32.22 29.80 27.72 
PE3067-60 60" 16.20 15.07 13.93 12.96 PE3749-60 60" 35.60 33.11 30.62 28.48 
PE3067 -XX Any Same-Day Shipment / Call for Pricing PE3749-XX Any Same-Day Shipment / Call for Pricing 
75 OHM, RG59B/U COAX 50 OHM, RG214/U COAX, DOUBLE SHIELDED 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE3075-12 ilps $15.90 $14.79 $13.67 $12.72 PE3906-12 128 $35.50 $33.02 $30.53 $28.40 
PE3075-24 24" 16.30 15.16 14.02 13.04 PE3906-24 24" 38.90 36.18 33.45 31.12 
PE3075-36 36" 16.65 15.48 14.32 13.32 PE3906-36 36" 42.20 39.25 36.29 33.76 
PE3075-48 48" 17.05 15.86 14.66 13.64 PE3906-48 4g" 45.55 42.36 39.17 36.44 
PE3075-60 60" 17.40 16.18 14.96 13.92 PE3906-60 60" 48.90 45.48 42.05 39.12 
PE3075-XX Any Same-Day Shipment / Call for Pricing PE3906-XX Any Same-Day Shipment / Call for Pricing 
93 OHM, RG62A/U COAX 50 OHM, RG223/U COAX, DOUBLE SHIELDED 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE3081-12 125 $18.40 $17.11 $15.82 $14.72 PE3087-12 125 $19.60 $18.23 $16.86 $15.68 
PE3081-24 24" 18.75 17.44 16.13 15.00 PE3087-24 24" 20.80 19.34 17.89 16.64 
PE3081-36 36" 19.15 17.81 16.47 15.32 PE3087-36 36" 22.05 20.51 18.96 17.64 
PE3081-48 48" 19.50 18.14 16.77 15.60 PE3087-48 48" 23.30 21.67 20.04 18.64 
PE3081-60 60" 19.90 18.51 T7at1 15.92 PE3087-60 60" 24.50 22.79 21.07 19.60 
PE3081-XX Any Same-Day Shipment / Call for Pricing PE3087 -XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG142B/U COAX, DOUBLE SHIELDED 50 OHM, RG316/U COAX 
Model No. “Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE3495-12 12% $19.60 $18.23 $16.86 $15.68 PE3584-12 12" $19.60 $18.23 $16.86 $15.68 
PE3495-24 24" 22.05 20.51 18.96 17.64 PE3584-24 24" 20.50 19.07 17.63 16.40 
PE3495-36 36" 24.50 22.79 21.07 19.60 PE3584-36 36" 21.35 19.86 18.36 17.08 
PE3495-48 4g" 26.95 25.06 23.18 21.56 PE3584-48 48" 22.25 20.69 19.14 17.80 
PE3495-60 60" 29.40 27.34 25.28 23.52 PE3584-60 60" 23.20 21.58 19.95 18.56 
PE3495-XX Any Same-Day Shipment / Call for Pricing PE3584-XX Any Same-Day Shipment / Call for Pricing 
75 OHM, RG179B/U COAX 50 OHM, RG400/U COAX, DOUBLE SHIELDED 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE3705-12 12" $19.60 $18.23 $16.86 $15.68 PE3582-12 12" $19.60 $18.23 $16.86 $15.68 
PE3705-24 24" 20.50 19.07 17.63 16.40 PE3582-24 24" 22.05 20.51 18.96 17.64 
PE3705-36 36" 21.35 19.86 18.36 17.08 PE3582-36 36" 24.50 22.79 21.07 19.60 
PE3705-48 48" 22.25 20.69 19.14 17.80 PE3582-48 48" 26.95 25.06 23.18 21.56 
PE3705-60 60" 23.20 21.58 19.95 18.56 PE3582-60 60" 29.40 27.34 25.28 23.52 
PE3705-XX Any Same-Day Shipment / Call for Pricing PE3582-XX Any Same-Day Shipment / Call for Pricing 


**ROHS COMPLIANT & CUSTOM-LENGTH CABLE ASSEMBLIES MAY BE ORDERED ON OUR WEBSITE. ** 
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SEMI-RIGID & RE-SHAPEABLE CABLE ASSEMBLIES 


50 OHM, RG402/U (.141” BARE COPPER) 


Model No. Length 1-24 25-49 50-99 100 + 
PE3445-12 12" $42.10 $39.15 $36.21 $33.68 
PE3445-24 24" 45.45 42.27 39.09 36.36 
PE3445-36 36" 48.80 45.38 41.97 39.04 
PE3445-48 48" 52.10 48.45 44.81 41.68 
PE3445-60 60" 55.45 51.57 47.69 44.36 
PE3445-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, PE-SR402AL (.141” TINNED ALUMINUM) 


Model No. Length 1-24 25-49 50-99 100 + 
PE34164-12 12" $47 .00 $43.71 $40.42 $37.60 
PE34164-24 24" 50.35 46.83 43.30 40.28 
PE34164-36 36" 53.70 49.94 46.18 42.96 
PE34164-48 48" 57.00 53.01 49.02 45.60 
PE34164-60 60" 60.35 56.13 51.90 48.28 
PE34164-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, PE-SR402FL (.141” RE-SHAPEABLE) 


Model No. Length 1-24 25-49 50-99 100 + 
PE3462-12 a23 $47.00 $43.71 $40.42 $37.60 
PE3462-24 24" 50.35 46.83 43.30 40.28 
PE3462-36 36" 53.70 49.94 46.18 42.96 
PE3462-48 48" 57.00 53.01 49.02 45.60 
PE3462-60 60" 60.35 56.13 51.90 48.28 
PE3462-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, PE-047SR (.047” BARE COPPER) 
Model No. Length _ 1-24 25-49 50-99 100 + 
PE34177-12 12% $50.70 $47.15 $43.60 $40.56 
PE34177-24 24" 54.05 50.27 46.48 43.24 
PE34177-36 36" 57.35 53.34 49.32 45.88 
PE34177-48 48" 60.70 56.45 52.20 48.56 
PE34177-60 60" 64.05 59.57 55.08 51.24 
PE34177-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, PE-SRO47AL (.047” TINNED ALUMINUM) 


Model No. Length 1-24 25-49 50-99 100 + 
PE34168-12 12" $56.80 $52.82 $48.85 $45.44 
PE34168-24 24" 60.15 55.94 51.73 48.12 
PE34168-36 36" 63.50 59.06 54.61 50.80 
PE34168-48 48” 66.80 62.12 57.45 53.44 
PE34168-60 60" 70.15 65.24 60.33 56.12 
PE34168-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, PE-SRO47FL (.047” RE-SHAPEABLE) 


Model No. Length 1-24 25-49 50-99 100 + 
PE34173-12 12" $56.80 $52.82 $48.85 $45.44 
PE34173-24 24" 60.15 55.94 51.73 48.12 
PE34173-36 36" 63.50 59.06 54.61 50.80 
PE34173-48 48" 66.80 62.12 57.45 53.44 
PE34173-60 60" 70.15 65.24 60.33 56.12 
PE34173-XX Any Same-Day Shipment / Call for Pricing 


BNC MALE TO BNC MALE 


50 OHM, RG405/U (.085” BARE COPPER) 


Model No. Length 1-24 25-49 50-99 100 + 
PE3678-12 128 $43.35 $40.32 $37.28 $34.68 
PE3678-24 24" 46.65 43.38 40.12 37332 
PE3678-36 36" 50.00 46.50 43.00 40.00 
PE3678-48 48" 53.35 49.62 45.88 42.68 
PE3678-60 60" 56.70 52.73 48.76 45.36 
PE3678-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, PE-SR405AL (.085” TINNED ALUMINUM) 
Model No. Length 1-24 25-49 50-99 100 + 
PE34162-12 125 $48.25 $44.87 $41.50 $38.60 
PE34162-24 24" 51.55 47.94 44.33 41.24 
PE34162-36 36" 54.90 51.06 47.21 43.92 
PE34162-48 48" 58.25 54.17 50.10 46.60 
PE34162-60 60" 61.60 57.29 52.98 49.28 
PE34162-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, PE-SR405FL (.085” RE-SHAPEABLE) 
Model No. Length 1-24 25-49 50-99 100 + 
PE3776-12 12% $48.25 $44.87 $41.50 $38.60 
PE3776-24 24" 5155 47.94 44.33 41.24 
PE3776-36 36" 54.90 51.06 47.21 43.92 
PE3776-48 48" 58.25 54.17 50.10 46.60 
PE3776-60 60" 61.60 57.29 52.98 49.28 
PE3776-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG401/U (.250” BARE COPPER) 
Model No. Length 1-24 25-49 50-99 100 + 
PE34170-12 123 $64.60 $60.08 $55.56 $51.68 
PE34170-24 24" 71.30 66.31 61.32 57.04 
PE34170-36 36" 77.95 72.49 67.04 62.36 
PE34170-48 48" 84.65 78.72 72.80 67.72 
PE34170-60 60" 91.30 84.91 78.52 73.04 
PE34170-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, PE-SR401AL (.250” TINNED ALUMINUM) 
Model No. Length 1-24 25-49 50-99 100 + 
PE34175-12 12" $70.75 $65.80 $60.85 $56.60 
PE34175-24 24" 77.40 71.98 66.56 61.92 
PE34175-36 36" 84.10 78.21 72.33 67.28 
PE34175-48 48" 90.80 84.44 78.09 72.64 
PE34175-60 60" 97.45 90.63 83.81 77.96 
PE34175-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, PE-SR401FL (.250” RE-SHAPEABLE) 
Model No. Length 1-24 25-49 50-99 100 + 
PE34166-12 12" $70.75 $65.80 $60.85 $56.60 
PE34166-24 24" 77.40 71.98 66.56 61.92 
PE34166-36 36" 84.10 78.21 fes33 67.28 
PE34166-48 48" 90.80 84.44 78.09 72.64 
PE34166-60 60" 97.45 90.63 83.81 77.96 
PE34166-XX Any Same-Day Shipment / Call for Pricing 


**ROHS COMPLIANT & CUSTOM-LENGTH CABLE ASSEMBLIES MAY BE ORDERED ON OUR WEBSITE.** 
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52 OHM, RG8A/U COAX 50 OHM, RG188-DS COAX, DOUBLE SHIELDED 


Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE3327-12 12" $40.45 $37.62 $34.79 $32.36 PE3330-12 12" $41.65 $38.73 $35.82 $33.32 
PE3327-24 24" 41.35 38.46 35.56 33.08 PE3330-24 24" 43.90 40.83 37.75 35.12 
PE3327-36 36" 42.30 39.34 36.38 33.84 PE3330-36 36" 46.10 42.87 39.65 36.88 
PE3327-48 48" 43.25 40.22 37.20 34.60 PE3330-48 48" 48.35 44.97 41.58 38.68 
PE3327-60 60" 44.20 41.11 38.01 35.36 PE3330-60 60" 50.55 47.01 43.47 40.44 
PE3327-XX Any Same-Day Shipment / Call for Pricing PE3330-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG58C/U COAX 50 OHM, RG213/U COAX 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE3020-12 12" $23.30 $21.67 $20.04 $18.64 PE3355-12 12" $40.45 $37.62 $34.79 $32.36 
PE3020-24 24" 23.65 21.99 20.34 18.92 PE3355-24 24° 41.35 38.46 35.56 33.08 
PE3020-36 36" 24.05 22.37 20.68 19.24 PE3355-36 36" 42.30 39.34 36.38 33.84 
PE3020-48 48" 24.40 22.69 20.98 19.52 PE3355-48 48" 43.25 40.22 37.20 34.60 
PE3020-60 60" 24.80 23.06 21.33 19.84 PE3355-60 60" 44.20 41.11 38.01 35.36 
PE3020-XX Any Same-Day Shipment / Call for Pricing PE3355-XX Any Same-Day Shipment / Call for Pricing 
75 OHM, RG59B/U COAX 50 OHM, RG214/U COAX, DOUBLE SHIELDED 
Model No. _ Length 1-24 _ 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE3508-12 2" $25.75 $23.95 $22.15 $20.60 PE3325-12 12” $41.65 $38.73 $35.82 $33.32 
PE3508-24 24" 26.10 24.27 22.45 20.88 PE3325-24 24" 45.00 41.85 38.70 36.00 
PE3508-36 36" 26.50 24.65 22.79 21.20 PE3325-36 36" 48.35 44.97 41.58 38.68 
PE3508-48 48" 26.85 24.97 23.09 21.48 PE3325-48 48" 51.65 48.03 44.42 41.32 
PE3508-60 60" 27.20 25.30 23.39 21.76 PE3325-60 60" 55.05 51.20 47.34 44.04 
PE3508-XX Any Same-Day Shipment / Call for Pricing PE3325-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG142B/U COAX, DOUBLE SHIELDED 50 OHM, RG223/U COAX, DOUBLE SHIELDED 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE3082-12 12" $30.65 $28.50 $26.36 $24.52 PE3689-12 lor $29.40 $27.34 $25.28 $23.52 
PE3082-24 24" 33.10 30.78 28.47 26.48 PE3689-24 24" 30.65 28.50 26.36 24.52 
PE3082-36 36" 35.50 33.02 30.53 28.40 PE3689-36 36" 31.85 29.62 27.39 25.48 
PE3082-48 48" 38.00 35.34 32.68 30.40 PE3689-48 48" 33.10 30.78 28.47 26.48 
PE3082-60 60" 40.45 37.62 34.79 32.36 PE3689-60 60" 34.30 31.90 29.50 27.44 
PE3082-XX Any Same-Day Shipment / Call for Pricing PE3689-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG174A/U COAX 50 OHM, RG316/U COAX 
Model No.  _—siLength 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE3460-12 12" $31.85 $29.62 $27.39 $25.48 PE3332-12 12" $33.10 $30.78 $28.47 $26.48 
PE3460-24 24" 32.10 29.85 27.61 25.68 PE3332-24 24" 34.00 31.62 29.24 27.20 
PE3460-36 36" 32.35 30.09 27.82 25.88 PE3332-36 36" 34.85 32.41 29.97 27.88 
PE3460-48 48" 32.55 30.27 27.99 26.04 PE3332-48 48" 35.75 33.25 30.75 28.60 
PE3460-60 60" 32.85 30.55 28.25 26.28 PE3332-60 60" 36.65 34.08 31.52 29.32 
PE3460-XX Any Same-Day Shipment / Call for Pricing PE3332-XX Any Same-Day Shipment / Call for Pricing 
75 OHM, RG179B/U COAX 50 OHM, RG316-DS COAX, DOUBLE SHIELDED 
Model No. Length 1-24  —25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE3054-12 12" $33.10 $30.78 $28.47 $26.48 PE3358-12 12° $41.65 $38.73 $35.82 $33.32 
PE3054-24 24" 34.00 31.62 29.24 27.20 PE3358-24 24" 43.90 40.83 37.75 SDake 
PE3054-36 36" 34.85 32.41 29.97 27.88 PE3358-36 36" 46.10 42.87 39.65 36.88 
PE3054-48 48" 35.75 33.25 30.75 28.60 PE3358-48 48" 48.35 44.97 41.58 38.68 
PE3054-60 60" 36.65 34.08 31.52 29.32 PE3358-60 60" 50.55 47.01 43.47 40.44 
PE3054-XX Any Same-Day Shipment / Call for Pricing PE3358-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG188A/U COAX 50 OHM, RG400/U COAX, DOUBLE SHIELDED 
Model No. _ _Length _—s1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE3113-12 12" $33.10 $30.78 $28.47 $26.48 PE3116-12 12%. $30.65 $28.50 $26.36 $24.52 
PE3113-24 24" 34.00 31.62 29.24 27.20 PE3116-24 24" 33.10 30.78 28.47 26.48 
PE3113-36 36" 34.85 32.41 29.97 27.88 PE3116-36 36" 35.50 33.02 30.53 28.40 
PE3113-48 48" 35.75 33.25 30.75 28.60 PE3116-48 48" 38.00 35.34 32.68 30.40 
PE3113-60 60" 36.65 34.08 31.52 29.32 PE3116-60 60" 40.45 37.62 34.79 32.36 
PE3113-XX Any Same-Day Shipment / Call for Pricing PE3116-XX Any Same-Day Shipment / Call for Pricing 


**ROHS COMPLIANT & CUSTOM-LENGTH CABLE ASSEMBLIES MAY BE ORDERED ON OUR WEBSITE.** 


40 All Products Available Online! www.pasternack.com _ Free Ground Freight 
Toll-Free: 866-PASTERNACK (866-727-8376) | Phone: 949-261-1920 Fax: 949-261-7451 Same-Day Shipping 


BNC MALE RIGHT ANGLE TO BNC MALE RIGHT ANGLE 


52 OHM, RG8A/U COAX 50 OHM, RG188-DS COAX, DOUBLE SHIELDED 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE3378-12 12e $49.00 $45.57 $42.14 $39.20 PE3381-12 127 $45.35 $42.18 $39.00 $36.28 
PE3378-24 24" 49.95 46.45 42.96 39.96 PE3381-24 24" 47.55 44.22 40.89 38.04 
PE3378-36 36" 50.90 47.34 43.77 40.72 PE3381-36 36" 49.80 46.31 42.83 39.84 
PE3378-48 48" 51.80 48.17 44.55 41.44 PE3381-48 48" 52.00 48.36 44.72 41.60 
PE3378-60 60" 52.75 49.06 45.37 42.20 PE3381-60 60" 54.25 50.45 46.66 43.40 
PE3378-XX Any Same-Day Shipment / Call for Pricing PE3381-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG58C/U COAX 50 OHM, RG213/U COAX 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE3025-12 12" $31.85 $29.62 $27.39 $25.48 PE3384-12 12" $49.00 $45.57 $42.14 $39.20 
PE3025-24 24" 32.20 29.95 27.69 25.76 PE3384-24 24" 49.95 46.45 42.96 39.96 
PE3025-36 36" 32.60 30.32 28.04 26.08 PE3384-36 36" 50.90 47.34 43.77 40.72 
PE3025-48 48" 33.00 30.69 28.38 26.40 PE3384-48 48" 51.80 48.17 44.55 41.44 
PE3025-60 60" 33.40 31.06 28.72 26.72 PE3384-60 60" 52.75 49.06 45.37 42.20 
PE3025-XX Any Same-Day Shipment / Call for Pricing PE3384-XX Any Same-Day Shipment / Call for Pricing 
75 OHM, RG59B/U COAX 50 OHM, RG214/U COAX, DOUBLE SHIELDED 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE3935-12 12" $34.30 $31.90 $29.50 $27.44 PE3370-12 122 $49.00 $45.57 $42.14 $39.20 
PE3935-24 24" 34.70 Yeap ai / 29.84 27.76 PE3370-24 24" 52.35 48.69 45.02 41.88 
PE3935-36 36" 35.05 32.60 30.14 28.04 PE3370-36 36" 55.70 51.80 47.90 44.56 
PE3935-48 48" 35.45 32.97 30.49 28.36 PE3370-48 48" 59.05 54.92 50.78 47.24 
PE3935-60 60" 35.80 33.29 30.79 28.64 PE3370-60 60" 62.35 57.99 53.62 49.88 
PE3935-XX Any Same-Day Shipment / Call for Pricing PE3370-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG142B/U COAX, DOUBLE SHIELDED 50 OHM, RG223/U COAX, DOUBLE SHIELDED 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE3044-12 125 $38.00 $35.34 $32.68 $30.40 PE3816-12 12% $36.75 $34.18 $31.61 $29.40 
PE3044-24 24" 40.45 37.62 34.79 32.36 PE3816-24 24" 38.00 35.34 32.68 30.40 
PE3044-36 36" 42.85 39.85 36.85 34.28 PE3816-36 36" 39.20 36.46 ES ay il 31.36 
PE3044-48 48" 45.35 42.18 39.00 36.28 PE3816-48 48" 40.45 37.62 34.79 32.36 
PE3044-60 60" 47.75 44.41 41.07 38.20 PE3816-60 60" 41.65 38.73 35.82 33.32 
PE3044-XX Any Same-Day Shipment / Call for Pricing PE3816-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG174A/U COAX 50 OHM, RG316/U COAX 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE3373-12 12" $41.65 $38.73 $35.82 $33.32 PE3842-12 12" $40.45 $37.62 $34.79 $32.36 
PE3373-24 24" 41.90 38.97 36.03 33.52 PE3842-24 24" 41.30 38.41 35.52 33.04 
PE3373-36 36" 42.15 39.20 36.25 33.72 PE3842-36 36" 42.20 39.25 36.29 33.76 
PE3373-48 48" 42.35 39.39 36.42 33.88 PE3842-48 48” 43.15 40.13 37.11 34.52 
PE3373-60 60" 42.60 39.62 36.64 34.08 PE3842-60 60" 44.00 40.92 37.84 35.20 
PE3373-XX Any Same-Day Shipment / Call for Pricing PE3842-XX Any Same-Day Shipment / Call for Pricing 
75 OHM, RG179B/U COAX 50 OHM, RG316-DS COAX, DOUBLE SHIELDED 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE3366-12 12" $40.45 $37.62 $34.79 $32.36 PE3389-12 iZa $45.35 $42.18 $39.00 $36.28 
PE3366-24 24" 41.30 38.41 35.52 33.04 PE3389-24 24" 47.55 44.22 40.89 38.04 
PE3366-36 36" 42.20 39.25 36.29 33.76 PE3389-36 36" 49.80 46.31 42.83 39.84 
PE3366-48 48" 43.15 40.13 37.11 34.52 PE3389-48 48" 52.00 48.36 44.72 41.60 
PE3366-60 60" 44.00 40.92 37.84 35.20 PE3389-60 60" 54.25 50.45 46.66 43.40 
PE3366-XX Any Same-Day Shipment / Call for Pricing PE3389-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG188A/U COAX 50 OHM, RG400/U COAX, DOUBLE SHIELDED 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE3351-12 125 $40.45 $37.62 $34.79 $32.36 PE3458-12 128 $38.00 $35.34 $32.68 $30.40 
PE3351-24 24" 41.30 38.41 35,52 33.04 PE3458-24 24" 40.45 37.62 34.79 32.36 
PE3351-36 36" 42.20 39.25 36.29 33.76 PE3458-36 36" 42.85 39.85 36.85 34.28 
PE3351-48 48" 43.15 40.13 3714 34.52 PE3458-48 48" 45.35 42.18 39.00 36.28 
PE3351-60 60" 44.00 40.92 37.84 35.20 PE3458-60 60" 47.75 44.41 41.07 38.20 
PE3351-XX Any Same-Day Shipment / Call for Pricing PE3458-XX Any Same-Day Shipment / Call for Pricing 


**ROHS COMPLIANT & CUSTOM-LENGTH CABLE ASSEMBLIES MAY BE ORDERED ON OUR WEBSITE. ** 
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BNC MALE TO BNC FEMALE 


ALL CABLE ASSEMBLIES ON THIS PAGE UTILIZE STANDARD 50 OHM INTERFACE CONNECTORS 


52 OHM, RG8A/U COAX 75 OHM, RG179B/U COAX 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE3360-12 ize $34.30 $31.90 $29.50 $27.44 PE3354-12 12" $24.50 $22.79 $21.07 $19.60 
PE3360-24 24" 35.25 32.78 30.32 28.20 PE3354-24 24" 25.40 23.62 21.84 20.32 
PE3360-36 36" 36.15 33.62 31.09 28.92 PE3354-36 36" 26.30 24.46 22.62 21.04 
PE3360-48 48" 37.10 34.50 31.91 29.68 PE3354-48 48" 27.15 25.25 23.35 21.72 
PE3360-60 60" 38.05 35.39 32.72 30.44 PE3354-60 60" 28.10 26.13 24.17 22.48 
PE3360-XX Any Same-Day Shipment / Call for Pricing PE3354-XX Any Same-Day Shipment / Call for Pricing 
53.5 OHM, RG55B/U COAX, DOUBLE SHIELDED 50 OHM, RG188A/U COAX 
Model No. Length 1-24 25-49 50-99 100 + Model No. __Length 1-24 25-49 50-99 100 + 
PE3375-12 12% $22.05 $20.51 $18.96 $17.64 PE3901-12 125 $24.50 $22.79 $21.07 $19.60 
PE3375-24 24" 22.75 21.16 19.57 18.20 PE3901-24 24" 25.40 23.62 21.84 20.32 
PE3375-36 36" 23.40 21.76 20.12 18.72 PE3901-36 36" 26.30 24.46 22.62 21.04 
PE3375-48 48" 24.05 22.37 20.68 19.24 PE3901-48 48" 27.15 25.25 23.35 21.72 
PE3375-60 60" 24.75 23.02 21.29 19.80 PE3901-60 60" 28.10 26.13 24.17 22.48 
PE3375-XX Any Same-Day Shipment / Call for Pricing PE3901-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG58C/U COAX 50 OHM, RG213/U COAX 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE3047-12 12" $17.15 $15.95 $14.75 $13.72 PE3949-12 12% $34.30 $31.90 $29.50 $27.44 
PE3047-24 24" 17.50 16.28 15.05 14.00 PE3949-24 24" 35.25 32.78 30.32 , 28.20 
PE3047-36 36" 17.95 16.69 15.44 14.36 PE3949-36 36" 36.15 33.62 31.09 28.92 
PE3047-48 48" 18.30 17.02 15.74 14.64 PE3949-48 48" 37.10 34.50 31.91 29.68 
PE3047-60 60" 18.70 17.39 16.08 14.96 PE3949-60 60” 38.05 35.39 32.72 30.44 
PE3047-XX Any Same-Day Shipment / Call for Pricing PE3949-XX Any Same-Day Shipment / Call for Pricing 
75 OHM, RG59B/U COAX 50 OHM, RG214/U COAX, DOUBLE SHIELDED 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE3792-12 12° $19.60 $18.23 $16.86 $15.68 PE3371-12 12 $39.20 $36.46 $33.71 $31.36 
PE3792-24 24" 20.00 18.60 17.20 16.00 PE3371-24 24" 42.50 39.53 36.55 34.00 
PE3792-36 36" 20.35 18.93 17.50 16.28 PE3371-36 36" 45.90 42.69 39.47 36.72 
PE3792-48 48" 20.75 19.30 17.85 16.60 PE3371-48 48" 49.25 45.80 42.36 39.40 
PE3792-60 60" 21.10 19.62 18.15 16.88 PE3371-60 60" 52.55 48.87 45.19 42.04 
PE3792-XX Any Same-Day Shipment / Call for Pricing PE3371-XX Any Same-Day Shipment / Call for Pricing 
93 OHM, RG62A/U COAX 50 OHM, RG223/U COAX, DOUBLE SHIELDED 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE3368-12 12" $19.60 $18.23 $16.86 $15.68 PE3606-12 12" $22.05 $20.51 $18.96 $17.64 
PE3368-24 24" 20.00 18.60 17.20 16.00 PE3606-24 24" 23.30 21.67 20.04 18.64 
PE3368-36 36" 20.35 18.93 17.50 16.28 PE3606-36 36" 24.50 22.79 21.07 19.60 
PE3368-48 48" 20.75 19.30 17.85 16.60 PE3606-48 48" 25.75 23.95 22.15 20.60 
PE3368-60 60" 21.10 19.62 18.15 16.88 PE3606-60 60" 26.95 25.06 23.18 21.56 
PE3368-XX Any Same-Day Shipment / Call for Pricing PE3606-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG142B/U COAX, DOUBLE SHIELDED 50 OHM, RG316/U COAX 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE3777-12 12" $24.50 $22.79 $21.07 $19.60 PE3079-12 12" $24.50 $22.79 $21.07 $19.60 
PE3777-24 24" 26.95 25.06 23.18 21.56 PE3079-24 24" 25.40 23.62 21.84 20.32 
PE3777-36 36" 29.40 27.34 25.28 23.52 PE3079-36 36" 26.30 24.46 22.62 21.04 
PE3777-48 48" 31.85 29.62 27.39 25.48 PE3079-48 48" 27.15 25.25 23.35 21.72 
PE3777-60 60" 34.30 31.90 29.50 27.44 PE3079-60 60" 28.10 26.13 24.17 22.48 
PE3777-XX Any Same-Day Shipment / Call for Pricing PE3079-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG174A/U COAX 50 OHM, RG400/U COAX, DOUBLE SHIELDED 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE3674-12 12s $25.75 $23.95 $22.15 $20.60 PE3627-12 12% $24.50 $22.79 $21.07 $19.60 
PE3674-24 24" 25.95 24.13 22732 20.76 PE3627-24 24" 26.95 25.06 23.18 21.56 
PE3674-36 36" 26.20 24.37 22.53 20.96 PE3627-36 36" 29.40 27.34 25.28 23.52 
PE3674-48 48" 26.45 24.60 22.75 21.16 PE3627-48 48" 31.85 29.62 27.39 25.48 
PE3674-60 60" 26.70 24.83 22.96 21.36 PE3627-60 60" 34.30 31.90 29.50 27.44 
PE3674-XX Any Same-Day Shipment / Call for Pricing PE3627-XX Any Same-Day Shipment / Call for Pricing 


**ROHS COMPLIANT & CUSTOM-LENGTH CABLE ASSEMBLIES MAY BE ORDERED ON OUR WEBSITE.** 


Free Ground Freight 
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Same-Day Shipping 


Toll-Free: 866-PASTERNACK (866-727-8376) Phone: 949-261-1920 Fax: 949-261-7451 


USE MOUNTING HOLE B06 ON PAGE 253 
ALL CABLE ASSEMBLIES ON THIS PAGE UTILIZE STANDARD 50 OHM INTERFACE CONNECTORS 


52 OHM, RG8A/U COAX 
Model No. Length 1-24 25-49 50-99 100 + 
PE3440-12 12" $40.45 $37.62 $34.79 $32.36 
PE3440-24 24" 41.35 38.46 35.56 33.08 
PE3440-36 36" 42.30 39.34 36.38 33.84 
PE3440-48 48" 43.25 40.22 37.20 34.60 
PE3440-60 60" 44.20 41.11 38.01 35.36 
PE3440-XX Any Same-Day Shipment / Call for Pricing 

50 OHM, RG58C/U COAX 
Model No. Length 1-24 25-49 50-99 100 + 
PE3649-12 12 $23.30 $21.67 $20.04 $18.64 
PE3649-24 24" 23.65 21.99 20.34 18.92 
PE3649-36 36" 24.05 22.37 20.68 19.24 
PE3649-48 48" 24.40 22.69 20.98 19.52 
PE3649-60 60" 24.80 23.06 Alas 19.84 
PE3649-XX Any Same-Day Shipment / Call for Pricing 

75 OHM, RG59B/U COAX 
Model No. Length 1-24 25-49 50-99 100 + 
PE3103-12 12° $24.50 $22.79 $21.07 $19.60 
PE3103-24 24" 24.90 23.16 21.41 19.92 
PE3103-36 36" 25.25 23.48 21.72 20.20 
PE3103-48 48" 25.65 23.85 22.06 20.52 
PE3103-60 60" 26.00 24.18 22.36 20.80 
PE3103-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, RG142B/U COAX, DOUBLE SHIELDED 


Model No. Length 1-24 25-49 50-99 100 + 
PE3436-12 12? $30.65 $28.50 $26.36 $24.52 
PE3436-24 24" 33.10 30.78 28.47 26.48 
PE3436-36 36" 35.50 33.02 30.53 28.40 
PE3436-48 48" 38.00 35.34 32.68 30.40 
PE3436-60 60" 40.45 37.62 34.79 32.36 
PE3436-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG174A/U COAX 
Model No. Length 1-24 25-49 50-99 100 + 
PE3431-12 127 $31.85 $29.62 $27.39 $25.48 
PE3431-24 24" 32.10 29.85 27.61 25.68 
PE3431-36 36" 32.35 30.09 27.82 25.88 
PE3431-48 438" 32.05 30.27 27.99 26.04 
PE3431-60 60" 32.85 30.55 28.25 26.28 
PE3431-XX Any Same-Day Shipment / Call for Pricing 
75 OHM, RG179B/U COAX 
Model No. . Length 1-24 25-49 50-99 100 + 
PE3413-12 122 $31.85 $29.62 $27.39 $25.48 
PE3413-24 24" Se.75 30.46 28.17 26.20 
PE3413-36 36" 33.65 31.29 28.94 26.92 
PE3413-48 48" 34.55 32.13 29.71 27.64 
PE3413-60 60" 35.40 32.92 30.44 28.32 
PE3413-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG188A/U COAX 
Model No. Length 1-24 25-49 50-99 100 + 
PE3442-12 12° $31.85 $29.62 $27.39 $25.48 
PE3442-24 24" 32:75 30.46 28.17 26.20 
PE3442-36 36" 33.65 31.29 28.94 26.92 
PE3442-48 48" 34.55 32.13 29.71 27.64 
PE3442-60 60" 35.40 32.92 30.44 28.32 
PE3442-XX Any Same-Day Shipment / Call for Pricing 


Free Ground Freight 
Same-Day Shipping 


50 OHM, RG188-DS COAX, DOUBLE SHIELDED 


Model No. Length 1-24 25-49 50-99 100 + 
PE3446-12 125 $41.65 $38.73 $35.82 $33.32 
PE3446-24 24" 43.90 40.83 37.75 35.12 
PE3446-36 36" 46.10 42.87 39.65 36.88 
PE3446-48 48" 48.35 44.97 41.58 38.68 
PE3446-60 60" 50.55 47.01 43.47 40.44 
PE3446-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG213/U COAX 
Model No. Length 1-24 25-49 50-99 100 + 
PE3450-12 ize $40.45 $37.62 $34.79 $32.36 
PE3450-24 24" 41.35 38.46 35.56 33.08 
PE3450-36 36" 42.30 39.34 36.38 33.84 
PE3450-48 48" 43.25 40.22 37.20 34.60 
PE3450-60 60" 44.20 41.11 38.01 35.36 
PE3450-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG214/U COAX, DOUBLE SHIELDED 
Model No. Length 1-24 25-49 50-99 100 + 
PE3427-12 12" $51.45 $47.85 $44.25 $41.16 
PE3427-24 24" 54.80 50.96 47.13 43.84 
PE3427-36 36" 58.15 54.08 50.01 46.52 
PE3427-48 48" 61.45 57.15 52.85 49.16 
PE3427-60 60" 64.85 60.31 55.77 51.88 
PE3427-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG223/U COAX, DOUBLE SHIELDED 
Model No. Length 1-24 25-49 50-99 100 + 
PE3557-12 le $28.20 $26.23 $24.25 $22.56 
PE3557-24 24" 29.40 27.34 25.28 23.52 
PE3557-36 36" 30.65 28.50 26.36 24.52 
PE3557-48 48" 31.85 29.62 27.39 25.48 
PE3557-60 60" 33.10 30.78 28.47 26.48 
PE3557-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG316/U COAX 
Model No. Length 1-24 25-49 50-99 100 + 
PE3854-12 12% $31.85 $29.62 $27.39 $25.48 
PE3854-24 24" 32.75 30.46 28.17 26.20 
PE3854-36 36" 33.65 31.29 28.94 26.92 
PE3854-48 48" 34.55 32.13 29.71 27.64 
PE3854-60 60" 35.40 32.92 30.44 28.32 
PE3854-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG316-DS COAX, DOUBLE SHIELDED 
Model No. Length 1-24 25-49 50-99 100 + 
PE3454-12 128 $41.65 $38.73 $35.82 $33.32 
PE3454-24 24" 43.90 40.83 37.75 a ial? 
PE3454-36 36" 46.10 42.87 39.65 36.88 
PE3454-48 48" 48.35 44.97 41.58 38.68 
PE3454-60 60" 50.55 47.01 43.47 40.44 
PE3454-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG400/U COAX, DOUBLE SHIELDED 
Model No. Length 1-24 25-49 50-99 100 + 
PE3423-12 12s $30.65 $28.50 $26.36 $24.52 
PE3423-24 24" 33.10 30.78 28.47 26.48 
PE3423-36 36" 35.50 33.02 30.53 28.40 
PE3423-48 48" 38.00 35.34 32.68 30.40 
PE3423-60 60" 40.45 37.62 34.79 32.36 
PE3423-XX Any Same-Day Shipment / Call for Pricing 


**ROHS COMPLIANT & CUSTOM-LENGTH CABLE ASSEMBLIES MAY BE ORDERED ON OUR WEBSITE. ** 
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Phone: 949-261-1920 Fax: 949-261-7451 


ALL CABLE ASSEMBLIES ON THIS PAGE UTILIZE STANDARD 50 OHM INTERFACE CONNECTORS 


50 OHM, RG58C/U COAX 
Model No. Length 1-24 25-49 50-99 100 + 
PE3052-12 12% $18.40 $17.11 $15.82 $14.72 
PE3052-24 24" 18.75 17.44 16.13 15.00 
PE3052-36 36" 19.15 17.81 16.47 15.32 
PE3052-48 48" 19.50 18.14 16.77 15.60 
PE3052-60 60" 19.90 18.51 17.11 15.92 
PE3052-XX Any Same-Day Shipment / Call for Pricing 

75 OHM, RG59B/U COAX 
Model No. Length 1-24 25-49 50-99 100 + 
PE3675-12 12" $22.05 $20.51 $18.96 $17.64 
PE3675-24 24" 22.40 20.83 19.26 17.92 
PE3675-36 36" 22.85 21.25 19.65 18.28 
PE3675-48 48" 23.20 21.58 19.95 18.56 
PE3675-60 60" 23.60 21.95 20.30 18.88 
PE3675-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, RG142B/U COAX, DOUBLE SHIELDED 


Model No. Length 1-24 25-49 50-99 100 + 
PE3088-12 tz $26.95 $25.06 $23.18 $21.56 
PE3088-24 24" 29.40 27.34 25.28 23.52 
PE3088-36 36" 31.85 29.62 27.39 25.48 
PE3088-48 48" 34.30 31.90 29.50 27.44 
PE3088-60 60" 36.75 34.18 31.61 29.40 
PE3088-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG174A/U COAX 
Model No. Length 1-24 25-49 50-99 100 + 
PE3604-12 mph $26.95 $25.06 $23.18 $21.56 
PE3604-24 24" 27.20 25.30 23.39 21.76 
PE3604-36 36" 27.40 25.48 23.56 21.92 
PE3604-48 48" 27.65 25.71 23.78 2eele 
PE3604-60 60" 27.95 25.99 24.04 22.36 
PE3604-XX Any Same-Day Shipment / Call for Pricing 


ALLIGATOR CLIPS TO BANANA PLUG 


50 OHM, RG58C/U COAX 
Model No. Length 1-24 25-49 50-99 100 + 
PE3502-12 125 $19.60 $18.23 $16.86 $15.68 
PE3502-24 24" 20.00 18.60 17.20 16.00 
PE3502-36 36" 20.35 18.93 17.50 16.28 
PE3502-48 48" 20.75 19.30 17.85 16.60 
PE3502-60 60" 21.10 19.62 18.15 16.88 
PE3502-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, RG223/U COAX, DOUBLE SHIELDED 


Model No. Length 1-24 25-49 50-99 100 + 
PE3164-12 12" $22.05 $20.51 $18.96 $17.64 
PE3164-24 24" 23.30 21.67 20.04 18.64 
PE3164-36 36" 24.50 22.79 21.07 19.60 
PE3164-48 48" 25.75 23.95 22.15 20.60 
PE3164-60 60" 26.95 25.06 23.18 21.56 
PE3164-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, RG188A/U COAX 
Model No. Length 1-24 25-49 50-99 100 + 
PE3094-12 125 $26.95 $25.06 $23.18 $21.56 
PE3094-24 24" 27.85 25.90 23.95 22.28 
PE3094-36 36" 28.75 26.74 24.73 23.00 
PE3094-48 48" 29.65 27.57 25.50 23.72 
PE3094-60 60" 30.50 28.37 26.23 24.40 
PE3094-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, RG214/U COAX, DOUBLE SHIELDED 


Model No. Length 1-24 25-49 50-99 100 + 
PE3953-12 12" $61.25 $56.96 $52.68 $49.00 
PE3953-24 24" 64.60 60.08 55.56 51.68 
PE3953-36 36" 67.90 63.15 58.39 54.32 
PE3953-48 48" 71.30 66.31 61.32 57.04 
PE3953-60 60" 74.65 69.42 64.20 59.72 
PE3953-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, RG223/U COAX, DOUBLE SHIELDED 


Model No. Length 1-24 25-49 50-99 100 + 
PE3364-12 12" $25.75 $23.95 $22.15 $20.60 
PE3364-24 24" 26.95 25.06 23.10 a0 Gee 
PE3364-36 36" 28.20 26.23 24.25 22.56 
PE3364-48 48" 29.40 27.34 25.28 Aaane 
PE3364-60 60" 30.65 28.50 26.36 24.52 
PE3364-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG316/U COAX 
Model No. Length 1-24 25-49 50-99 100 + 
PE3505-12 12" $26.95 $25.06 $23.18 $21.56 — 
PE3505-24 24" 27.85 25.90 23.95 22.28 
PE3505-36 36" 28.75 26.74 24.73 23.00 
PE3505-48 48" 29.65 27.57 25.50 23.72 
PE3505-60 60" 30.50 28.37 26.23 24.40 
PE3505-XX Any Same-Day Shipment / Call for Pricing 


UHF MALE TO BANANA PLUG 


Model No. Length 1-24 25-49 50-99 100 + 
PE3010-12 12" $18.40 $17.11 $15.82 $14.72 
PE3010-24 24" 18.75 17.44 16.13 15.00 
PE3010-36 36" 19.15 17.81 16.47 15.32 
PE3010-48 48" 19.50 18.14 16.77 15.60 
PE3010-60 60" 19.90 18.51 i744 15.92 
PE3010-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, RG223/U COAX, DOUBLE SHIELDED 


Model No. Length 1-24 25-49 50-99 100 + 
PE34244-12 125 $22.05 $20.51 $18.96 $17.64 
PE34244-24 24" 23.30 21.67 20.04 18.64 
PE34244-36 36" 24.50 22.79 21.07 19.60 
PE34244-48 48" 25.75 23.95 22.15 20.60 
PE34244-60 60" 26.95 25.06 23.18 21.56 
PE34244-XX Any Same-Day Shipment / Call for Pricing 


**ROHS COMPLIANT & CUSTOM-LENGTH CABLE ASSEMBLIES MAY BE ORDERED ON OUR WEBSITE.** 
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BNC MALE TO BANANA PLUG 


50 OHM, RG58C/U COAX 
Model No. Length 1-24 25-49 50-99 100 + 
PE3000-12 122 $17.15 $15.95 $14.75 $13.72 
PE3000-24 24" 17.50 16.28 15.05 14.00 
PE3000-36 36" 17.95 16.69 15.44 14.36 
PE3000-48 48" 18.30 17.02 15.74 14.64 
PE3000-60 60" 18.70 17.39 16.08 14.96 
PE3000-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG142B/U COAX, DOUBLE SHIELDED 
Model No. Length 1-24 25-49 50-99 100 + 
PE33440-12 12% $19.60 $18.23 $16.86 $15.68 
PE33440-24 24" 22.05 20.51 18.96 17.64 
PE33440-36 36" 24.50 22.79 21.07 19.60 
PE33440-48 48" 26.95 25.06 23.18 21.56 
PE33440-60 60" 29.40 27.34 25.28 23.52 
PE33440-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG174A/U COAX 
Model No. Length 1-24 25-49 50-99 100 + 
PE34593-12 12? $19.60 $18.23 $16.86 $15.68 
PE34593-24 24" 19.85 18.46 17.07 15.88 
PE34593-36 36" 20.10 18.69 17.29 16.08 
PE34593-48 48" 20.35 18.93 17.50 16.28 
PE34593-60 60" 20.60 19.16 iW Py ir2 16.48 
PE34593-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG223/U COAX, DOUBLE SHIELDED 
Model No. Length 1-24 25-49 50-99 100 + 
PE33442-12 L2ZP $19.60 $18.23 $16.86 $15.68 
PE33442-24 24" 20.80 19.34 17.89 16.64 
PE33442-36 36" 22.05 20.51 18.96 17.64 
PE33442-48 48" 23.30 21.67 20.04 18.64 
PE33442-60 60" 24.50 22.79 21.07 19.60 
PE33442-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG316/U COAX 
Model No. Length 1-24 25-49 50-99 100 + 
PE34597-12 12" $20.80 $19.34 $17.89 $16.64 
PE34597-24 24" 21.70 20.18 18.66 17.36 
PE34597-36 36" 22.60 21.02 19.44 18.08 
PE34597-48 48" 23.50 21.86 20.21 18.80 
PE34597-60 60" 24.40 22.69 20.98 19.52 
PE34597-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG316-DS COAX, DOUBLE SHIELDED 
Model No. Length 1-24 25-49 50-99 100 + 
PE34602-12 12" $22.05 $20.51 $18.96 $17.64 
PE34602-24 24" 24.30 22.60 20.90 19.44 
PE34602-36 36" 26.50 24.65 22.79 21.20 
PE34602-48 48" 28.75 26.74 24.73 23.00 
PE34602-60 60" 30.95 28.78 26.62 24.76 
PE34602-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG400/U COAX, DOUBLE SHIELDED 
Model No. Length 1-24 25-49 50-99 100 + 
PE33444-12 12" $19.60 $18.23 $16.86 $15.68 
PE33444-24 24" 22.05 20.51 18.96 17.64 
PE33444-36 36" 24.50 22.79 21.07 19.60 
PE33444-48 48" 26.95 25.06 23.18 21.56 
PE33444-60 60" 29.40 27.34 25.28 23.52 
PE33444-XX Any Same-Day Shipment / Call for Pricing 


BANANA PLUG TO BANANA PLUG 


50 OHM, RG58C/U COAX 
Model No. Length 1-24 25-49 50-99 100 + 
PE3005-12 12" $17.15 $15.95 $14.75 $13.72 
PE3005-24 24" 17.50 16.28 15.05 14.00 
PE3005-36 36" 17.95 16.69 15.44 14.36 
PE3005-48 48" 18.30 17.02 15.74 14.64 
PE3005-60 60" 18.70 17.39 16.08 14.96 
PE3005-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG142B/U COAX, DOUBLE SHIELDED 
Model No. Length 1-24 25-49 50-99 100 + 
PE33446-12 12? $19.60 $18.23 $16.86 $15.68 
PE33446-24 24" 22.05 20.51 18.96 17.64 
PE33446-36 36" 24.50 22.79 21.07 19.60 
PE33446-48 48" 26.95 25.06 23.18 21.56 
PE33446-60 60" 29.40 27.34 25.28 23.52 
PE33446-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG174A/U COAX 
Model No. Length 1-24 25-49 50-99 100 + 
PE34595-12 12e $19.60 $18.23 $16.86 $15.68 
PE34595-24 24e 19.85 18.46 17.07 15.88 
PE34595-36 36" 20.10 18.69 17.29 16.08 
PE34595-48 48" 20.35 18.93 17.50 16.28 
PE34595-60 60" 20.60 19.16 WAT 16.48 
PE34595-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG223/U COAX, DOUBLE SHIELDED 
Model No. Length 1-24 25-49 50-99 100 + 
PE33449-12 12e $19.60 $18.23 $16.86 $15.68 
PE33449-24 24" 20.80 19.34 17.89 16.64 
PE33449-36 36" 22.05 20.51 18.96 17.64 
PE33449-48 48" 23.30 21.67 20.04 18.64 
PE33449-60 60" 24.50 22.79 21.07 19.60 
PE33449-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG316/U COAX 
Model No. Length 1-24 25-49 50-99 100 + 
PE34600-12 125 $20.80 $19.34 $17.89 $16.64 
PE34600-24 24" 21.70 20.18 18.66 17.36 
PE34600-36 36" 22.60 21.02 19.44 18.08 
PE34600-48 48" 23.50 21.86 20.21 18.80 
PE34600-60 60" 24.40 22.69 20.98 19.52 
PE34600-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG316-DS COAX, DOUBLE SHIELDED 
Model No. Length 1-24 25-49 50-99 100 + 
PE34604-12 122 $22.05 $20.51 $18.96 $17.64 
PE34604-24 24" 24.30 22.60 20.90 19.44 
PE34604-36 36" 26.50 24.65 22.79 21.20 
PE34604-48 48" 28.75 26.74 24.73 23.00 
PE34604-60 60" 30.95 28.78 26.62 24.76 
PE34604-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG400/U COAX, DOUBLE SHIELDED 
Model No. Length 1-24 25-49 50-99 100 + 
PE33454-12 123 $19.60 $18.23 $16.86 $15.68 
PE33454-24 24" 22.05 20.51 18.96 17.64 
PE33454-36 36" 24.50 22.79 21.07 19.60 
PE33454-48 48" 26.95 25.06 23.18 21.56 
PE33454-60 60" 29.40 27.34 25.28 23.52 
PE33454-XX Any Same-Day Shipment / Call for Pricing 


**ROHS COMPLIANT & CUSTOM-LENGTH CABLE ASSEMBLIES MAY BE ORDERED ON OUR WEBSITE.** 
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Same-Day Shipping Toll-Free: 866-PASTERNACK (866-727-8376) Phone: 949-261-1920 Fax: 949-261-7451 


BNC MALE TO N MALE 
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52 OHM, RG8A/U COAX 50 OHM, RG214/U COAX, DOUBLE SHIELDED 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE3252-12 12" $35.50 $33.02 $30.53 $28.40 PE3097-12 128 $36.75 $34.18 $31.61 $29.40 
PE3252-24 24" 36.40 33.85 31.30 29.12 PE3097-24 24" 40.10 37.29 34.49 32.08 
PE3252-36 36" 37.30 34.69 32.08 29.84 PE3097-36 36" 43.45 40.41 37 a0 34.76 
PE3252-48 48" 38.25 LLY, 32.90 30.60 PE3097-48 48" 46.75 43.48 40.21 37.40 
PE3252-60 60" 39.10 36.36 33.63 31.28 PE3097-60 60" 50.15 46.64 43.13 40.12 
PE3252-XX Any Same-Day Shipment / Call for Pricing PE3097-XX Any Same-Day Shipment / Call for Pricing 
53.5 OHM, RG55B/U COAX, DOUBLE SHIELDED 50 OHM, RG223/U COAX, DOUBLE SHIELDED 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE3477-12 12" $24.50 $22.79 $21.07 $19.60 PE3476-12 128 $22.05 $20.51 $18.96 $17.64 
PE3477-24 24" 25.15 23.39 21.63 20.12 PE3476-24 24" 23.30 21.67 20.04 18.64 
PE3477-36 36" 25.85 24.04 22.23 20.68 PE3476-36 36" 24.50 22619 21.07 19.60 
PE3477-48 48" 26.50 24.65 22.79 21.20 PE3476-48 48" 25.75 23.95 22.15 20.60 
PE3477-60 60" 27.15 25.25 23.35 21572 PE3476-60 60" 26.95 25.06 23.18 21.56 
PE3477-XX Any Same-Day Shipment / Call for Pricing PE3476-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG58C/U COAX 50 OHM, RG316/U COAX 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE3042-12 12" $19.60 $18.23 $16.86 $15.68 PE3250-12 12k $33.10 $30.78 $28.47 $26.48 
PE3042-24 24" 20.00 18.60 17.20 16.00 PE3250-24 24" 34.00 31.62 29.24 + 27.20 
PE3042-36 36" 20.35 18.93 17.50 16.28 PE3250-36 36" 34.85 32.41 29.97 27.88 
PE3042-48 48" 20.75 19.30 17.85 16.60 PE3250-48 48" 35.75 33.25 30.75 28.60 
PE3042-60 60" 21.10 19.62 18.15 16.88 PE3250-60 60" 36.65 34.08 31.52 29.32 
PE3042-XX Any Same-Day Shipment / Call for Pricing PE3250-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG142B/U COAX, DOUBLE SHIELDED 50 OHM, RG316-DS COAX, DOUBLE SHIELDED 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE3061-12 123 $25.75 $23.95 $22.15 $20.60 PE3261-12 12" $37.90 $35.25 $32.59 $30.32 
PE3061-24 24" 28.20 26.23 24.25 22.56 PE3261-24 24" 40.10 37.29 34.49 32.08 
PE3061-36 36" 30.65 28.50 26.36 24.52 PE3261-36 36" 42.30 39.34 36.38 33.84 
PE3061-48 48" 33.10 30.78 28.47 26.48 PE3261-48 48" 44.55 41.43 38.31 35.64 
PE3061-60 60" 35.50 33.02 30.53 28.40 PE3261-60 60" 46.75 43.48 40.21 37.40 
PE3061-XX Any Same-Day Shipment / Call for Pricing PE3261-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG174A/U COAX 50 OHM, RG393/U COAX, DOUBLE SHIELDED 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE3246-12 12" $31.95 $29.71 $27.48 $25.56 PE3254-12 12" $61.25 $56.96 $52.68 $49.00 
PE3246-24 24" 32.20 29.95 27.69 25.76 PE3254-24 24" 69.05 64.22 59.38 55.24 
PE3246-36 36" 32.45 30.18 27.91 25.96 PE3254-36 36" 76.85 71.47 66.09 61.48 
PE3246-48 48" 32.70 30.41 28.12 26.16 PE3254-48 48" 84.65 78.72 72.80 67.72 
PE3246-60 60" 33.00 30.69 28.38 26.40 PE3254-60 60" 92.45 85.98 79.51 73.96 
PE3246-XX Any Same-Day Shipment / Call for Pricing PE3254-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG188A/U COAX 50 OHM, RG400/U COAX, DOUBLE SHIELDED 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE3248-12 127 $33.10 $30.78 $28.47 $26.48 PE3874-12 12% $25.75 $23.95 $22.15 $20.60 
PE3248-24 24" 34.00 31.62 29.24 27.20 PE3874-24 24" 28.20 26.23 24.25 22.56 
PE3248-36 36" 34.85 32.41 29.97 27.88 PE3874-36 36" 30.65 28.50 26.36 24.52 
PE3248-48 48" 35.75 33.25 30.75 28.60 PE3874-48 48" 33.10 30.78 28.47 26.48 
PE3248-60 60" 36.65 34.08 31.52 29.32 PE3874-60 60" 35.50 33.02 30.53 28.40 
PE3248-XX Any Same-Day Shipment / Call for Pricing PE3874-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG213/U COAX 50 OHM, PE-B3199, VERY LOW LOSS COAX 
| 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE3750-12 12" $35.50 $33.02 $30.53 $28.40 PE3256-12 125 $35.50 $33.02 $30.53 $28.40 
PE3750-24 24" 36.40 33.85 31.30 29.12 PE3256-24 24" 36.40 33.85 31.30 29.12 
PE3750-36 36" 37.30 34.69 32.08 29.84 PE3256-36 36" 37.30 34.69 32.08 29.84 
PE3750-48 48" 38.25 35.57 32.90 30.60 PE3256-48 48" 38.25 35.57 32.90 30.60 
PE3750-60 60" 39.10 36.36 33.63 31.28 PE3256-60 60" 39.10 36.36 33.63 31.28 
PE3750-XX Any Same-Day Shipment / Call for Pricing PE3256-XX Any Same-Day Shipment / Call for Pricing 


**ROHS COMPLIANT & CUSTOM-LENGTH CABLE ASSEMBLIES MAY BE ORDERED ON OUR WEBSITE.** 
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BNC MALE TO SMB PLUG BNC MALE TO SMC PLUG 


50 OHM, RG58C/U COAX 
Model No. Length 1-24 25-49 50-99 100 + Model No. _—siLength — 1-24 25-49 50-99 100 + 
PE3242-12 127. $31.85 $29.62 $27.39 $25.48 PE3244-12 12" $31.85 $29.62 $27.39 $25.48 
PE3242-24 24" 32.20 29.95 27.69 25.76 PE3244-24 24" 32.20 29.95 27.69 25.76 
PE3242-36 36" 32.60 30.32 28.04 26.08 PE3244-36 36" 32.60 30.32 28.04 26.08 
PE3242-48 438" 33.00 30.69 28.38 26.40 PE3244-48 48" 33.00 30.69 28.38 26.40 
PE3242-60 60" 33.40 31.06 28.72 26.72 PE3244-60 60" 33.40 31.06 28.72 26.72 
PE3242-XX Any Same-Day Shipment / Call for Pricing PE3244-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG142B/U COAX, DOUBLE SHIELDED 50 OHM, RG142B/U COAX, DOUBLE SHIELDED 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE3349-12 12s $30.65 $28.50 $26.36 $24.52 PE3240-12 12" $30.65 $28.50 $26.36 $24.52 
PE3349-24 24" 33.10 30.78 28.47 26.48 PE3240-24 24" 33.10 30.78 28.47 26.48 
PE3349-36 36" 35.50 33.02 30.53 28.40 PE3240-36 36" 35.50 33.02 30.53 28.40 
PE3349-48 48" 38.00 35.34 32.68 30.40 PE3240-48 48" 38.00 35.34 32.68 30.40 
PE3349-60 60" 40.45 37 .62 34.79 32.36 PE3240-60 60" 40.45 37.62 34.79 32.36 
PE3349-XX Any Same-Day Shipment / Call for Pricing PE3240-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG174A/U COAX 50 OHM, RG174A/U COAX 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE3672-12 12f $23.30 $21.67 $20.04 $18.64 PE3660-12 12s $23.30 $21.67 $20.04 $18.64 
PE3672-24 24" 23.55 21.90 20.25 18.84 PE3660-24 24" 23.55 21.90 20.25 18.84 
PE3672-36 36" 23.80 22.13 20.47 19.04 PE3660-36 36" 23.80 22.13 20.47 19.04 
PE3672-48 48" 24.00 22.32 20.64 19.20 PE3660-48 48" 24.00 22.32 20.64 19.20 
PE3672-60 60" 24.25 22.55 20.86 19.40 PE3660-60 60" 24.25 22.55 20.86 19.40 
PE3672-XX Any Same-Day Shipment / Call for Pricing PE3660-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG188A/U COAX 50 OHM, RG188A/U COAX 
Model No. Length 1-24 25-49 50-99 100 + Model No. ____ Length 1-24 25-49 50-99 100 + 
PE3671-12 12" $23.30 $21.67 $20.04 $18.64 PE3641-12 12" $23.30 $21.67 $20.04 $18.64 
PE3671-24 24" 24.20 22.51 20.81 19.36 PE3641-24 24" 24.20 22.51 20.81 19.36 
PE3671-36 36" 25.05 23.30 21.54 20.04 PE3641-36 36" 25.05 23.30 21.54 20.04 
PE3671-48 48" 25.95 24.13 22.32 20.76 PE3641-48 48" 25.95 24.13 22.32 20.76 
PE3671-60 60" 26.80 24.92 23.05 21.44 PE3641-60 60" 26.80 24.92 23.05 21.44 
PE3671-XX Any Same-Day Shipment / Call for Pricing PE3641-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG223/U COAX, DOUBLE SHIELDED 50 OHM, RG223/U COAX, DOUBLE SHIELDED 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE3236-12 12) $31.85 $29.62 $27.39 $25.48 PE3238-12 125 $31.85 $29.62 $27.39 $25.48 
PE3236-24 24" 33.10 30.78 28.47 26.48 PE3238-24 24" 33.10 30.78 28.47 26.48 
PE3236-36 36" 34.30 31.90 29.50 27.44 PE3238-36 36" 34.30 31.90 29.50 27.44 
PE3236-48 48" 35.50 33.02 30.53 28.40 PE3238-48 48" 35.50 33.02 30.53 28.40 
PE3236-60 60" 36.75 34.18 31.61 29.40 PE3238-60 60" 36.75 34.18 31.61 29.40 
PE3236-XX Any Same-Day Shipment / Call for Pricing PE3238-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG316/U COAX 50 OHM, RG316/U COAX 
Model No. Length 1-24 25-49 50-99 100 + Model No. _—_—sciLength 1-24 25-49 50-99 100 + 
PE3746-12 12" $23.30 $21.67 $20.04 $18.64 PE3849-12 12% $23.30 $21.67 $20.04 $18.64 
PE3746-24 24" 24.20 22.51 20.81 19.36 PE3849-24 24" 24.20 22.51 20.81 19.36 
PE3746-36 36" 25.05 23.30 21.54 20.04 PE3849-36 36" 25.05 23.30 21.54 20.04 
PE3746-48 48" 25.95 24.13 22.32 20.76 PE3849-48 48" 25.95 24.13 22332 20.76 
PE3746-60 60" 26.80 24.92 23.05 21.44 PE3849-60 60" 26.80 24.92 23.05 21.44 
PE3746-XX Any Same-Day Shipment / Call for Pricing PE3849-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG316-DS COAX, DOUBLE SHIELDED 50 OHM, RG316-DS COAX, DOUBLE SHIELDED 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE3530-12 126 $38.00 $35.34 $32.68 $30.40 PE3437-12 12" $38.00 $35.34 $32.68 $30.40 
PE3530-24 24" 40.20 37.39 34.57 32.16 PE3437-24 24" 40.20 37.39 34.57 32.16 
PE3530-36 36" 42.40 39.43 36.46 33.92 PE3437-36 36" 42.40 39.43 36.46 33.92 
PE3530-48 48" 44.65 41.52 38.40 B5a72 PE3437-48 48" 44.65 41.52 38.40 35.72 
' PE3530-60 60" 46.90 43.62 40.33 37.52 PE3437-60 60" 46.90 43.62 40.33 37.52 
PE3530-XX Any Same-Day Shipment / Call for Pricing PE3437-XX Any Same-Day Shipment / Call for Pricing 


**ROHS COMPLIANT & CUSTOM-LENGTH CABLE ASSEMBLIES MAY BE ORDERED ON OUR WEBSITE. ** 
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UHF MALE TO UHF MALE SMA MALE RIGHT ANGLE TO 
BNC MALE 


EX] 
eegececeee’ 


PTO 


OOOO 


COON 


52 OHM, RGBA/U COAX 50 OHM, RGS8C/U COAX 
Model No. Length 50-99 100 + Model No. Length 25-49 50-99 100 + 
PE3623-12 12% ora iss $25.28 $23.52 PE3850-12 a Pd a5 $35.53 $32.85 $30.56 
PE3623-24 24" 30.35 28.23 26.10 24.28 PE3850-24 24" 38.55 35.85 33.15 30.84 
PE3623-36 36" 31.25 29.06 26.88 25.00 PE3850-36 36" 38.95 36.22 33.50 31.16 
PE3623-48 48" 32.20 29.95 27.69 25.76 PE3850-48 48" 39.30 36.55 33.80 31.44 
PE3623-60 60" 33.15 30.83 28.51 26.52 PE3850-60 60" 39.70 36.92 34.14 31.76 
PE3623-XX Any Same-Day Shipment / Call for Pricing PE3850-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RGS8C/U COAX oe on 
Model No. Length 25-49 - + 
PE3015-12 120 sth) $17.11 $15.82 $14.72 Model No. od OHM, ipod peed COAX, DOUBLE SHIELDED 
Beenie iae + oe eer ae Peeve ar PE3780-12 12" eae are ats $32.36 
" . 7 ¥ PE3780-24 24" 42.85 39.85 36.85 34.28 
PE3015-48 48 19.50 18.14 L677 15.60 * 
" PE3780-36 36 45.35 42.18 39.00 36.28 
PE3015-60 60 19.90 18.51 17.11 15.92 PE3780-48 48" 47.75 44.41 41.07 38.20 
PE3015-XX Any Same-Day Shipment / Call for Pricing PE3780-60 60" 50.25 46.73 43.22 40.20 
PE3780-XX An Same-Day Shipment / Call for Pricin 
75 OHM, RG5S9B/U COAX : rea , 
Model No. Length 50-99 100 + 
PE3580-12 125 are Re $15.82 $14.72 
PE3580-24 24" 18.75 17.44 16.13 15.00 50 OHM, RG174A/0 COAX 
PE3580-36 36" 19.15 17.81 16.47 15.32 Model No. Length 50-99 100 + 
PE3580-48 48" 19.50 18.14 16.77 15.60 PE3886-12 12" roar a $32.77 $30.48 
PE3580-60 60" 19.90 18.51 17.11 15.92 PE3886-24 24" 38.35 35.67 32.98 30.68 
PE3580-XX Any Same-Day Shipment / Call for Pricing PE3886-36 36" 38.60 35.90 33.20 30.88 
PE3886-48 48" 38.85 36.13 33.41 31.08 
50 OHM, RG21 3/U COAX PE3886-60 60" 39.10 36.36 33.63 31.28 
Model No. Length 50-99 100 + PE3886-XX Any Same-Day Shipment / Call for Pricing 
PE3635-12 125 507d ORE $25.28 $23.52 
PE3635-24 24" 30.35 28.23 26.10 24.28 
PE3635-36 36" 31.25 29.06 26.88 25.00 
PE3635-48 48" 32.20 29.95 27.69 25.76 Model N L 50, OHM, RG188A/U COAK 50-99 100 + 
es beh Pee te rede artes ets “arr a wg a a 5 $31.99 $29.76 
PE3635-XX A Same-Day Shi t / Call for Prici - : : ‘ a 
a eee eee Val wn ai dae PE3756-24 24" 38.10 35.43 32.77 30.48 
50 OHM, RG214/U COAX, DOUBLE SHIELDED perro ae an 70 fi fe 
Model No. Length 100 + " : 5 ; = 
eo 13 a e ts : os 3 $29.40 PE3756-60 60 40.75 37.90 35.05 32.60 
A ‘ . . . -XX -D i 614 Wee 
PE3796-24 54" 00:16 37.29 34.49 32.08 PE3756 Any Same-Day Shipment / Ca or Pricing 
PE3796-36 36" 43.45 40.41 Saar 34.76 
PE3796-48 48" 46.75 43.48 40.21 37.40 
PE3796-60 60" 50.15 46.64 43.13 40.12 50 OHM, RG223/U COAX, DOUBLE SHIELDED 
PE3796-XX Any Same-Day Shipment / Call for Pricing Model No. Length 100 + 
PE3733-12 12" ae a ae $31.88 
50 OHM, RG223/U COAX, DOUBLE SHIELDED PE3733-24 24" 41.05 38.18 35.30 32.84 
Model No. Length 100 + PE3733-36 36" 42.25 39.29 36.34 33.80 
PE3845-12 12m STE ee ae $16.64 PE3733-48 48" 43.50 40.46 37.41 34.80 
PE3845-24 24" 22.05 20.51 18.96 17.64 PE3733-60 60" 44.75 41.62 38.49 35.80 
PE3845-36 36" 23.30 21.67 20.04 18.64 PE3733-XX Any Same-Day Shipment / Call for Pricing 
PE3845-48 48" 24.50 22.79 21.07 19.60 
PE3845-60 60" 25.75 23.95 22.15 20.60 
PE3845-XX An Same-Day Shipment / Call for Pricin 
! hs 2 Pe. 50 OHM, RG31G/UCOAX = 
» - + 
50 OHM, RG393/U COAX, DOUBLE SHIELDED oder Ne ~enath 20 
PE3811-12 12 iy 3 ae $31.99 $29.76 
Model No. Length 1-24 -49 100 + 
> PE3811-24 24" 38.10 35.43 32.77 30.48 
PE33267-12 12 ee ii ae ah $31.36 " 
a PE3811-36 36 39.00 36.27 33.54 31.20 
PE33267-24 24 47.00 43.71 40.42 37.60 " 
3 PE3811-48 48 39.90 37/12 34.31 31.92 
PE33267-36 36 54.80 50.96 47.13 43.84 n 
. PE3811-60 60 40.75 37.90 35.05 32.60 
PE33267-48 a8 62.60 58.22 53.84 50.08 PE3811-XX An Same-Day Shipment / Call for Pricin 
PE33267-60 60" 70.40 65.47 60.54 56.32 y a eae 9 
PE33267-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, PE-B3199, VERY LOW LOSS COAX 50 OHM, RG400/U COAX, DOUBLE SHIELDED 
Model No. Length 25-49 50-99 100 + Model No. Length 100 + 
PE3159-12 125 ne $26.46 $24.47 $22.76 PE3642-12 1 des TRG ayes a $32.36 
PE3159-24 24" 30.10 27.99 25.89 24.08 PE3642-24 24" 42.85 39.85 36.85 34.28 
PE3159-36 36" 30.75 28.60 26.45 24.60 PE3642-36 36" 45.35 42.18 39.00 36.28 
PE3159-48 48" 31.60 29.39 27.18 25.28 PE3642-48 48" 47.75 44.41 41.07 38.20 
PE3159-60 60" 32.50 30.23 27.95 26.00 PE3642-60 60" 50.25 46.73 43.22 40.20 
PE3159-XX Any Same-Day Shipment / Call for Pricing PE3642-XX Any Same-Day Shipment / Call for Pricing 


**ROHS COMPLIANT & CUSTOM-LENGTH CABLE ASSEMBLIES MAY BE ORDERED ON OUR WEBSITE. ** 


48 All Products Available Online! www.pasternack.com _ Free Ground Freight 
Toll-Free: 866-PASTERNACK (866-727-8376) Phone: 949-261-1920 Fax: 949-261-7451 Same-Day Shipping 


BNC MALE T0 SMA MALE 


ALL CABLE ASSEMBLIES ON THIS PAGE UTILIZE STANDARD 50 OHM INTERFACE CONNECTORS 


53.5 OHM, RG55B/U COAX, DOUBLE SHIELDED 50 OHM, RG188A/U COAX 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
— PE3479-12 12" $29.40 $27.34 $25.28 $23.52 PE3885-12 12" $28.20 $26.23 $24.25 $22.56 
PE3479-24 24" 30.05 27.95 25.84 24.04 PE3885-24 24" 29.10 27.06 25.03 23.28 
PE3479-36 36" 30.75 28.60 26.45 24.60 PE3885-36 36" 29.95 27.85 25.76 23.96 
PE3479-48 48" 31.40 29.20 27.00 25.12 PE3885-48 48" 30.85 28.69 26.53 24.68 
PE3479-60 60" 32.05 29.81 27.56 25.64 PE3885-60 60" 31.75 29.53 27.31 25.40 
PE3479-XX Any Same-Day Shipment / Call for Pricing PE3885-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG58C/U COAX 50 OHM, RG196A/U COAX 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE3615-12 12% $24.50 $22.79 $21.07 $19.60 PE33523-12 125 $47.75 $44.41 $41.07 $38.20 
PE3615-24 24" 24.90 23.16 21.41 19.92 PE33523-24 24" 48.70 45.29 41.88 38.96 
PE3615-36 36" 25.25 23.48 21.72 20.20 PE33523-36 36" 49.55 46.08 42.61 39.64 
PE3615-48 48" 25.65 23.85 22.06 20.52 PE33523-48 48" 50.45 46.92 43.39 40.36 
PE3615-60 60" 26.00 24.18 22.36 20.80 PE33523-60 60" 51.35 47.76 44.16 41.08 
PE3615-XX Any Same-Day Shipment / Call for Pricing PE33523-XX Any Same-Day Shipment / Call for Pricing 
75 OHM, RG59B/U COAX 50 OHM, RG214/U COAX, DOUBLE SHIELDED 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE3539-12 125 $34.30 $31.90 $29.50 $27.44 PE33519-12 125 $49.00 $45.57 $42.14 $39.20 
PE3539-24 24" 34.70 32.27, 29.84 27.76 PE33519-24 24" 52.35 48.69 45.02 41.88 
PE3539-36 36" 35.05 32.60 30.14 28.04 PE33519-36 36" 55.70 51.80 47.90 44.56 
PE3539-48 48" 35.45 32.97 30.49 28.36 PE33519-48 48" 59.05 54.92 50.78 47.24 
PE3539-60 60" 35.80 33.29 30.79 28.64 PE33519-60 60" 62.35 57.99 53.62 49.88 
PE3539-XX Any Same-Day Shipment / Call for Pricing PE33519-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG142B/U COAX, DOUBLE SHIELDED 50 OHM, RG223/U COAX, DOUBLE SHIELDED 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE3696-12 iA $29.40 $27.34 $25.28 $23.52 PE3562-12 12" $28.20 $26.23 $24.25 $22.56 
PE3696-24 24" 31.85 29.62 27.39 25.48 PE3562-24 24" 29.40 27.34 25.28 23.52 
PE3696-36 36" 34.30 31.90 29.50 27.44 PE3562-36 36" 30.65 28.50 26.36 24.52 
PE3696-48 48" 36.75 34.18 31.61 29.40 PE3562-48 48" 31.85 29.62 27.39 25.48 
PE3696-60 60" 39.20 36.46 33.71 31.36 PE3562-60 60" 33.10 30.78 28.47 26.48 
PE3696-XX Any Same-Day Shipment / Call for Pricing PE3562-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG174A/U COAX 50 OHM, RG316/U COAX 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE3745-12 12* $28.20 $26.23 $24.25 $22.56 PE3658-12 12" $28.20 $26.23 $24.25 $22.56 
PE3745-24 24" 28.45 26.46 24.47 22.76 PE3658-24 24" 29.10 27.06 25.03 23.28 
PE3745-36 36" 28.70 26.69 24.68 22.96 PE3658-36 36" 29.95 27.85 25.76 23.96 
PE3745-48 48" 28.95 26.92 24.90 23.16 PE3658-48 48" 30.85 28.69 26.53 24.68 
PE3745-60 60" 29.15 27.11 25.07 7 ies Yd PE3658-60 60" Sky A 29.53 PH hee Hl 25.40 
PE3745-XX Any Same-Day Shipment / Call for Pricing PE3658-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG178B/U COAX 50 OHM, RG393/U COAX, DOUBLE SHIELDED 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE33258-12 12" $47.75 $44.41 $41.07 $38.20 PE33521-12 120 $61.25 $56.96 $52.68 $49.00 
PE33258-24 24" 48.70 45.29 41.88 38.96 PE33521-24 24" 69.05 64.22 59.38 55.24 
PE33258-36 36" 49.55 46.08 42.61 39.64 PE33521-36 36" 76.85 71.47 66.09 61.48 
PE33258-48 48" 50.45 46.92 43.39 40.36 PE33521-48 48" 84.65 78.72 72.80 67.72 
PE33258-60 60" 51.35 47.76 44.16 41.08 PE33521-60 60" 92.45 85.98 79.51 73.96 
PE33258-XX Any Same-Day Shipment / Call for Pricing PE33521-XX Any Same-Day Shipment / Call for Pricing 
75 OHM, RG179B/U COAX 50 OHM, RG400/U COAX, DOUBLE SHIELDED 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE3626-12 12" $28.20 $26.23 $24.25 $22.56 PE3613-12 12" $29.40 $27.34 $25.28 $23.52 
PE3626-24 24" 29.10 27.06 25.03 23.28 PE3613-24 24" 31.85 29.62 27.39 25.48 
PE3626-36 36" 29.95 27.85 25.76 23.96 PE3613-36 36" 34.30 31.90 29.50 27.44 
PE3626-48 48" 30.85 28.69 26.53 24.68 PE3613-48 48" 36.75 34.18 31.61 29.40 
PE3626-60 60" 31.75 29.53 Chis). 25.40 PE3613-60 60" 39.20 36.46 33002 31.36 
PE3626-XX Any Same-Day Shipment / Call for Pricing PE3613-XX Any Same-Day Shipment / Call for Pricing 


**ROHS COMPLIANT & CUSTOM-LENGTH CABLE ASSEMBLIES MAY BE ORDERED ON OUR WEBSITE. ** 
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SMA MALE TO SMA MALE 


53.5 OHM, RG55B/U COAX, DOUBLE SHIELDED 75 OHM, RG179B/U COAX 
Model No. Length 100 + Model No. Length 25-49 50-99 100 + 
PE3572-12 12" a5 arated es $25.72 PE3739-12 12" ies $31.20 $28.85 $26.84 
PE3572-24 24" 32.90 30.60 28.29 26.32 PE3739-24 24" 34.45 32.04 29.63 27.56 
PE3572-36 36" 33.55 31.20 28.85 26.84 PE3739-36 36" 35.30 32.83 30.36 28.24 
PE3572-48 48" 34.20 31.81 29.41 27.36 PE3739-48 48" 36.20 33.67 31.13 28.96 
PE3572-60 60" 34.85 32.41 29.97 27.88 PE3739-60 60" 37.05 34.46 31.86 29.64 
PE3572-XX Any Same-Day Shipment / Call for Pricing PE3739-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RGS8C/U COAX 50 OHM, RG188A/U COAX 
Model No. Length 25-49 50-99 100 + Model No. Length 25-49 50-99 100 + 
PE3369-12 12° se $30.97 $28.64 $26.64 PE3361-12 12. sats $31.20 $28.85 $26.84 
PE3369-24 24" 33.65 31.29 28.94 26.92 PE3361-24 24" 34.45 32.04 29.63 27.56 
PE3369-36 36" 34.05 31.67 29.28 27.24 PE3361-36 36" 35.30 32.83 30.36 28.24 
PE3369-48 48" 34.40 31.99 29.58 27.52 PE3361-48 48" 36.20 33.67 S013 28.96 
PE3369-60 60" 34.80 32.36 29.93 27.84 PE3361-60 60" 37.05 34.46 31.86 29.64 
PE3369-XX Any Same-Day Shipment / Call for Pricing PE3361-XX Any Same-Day Shipment / Call for Pricing 
75 OHM, RGS9B/U COAX 50 OHM, RG214/U COAX, DOUBLE SHIELDED 
Model No. Length 25-49 50-99 100 + Model No. Length 100 + 
PE3814-12 ya 5s $43.48 $40.21 $37.40 PE3121-12 125 sna ae ee $79.76 
PE3814-24 24" 47.10 43.80 40.51 37.68 PE3121-24 24" 103.00 95.79 88.58 82.40 
PE3814-36 36" 47.50 44.18 40.85 38.00 PE3121-36 36" 106.35 98.91 91.46 85.08 
PE3814-48 48" 47.85 44.50 41.15 38.28 PE3121-48 48" 109.75 102.07 94.39 87.80 
PE3814-60 60" 48.30 44.92 41.54 38.64 PE3121-60 60" 113.05 105.14 97.22 90.44 
PE3814-XX Any Same-Day Shipment / Call for Pricing PE3121-XX Any Same-Day Shipment / Call for Pricing 
93 OHM, RG62A/U COAX 50 OHM, RG223/U COAX, DOUBLE SHIELDED 
Model No. Length 24 25-49 50-99 100 + Model No. Length 25-49 50-99 100 + 
PE3899-12 en er $43.48 $40.21 $37.40 PE3377-12 125 Tat $31.34 $28.98 $26.96 
PE3899-24 24" 47.10 43.80 40.51 37.68 PE3377-24 24" 34.90 32.46 30.01 27.92 
PE3899-36 36" 47.50 44.18 40.85 38.00 PE3377-36 36" 36.15 33.62 31.09 28.92 
PE3899-48 48" 47.85 44.50 41.15 38.28 PE3377-48 48" 37.35 34.74 32.12 29.88 
PE3899-60 60" 48.30 44.92 41.54 38.64 PE3377-60 60" 38.60 35.90 33.20 30.88 
PE3899-XX Any Same-Day Shipment / Call for Pricing PE3377-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG142B/U COAX, DOUBLE SHIELDED 50 OHM, RG316/U COAX 
Model No. fength -99 100 + Model No. Length 25-49 50-99 100 + 
PE3385-12 12" oe IRE ara $29.40 PE3573-12 12" ae $31.20 $28.85 $26.84 
PE3385-24 24" 39.20 36.46 33.71 31.36 PE3573-24 24" 34.45 32.04 29.63 27.56 
PE3385-36 36" 41.65 38.73 35.82 Se 4 PE3573-36 36" 35.30 32.83 30.36 28.24 
PE3385-48 48" 44.10 41.01 37.93 35.28 PE3573-48 48" 36.20 33.67 31.13 28.96 
PE3385-60 60" 46.55 43.29 40.03 37.24 PE3573-60 60" 37.05 34.46 31.86 29.64 
PE3385-XX Any Same-Day Shipment / Call for Pricing PE3573-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG178B/U COAX 50 OHM, RG400/U COAX, DOUBLE SHIELDED 
Model No. Length 25-49 50-99 100 + Model No. Length -49 50-99 100 + 
PE3574-12 125 Ta $43.71 $40.42 $37.60 PE3500-12 12" er ora $31.61 $29.40 
PE3574-24 24" 47.85 44.50 41.15 38.28 PE3500-24 24" 39.20 36.46 33.71 31.36 
PE3574-36 36" 48.80 45.38 41.97 39.04 PE3500-36 36" 41.65 38.73 35.82 33.32 
PE3574-48 48" 49.70 46.22 42.74 39.76 PE3500-48 48" 44.10 41.01 37.93 35.28 
PE3574-60 60" 50.55 47.01 43.47 40.44 PE3500-60 60" 46.55 43.29 40.03 37.24 
PE3574-XX Any Same-Day Shipment / Call for Pricing PE3500-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG174A/U COAX 00 OHM, PE- 142i, LOW LOSS, DBL- SHLD COAX 
Model No. Length 25-49 50-99 100 + Model N Length 50-99 100 + 
PE3353-12 ipl as $30.92 $28.60 $26.60 PE3138- € 12" ey cai $43.60 $40.56 
PE3353-24 24" 33.45 31.11 28.77 26.76 PE3138-24 24" 54.05 50.27 46.48 43.24 
PE3353-36 36" 33.70 31.34 28.98 26.96 PE3138-36 36" 57.35 53.34 49.32 45.88 
PE3353-48 48" 33.95 31.57 29.20 27.16 PE3138-48 48" 60.70 56.45 52.20 48.56 
PE3353-60 60" 34.20 31.81 29.41 27.36 PE3138-60 60" 64.05 59.57 55.08 51.24 
PE3353-XX Any Same-Day Shipment / Call for Pricing PE3138-XX Any Same-Day Shipment / Call for Pricing 
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**ROHS COMPLIANT & CUSTOM-LENGTH CABLE ASSEMBLIES MAY BE ORDERED ON OUR WEBSITE. ** 
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SEMI-RIGID & RE-SHAPEABLE CABLE ASSEMBLIES 
SMA MALE TO SMA MALE 


50 OHM, RG402/U (.141” BARE COPPER) 50 OHM, RG405/U (.085” BARE COPPER) 


Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE3492-12 12 $23.75 $22.09 $20.43 $19.00 PE3818-12 12" $26.15 $24.32 $22.49 $20.92 
PE3492-24 24" 27.05 25.16 23.26 21.64 PE3818-24 24" 29.55 27.48 25.41 23.64 
PE3492-36 36" 30.40 28.27 26.14 24.32 PE3818-36 36" 32.90 30.60 28.29 26.32 
PE3492-48 48" 33.75 31.39 29.03 27.00 PE3818-48 48" 36.20 33.67 Siea3 28.96 
PE3492-60 60" 37.05 34.46 31.86 29.64 PE3818-60 60" 39.55 36.78 34.01 31.64 
PE3492-XX Any Same-Day Shipment / Call for Pricing PE3818-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, PE-SR402AL (.141” TINNED ALUMINUM) 50 OHM, PE-SR405AL (.085” TINNED ALUMINUM) 


Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE34180-12 120 $26.15 $24.32 $22.49 $20.92 PE34182-12 12" $28.65 $26.64 $24.64 $22.92 
PE34180-24 24" 29.55 27.48 25.41 23.64 PE34182-24 24" 31.95 29.71 27.48 25.56 
PE34180-36 36" 32.90 30.60 28.29 26.32 PE34182-36 36" 35.30 32.83 30.36 28.24 
PE34180-48 48" 36.20 33.67 g1e13 28.96 PE34182-48 48" 38.65 35.94 33.24 30.92 
PE34180-60 60" 39.55 36.78 34.01 31.64 PE34182-60 60" 41.95 39.01 36.08 33.56 
PE34180-XX Any Same-Day Shipment / Call for Pricing PE34182-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, PE-SR402FL (.141” RE-SHAPEABLE) 50 OHM, PE-SR405FL (.085” RE-SHAPEABLE) 


Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE3481-12 12" $26.15 $24.32 $22.49 $20.92 PE3867-12 12e $28.65 $26.64 $24.64 $22.92 
PE3481-24 24" 29.55 27.48 25.41 23.64 PE3867-24 24" 31.95 29.71 27.48 25.56 
PE3481-36 36" 32.90 30.60 28.29 26.32 PE3867-36 36" 35.30 32.83 30.36 28.24 
PE3481-48 48" 36.20 33.67 S).13 28.96 PE3867-48 48" 38.65 35.94 33.24 30.92 
PE3481-60 60" 39.55 36.78 34.01 31.64 PE3867 -60 60" 41.95 39.01 36.08 33.56 
PE3481-XX Any Same-Day Shipment / Call for Pricing PE3867 -XX Any Same-Day Shipment / Call for Pricing 


50 OHM, PE-047SR (.047” BARE COPPER) 50 OHM, RG401/U (.250” BARE COPPER) 


Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE3656-12 12h $42.10 $39.15 $36.21 $33.68 PE33003-12 12" $101.35 $94.26 $87.16 $81.08 
PE3656-24 24" 45.45 42.27 39.09 36.36 PE33003-24 24" 108.00 100.44 92.88 86.40 
PE3656-36 36" 48.80 45.38 41.97 39.04 PE33003-36 36" 114.75 106.72 98.69 91.80 
PE3656-48 48" 52.10 48.45 44.81 41.68 PE33003-48 48” 121.40 112.90 104.40 97.12 
PE3656-60 60" 55.45 5Y 357 47.69 44.36 PE33003-60 60" 128.05 119.09 110.12 102.44 
PE3656-XX Any Same-Day Shipment / Call for Pricing PE33003-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, PE-SRO47AL (.047” TINNED ALUMINUM) 50 OHM, PE-SR401AL (.250” TINNED ALUMINUM) 


Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE3387-12 125 $45.75 $42.55 $39.35 $36.60 PE34184-12 12% $108.75 $101.14 $93.53 $87.00 
PE3387-24 24" 49.15 45.71 42.27 39.32 PE34184-24 24" 115.40 107.32 99.24 92.32 
PE3387-36 36" 52.45 48.78 45.11 41.96 PE34184-36 36" 122.05 113.51 104.96 97.64 
PE3387-48 48" 55.80 51.89 47.99 44.64 PE34184-48 48" 128.80 119.78 110.77 103.04 
PE3387-60 60" 59.15 55.01 50.87 47.32 PE34184-60 60" 135.45 125.97 116.49 108.36 
PE3387-XX Any Same-Day Shipment / Call for Pricing PE34184-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, PE-SRO47FL (.047” RE-SHAPEABLE) 50 OHM, PE-SR401FL (.250” RE-SHAPEABLE) 


Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE34186-12 12" $45.75 $42.55 $39.35 $36.60 PE34188-12 iZ* $108.75 $101.14 $93.53 $87.00 
PE34186-24 24" 49.15 45.71 42.27 39.32 PE34188-24 24" 115.40 107 .32 99.24 92.32 
PE34186-36 36" 52.45 48.78 45.11 41.96 PE34188-36 36" 122.05 113.51 104.96 97.64 
PE34186-48 48" 55.80 51.89 47.99 44.64 PE34188-48 48" 128.80 119.78 110.77 103.04 
PE34186-60 60" 59.15 55.01 50.87 47.32 PE34188-60 60" 135.45 125.97 116.49 108.36 
PE34186-XX Any Same-Day Shipment / Call for Pricing PE34188-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, PE-020SR (.020” BARE COPPER) 50 OHM, PE-034SR (.034” BARE COPPER) 


Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE34191-12 128 $101.35 $94.26 $87.16 $81.08 PE34193-12 125 $75.20 $69.94 $64.67 $60.16 
PE34191-24 24" 108.00 100.44 92.88 86.40 PE34193-24 24" 78.55 73.05 67.55 62.84 
PE34191-36 36" 114.75 106.72 98.69 91.80 PE34193-36 36" 81.85 76.12 70.39 65.48 
PE34191-48 48" 121.40 112.90 104.40 97.12 PE34193-48 48" 85.20 79.24 73.27 68.16 
PE34191-60 60" 128.05 119.09 110.12 102.44 PE34193-60 60" 88.60 82.40 76.20 70.88 
PE34191-XX Any Same-Day Shipment / Call for Pricing PE34193-XX Any Same-Day Shipment / Call for Pricing 


**ROHS COMPLIANT & CUSTOM-LENGTH CABLE ASSEMBLIES MAY BE ORDERED ON OUR WEBSITE. ** 
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Same-Day Shipping Toll-Free: 866-PASTERNACK (866-727-8376) Phone: 949-261-1920 Fax: 949-261-7451 


SMA MALE TO SMA MALE RIGHT ANGLE 


50 OHM, RG58C/U COAX 95 OHM, RG180B/U COAX 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE3319-12 12" $39.40 $36.64 $33.88 $31.52 PE3352-12 12 $41.00 $38.13 $35.26 $32.80 
PE3319-24 24" 39.80 37.01 34.23 31.84 PE3352-24 24" 42.10 39.15 36.21 33.68 
PE3319-36 36" 40.15 37.34 34.53 S2ek2 PE3352-36 36" 43.25 40.22 37.20 34.60 
PE3319-48 48" 40.55 37.71 34.87 32.44 PE3352-48 48" 44.35 41.25 38.14 35.48 
PE3319-60 60" 40.90 38.04 35.17 32.72 PE3352-60 60" 45.45 42.27 39.09 36.36 
PE3319-XX Any Same-Day Shipment / Call for Pricing PE3352-XX Any Same-Day Shipment / Call for Pricing 
75 OHM, RG59B/U COAX 50 OHM, RG188A/U COAX 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE3137-12 12" $52.85 $49.15 $45.45 $42.28 PE3510-12 125 $39.65 $36.87 $34.10 $31.72 
PE3137-24 24" 53.25 49.52 45.80 42.60 PE3510-24 24" 40.55 37.71 34.87 32.44 
PE3137-36 36" 53.65 49.89 46.14 42.92 PE3510-36 36" 41.45 38.55 35.65 33.16 
PE3137-48 48" 54.00 50.22 46.44 43.20 PE3510-48 48" 42.30 39.34 36.38 33.84 
PE3137-60 60" 54.40 50.59 46.78 43.52 PE3510-60 60" 43.25 40.22 37.20 34.60 
PE3137-XX Any Same-Day Shipment / Call for Pricing PE3510-XX Any Same-Day Shipment / Call for Pricing 
93 OHM, RG62A/U COAX 50 OHM, RG188-DS COAX, DOUBLE SHIELDED 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE3411-12 12% $52.85 $49.15 $45.45 $42.28 PE3779-12 125 $42.75 $39.76 $36.77 $34.20 
PE3411-24 24" 53.25 49.52 45.80 42.60 PE3779-24 24" 45.00 41.85 38.70 36.00 
PE3411-36 36" 53.65 49.89 46.14 42.92 PE3779-36 36" 47.20 43.90 40.59 37.76 
PE3411-48 48" 54.00 50.22 46.44 43.20 PE3779-48 48" 49.45 45.99 42.53 39.56 
PE3411-60 60" 54.40 50.59 46.78 43.52 PE3779-60 60" 51.65 48.03 44.42 41.32 
PE3411-XX Any Same-Day Shipment / Call for Pricing PE3779-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG142B/U COAX, DOUBLE SHIELDED 50 OHM, RG223/U COAX, DOUBLE SHIELDED 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE3512-12 12F $42.85 $39.85 $36.85 $34.28 PE3429-12 125 $39.85 $37.06 $34.27 $31.88 
PE3512-24 24" 45.35 42.18 39.00 36.28 PE3429-24 24" 41.05 38.18 35.30 32.84 
PE3512-36 36" 47.75 44.41 41.07 38.20 PE3429-36 36" 42.25 39.29 36.34 33.80 
PE3512-48 48" 50.25 46.73 43.22 40.20 PE3429-48 48" 43.50 40.46 37.41 34.80 
PE3512-60 60" 52.65 48.96 45.28 42.12 PE3429-60 60" 44.75 41.62 38.49 35.80 
PE3512-XX Any Same-Day Shipment / Call for Pricing PE3429~-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG174A/U COAX 50 OHM, RG316/U COAX 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE3420-12 12s $39.35 $36.60 $33.84 $31.48 PE3513-12 125 $39.65 $36.87 $34.10 $31.72 
PE3420-24 24" 39.60 36.83 34.06 31.68 PE3513-24 24" 40.55 37.71 34.87 32.44 
PE3420-36 36" 39.85 37.06 34.27 31.88 PE3513-36 36" 41.45 38.55 35.65 33.16 
PE3420-48 48" 40.05 37.25 34.44 32.04 PE3513-48 48" 42.30 39.34 36.38 33.84 
PE3420-60 60" 40.30 37.48 34.66 32.24 PE3513-60 60" 43.25 40.22 37.20 34.60 
PE3420-XX Any Same-Day Shipment / Call for Pricing PE3513-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG178B/U COAX 50 OHM, RG316-DS COAX, DOUBLE SHIELDED 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE3865-12 12" $54.35 $50.55 $46.74 $43.48 PE3344-12 12" $42.75 $39.76 $36.77 $34.20 
PE3865-24 24" 55.25 51.38 47.52 44.20 PE3344-24 24" 45.00 41.85 38.70 36.00 
PE3865-36 36" 56.15 52.22 48.29 44.92 PE3344-36 36" 47.20 43.90 40.59 37.76 
PE3865-48 48" 57.00 53.01 49.02 45.60 PE3344-48 48" 49.45 45.99 42.53 39.56 
PE3865-60 60" 57.90 53.85 49.79 46.32 PE3344-60 60" 51.65 48.03 44.42 41.32 
PE3865-XX Any Same-Day Shipment / Call for Pricing PE3344-XX Any Same-Day Shipment / Call for Pricing 
75 OHM, RG179B/U COAX 50 OHM, RG400/U COAX, DOUBLE SHIELDED 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE3459-12 12" $39.65 $36.87 $34.10 $31.72 PE3003-12 ian $42.85 $39.85 $36.85 $34.28 
PE3459-24 24" 40.55 37.71 34.87 32.44 PE3003-24 24" 45.35 42.18 39.00 36.28 
PE3459-36 36" 41.45 38.55 35.65 33.16 PE3003-36 36" 47.75 44.41 41.07 38.20 
PE3459-48 48" 42.30 39.34 36.38 33.84 PE3003-48 48" 50.25 46.73 43.22 40.20 
PE3459-60 60" 43.25 40.22 37.20 34.60 PE3003-60 60" 52.65 48.96 45.28 42.12 
PE3459-XX Any Same-Day Shipment / Call for Pricing PE3003-XX Any Same-Day Shipment / Call for Pricing 


**ROHS COMPLIANT & CUSTOM-LENGTH CABLE ASSEMBLIES MAY BE ORDERED ON OUR WEBSITE.** 
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Toll-Free: 866-PASTERNACK (866-727-8376) Phone: 949-261-1920 Fax: 949-261-7451 Same-Day Shipping 


SEMI-RIGID & RE-SHAPEABLE CABLE ASSEMBLIES 
SMA MALE TO SMA MALE RIGHT ANGLE 


50 OHM, RG402/U (.141” BARE COPPER) 


50 OHM, RG405/U (.085” BARE COPPER) 


Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE3821-12 120 $31.05 $28.88 $26.70 $24.84 PE3822-12 125 $32.30 $30.04 $27.78 $25.84 
PE3821-24 24" 34.45 32.04 29.63 27.56 PE3822-24 24" 35.65 33.15 30.66 28.52 
PE3821-36 36" 37.75 35.11 32.47 30.20 PE3822-36 36" 39.00 36.27 33.54 31.20 
PE3821-48 48" 41.10 38.22 35.35 32.88 PE3822-48 48" 42.30 39.34 36.38 33.84 
PE3821-60 60" 44.45 41.34 38.23 35.56 PE3822-60 60" 45.65 42.45 39.26 36.52 
PE3821-XX Any Same-Day Shipment / Call for Pricing PE3822-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, PE-SR402AL (.141” TINNED ALUMINUM) 


50 OHM, PE-SR405AL (.085” TINNED ALUMINUM) 


Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE34195-12 12F $34.75 $32.32 $29.89 $27.80 PE34199-12 12" $35.95 $33.43 $30.92 $28.76 
PE34195-24 24" 38.10 35.43 32.77 30.48 PE34199-24 24" 39.35 36.60 33.84 31.48 
PE34195-36 36" 41.45 38.55 35.65 33.16 PE34199-36 36" 42.65 39.66 36.68 34.12 
PE34195-48 48" 44.80 41.66 38.53 35.84 PE34199-48 48" 46.00 42.78 39.56 36.80 
PE34195-60 60" 48.15 44.78 41.41 38.52 PE34199-60 60" 49.35 45.90 42.44 39.48 
PE34195-XX Any Same-Day Shipment / Call for Pricing PE34199-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, PE-SR402FL (.141” RE-SHAPEABLE) 


50 OHM, PE-SR405FL (.085” RE-SHAPEABLE) 


Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE3483-12 125 $34.75 $32.32 $29.89 $27.80 PE3958-12 12" $35.95 $33.43 $30.92 $28.76 
PE3483-24 24" 38.10 35.43 32.70 30.48 PE3958-24 24" 39.35 36.60 33.84 31.48 
PE3483-36 36" 41.45 38.55 35.65 33.16 PE3958-36 36" 42.65 39.66 36.68 34.12 
PE3483-48 48" 44.80 41.66 38.53 35.84 PE3958-48 48" 46.00 42.78 39.56 36.80 
PE3483-60 60" 48.15 44.78 41.41 38.52 PE3958-60 60" 49.35 45.90 42.44 39.48 
PE3483-XX Any Same-Day Shipment / Call for Pricing PE3958-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, PE-047SR (.047” BARE COPPER) 50 OHM, RG401/U (.250” BARE COPPER) 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE3230-12 125 $60.50 $56.27 $52.03 $48.40 PE34220-12 12% $125.85 $117.04 $108.23 $100.68 
PE3230-24 24" 63.85 59.38 54.91 51.08 PE34220-24 24" 132.55 123.27 113.99 106.04 
PE3230-36 36" 67.15 62.45 57.75 53.72 PE34220-36 36" 139.25 129.50 119.76 111.40 
PE3230-48 48" 70.50 65.57 60.63 56.40 PE34220-48 48" 145.90 135.69 125.47 116.72 
PE3230-60 60" 73.85 68.68 63.51 59.08 PE34220-60 60" 152.60 141.92 131.24 122.08 
PE3230-XX Any Same-Day Shipment / Call for Pricing PE34220-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, PE-SRO47AL (.047” TINNED ALUMINUM) 


50 OHM, PE-SR401AL (.250” TINNED ALUMINUM) 


Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE3393-12 12 $67.80 $63.05 $58.31 $54.24 PE34200-12 12" $138.10 $128.43 $118.77 $110.48 
PE3393-24 24" 7105 66.17 61.19 56.92 PE34200-24 24" 144.80 134.66 124.53 115.84 
PE3393-36 36" 74.55 69.33 64.11 59.64 PE34200-36 36" 151.50 140.90 130.29 121.20 
PE3393-48 48" 77.85 72.40 66.95 62.28 PE34200-48 48" 158.15 147.08 136.01 126.52 
PE3393-60 60" 81.20 75.52 69.83 64.96 PE34200-60 60" 164.85 153.31 141.77 131.88 
PE3393-XX Any Same-Day Shipment / Call for Pricing PE34200-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, PE-SRO47FL (.047” RE-SHAPEABLE) 


50 OHM, PE-SR401FL (.250” RE-SHAPEABLE) 


Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE34197-12 125 $67.80 $63.05 $58.31 $54.24 PE34202-12 12" $138.10 $128.43 $118.77 $110.48 
PE34197-24 24" 7isao 66.17 61.19 56.92 PE34202-24 24" 144.80 134.66 124.53 115.84 
PE34197-36 36" 74.55 69.33 64.11 59.64 PE34202-36 36" 151.50 140.90 130.29 121.20 
PE34197-48 48" 77.85 72.40 66.95 62.28 PE34202-48 48" 158.15 147.08 136.01 126.52 
PE34197-60 60" 81.20 75.52 69.83 64.96 PE34202-60 60" 164.85 153.31 141.77 131.88 
PE34197-XX Any Same-Day Shipment / Call for Pricing PE34202-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, PE-020SR (.020” BARE COPPER) 50 OHM, PE-034SR (.034” BARE COPPER) 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE34204-12 125, $125.85 $117.04 $108.23 $100.68 PE34206-12 i2t $99.70 $92.72 $85.74 $79.76 
PE34204-24 24" 132555 123.27 113.99 106.04 PE34206-24 24" 103.00 95.79 88.58 82.40 
PE34204-36 36" 139.25 129.50 119.76 111.40 PE34206-36 36" 106.35 98.91 91.46 85.08 
PE34204-48 48" 145.90 135.69 125.47 116.72 PE34206-48 48" 109.75 102.07 94.39 87.80 
PE34204-60 60" 152.60 141.92 131.24 122.08 PE34206-60 60" 113.05 105.14 97.22 90.44 
PE34204-XX Any Same-Day Shipment / Call for Pricing PE34206-XX Any Same-Day Shipment / Call for Pricing 


**ROHS COMPLIANT & CUSTOM-LENGTH CABLE ASSEMBLIES MAY BE ORDERED ON OUR WEBSITE. ** 


Free Ground Freight 
Same-Day Shipping 
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Toll-Free: 866-PASTERNACK (866-727-8376) | Phone: 949-261-1920 Fax: 949-261-7451 


SMA MALE RIGHT ANGLE TO SMA MALE RIGHT ANGLE 


50 OHM, RG58C/U COAX 95 OHM, RG180B/U COAX 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE3655-12 12" $41.85 $38.92 $35.99 $33.48 PE3141-12 12" $43.45 $40.41 $37.37 $34.76 
PE3655-24 24" 42.20 39.25 36.29 33.76 PE3141-24 24" 44.55 41.43 38.31 35.64 
PE3655-36 36" 42.60 39.62 36.64 34.08 PE3141-36 36" 45.65 42.45 39.26 36.52 
PE3655-48 48" 43.00 39.99 36.98 34.40 PE3141-48 48" 46.75 43.48 40.21 37.40 
PE3655-60 60" 43.40 40.36 37.32 34.72 PE3141-60 60" 47.85 44.50 41.15 38.28 
PE3655-XX Any Same-Day Shipment / Call for Pricing PE3141-XX Any Same-Day Shipment / Call for Pricing 
75 OHM, RG59B/U COAX 50 OHM, RG188A/U COAX 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE3380-12 122 $59.00 $54.87 $50.74 $47.20 PE3511-12 12" $42.10 $39.15 $36.21 $33.68 
PE3380-24 24" 59.40 55.24 51.08 47.52 PE3511-24 24" 43.00 39.99 36.98 34.40 
PE3380-36 36" 59.75 55.57 51.39 47.80 PE3511-36 36" 43.90 40.83 37.75 35,12 
PE3380-48 48" 60.15 55.94 51373 48.12 PE3511-48 48" 44.80 41.66 38.53 35.84 
PE3380-60 60" 60.50 56.27 52.03 48.40 PE3511-60 60" 45.65 42.45 39.26 36.52 
PE3380-XX Any Same-Day Shipment / Call for Pricing PE3511-XX Any Same-Day Shipment / Call for Pricing 
93 OHM, RG62A/U COAX 50 OHM, RG188-DS COAX, DOUBLE SHIELDED 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE3444-12 125 $59.00 $54.87 $50.74 $47.20 PE3347-12 25 $45.25 $42.08 $38.92 $36.20 
PE3444-24 24" 59.40 55.24 51.08 47.52 PE3347-24 24" 47.45 44.13 40.81 37.96 
PE3444-36 36" 59.75 55.57 51.39 47.80 PE3347-36 36" 49.70 46.22 42.74 39.76 
PE3444-48 48" 60.15 55.94 boy We) 48.12 PE3347-48 48" 51.90 48.27 44.63 41.52 
PE3444-60 60" 60.50 56.27 52.03 48.40 PE3347-60 60" 54.15 50.36 46.57 43.32 
PE3444-XX Any Same-Day Shipment / Call for Pricing PE3347-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG142B/U COAX, DOUBLE SHIELDED 50 OHM, RG223/U COAX, DOUBLE SHIELDED 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE3514-12 12" $45.35 $42.18 $39.00 $36.28 PE3428-12 12? $42.25 $39.29 $36.34 $33.80 
PE3514-24 24" 47.75 44.41 41.07 38.20 PE3428-24 24" 43.50 40.46 37.41 34.80 
PE3514-36 36" 50.25 46.73 43.22 40.20 PE3428-36 36" 44.75 41.62 38.49 35.80 
PE3514-48 48" 52.65 48.96 45.28 42.12 PE3428-48 48" 45.95 42.73 39.52 36.76 
PE3514-60 60" 55.15 51.29 47.43 44.12 PE3428-60 60" 47.15 43.85 40.55 S7is2 
PE3514-XX Any Same-Day Shipment / Call for Pricing PE3428-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG174A/U COAX 50 OHM, RG316/U COAX 
Model No. * Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE3775-12 120 $41.85 $38.92 $35.99 $33.48 PE3515-12 12° $42.10 $39.15 $36.21 $33.68 
PE3775-24 24" 42.20 39.25 36.29 33.76 PE3515-24 24" 43.00 39.99 36.98 34.40 
PE3775-36 36" 42.60 39.62 36.64 34.08 PE3515-36 36" 43.90 40.83 37.75 35.12 
PE3775-48 48" 43.00 39.99 36.98 34.40 PE3515-48 48" 44.80 41.66 38.53 35.84 
PE3775-60 60" 43.40 40.36 37 332 34.72 PE3515-60 60" 45.65 42.45 39.26 36.52 
PE3775-XX Any Same-Day Shipment / Call for Pricing PE3515-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG178B/U COAX 50 OHM, RG316-DS COAX, DOUBLE SHIELDED 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE3876-12 12s $58.00 $53.94 $49.88 $46.40 PE3987-12 i2e $45.25 $42.08 $38.92 $36.20 
PE3876-24 24" 58.95 54.82 50.70 47.16 PE3987-24 24" 47.45 44.13 40.81 37.96 
PE3876-36 36" 59.80 55.61 51.43 47.84 PE3987-36 36" 49.70 46.22 42.74 39.76 
PE3876-48 48" 60.70 56.45 52.20 48.56 PE3987-48 48" 51.90 48.27 44.63 41.52 
PE3876-60 60" 61.60 57.29 52.98 49.28 PE3987-60 60" 54.15 50.36 46.57 43.32 
PE3876-XX Any Same-Day Shipment / Call for Pricing PE3987-XX Any Same-Day Shipment / Call for Pricing 
75 OHM, RG179B/U COAX 50 OHM, RG400/U COAX, DOUBLE SHIELDED 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE3858-12 12" $42.10 $39.15 $36.21 $33.68 PE3713-12 12% $45.35 $42.18 $39.00 $36.28 
PE3858-24 24" 43.00 39.99 36.98 34.40 PE3713-24 24" 47.75 44.41 41.07 38.20 
PE3858-36 36" 43.90 40.83 37.75 35.12 PE3713-36 36" 50.25 46.73 43.22 40.20 
PE3858-48 48" 44.80 41.66 38.53 35.84 PE3713-48 48" 52.65 48.96 45.28 42.12 
PE3858-60 60" 45.65 42.45 39.26 36.52 PE3713-60 60" 55.15 51.29 47.43 44.12 
PE3858-XX Any Same-Day Shipment / Call for Pricing PE3713-XX Any Same-Day Shipment / Call for Pricing 


**ROHS COMPLIANT & CUSTOM-LENGTH CABLE ASSEMBLIES MAY BE ORDERED ON OUR WEBSITE. ** 
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SEMI-RIGID & RE-SHAPEABLE CABLE ASSEMBLIES 


SMA MALE RIGHT ANGLE TO SMA MALE RIGHT ANGLE 


50 OHM, RG402/U (.141” BARE COPPER) 50 OHM, RG405/U (.085” BARE COPPER) 


Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE3819-12 125 $45.75 $42.55 $39.35 $36.60 PE3820-12 sips $47.00 $43.71 $40.42 $37.60 
PE3819-24 24" 49.15 45.71 42.27 39.32 PE3820-24 24" 50.35 46.83 43.30 40.28 
PE3819-36 36" 52.45 48.78 45.11 41.96 PE3820-36 36" 53.70 49.94 46.18 42.96 
PE3819-48 48" 55.80 51.89 47.99 44.64 PE3820-48 48" 57.00 53.01 49.02 45.60 
PE3819-60 60" 59.15 55.01 50.87 47.32 PE3820-60 60" 60.35 56.13 51.90 48.28 
PE3819-XX Any Same-Day Shipment / Call for Pricing PE3820-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, PE-SR402AL (.141” TINNED ALUMINUM) 50 OHM, PE-SR405AL (.085” TINNED ALUMINUM) 


Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE34208-12 12" $48.25 $44.87 $41.50 $38.60 PE34213-12 12h $50.70 $47.15 $43.60 $40.56 
PE34208-24 24" 51.55 47.94 44.33 41.24 PE34213-24 24" 54.05 50.27 46.48 43.24 
PE34208-36 36" 54.90 51.06 47.21 43.92 PE34213-36 36" 57.35 53.34 49.32 45.88 
PE34208-48 48" 58.25 54.17 50.10 46.60 PE34213-48 48" 60.70 56.45 52.20 48.56 
PE34208-60 60" 61.60 57.29 52.98 49.28 PE34213-60 60" 64.05 59.57 55.08 51.24 
PE34208-XX Any Same-Day Shipment / Call for Pricing PE34213-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, PE-SR402FL (.141” RE-SHAPEABLE) 50 OHM, PE-SR405FL (.085” RE-SHAPEABLE) 


Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE3417-12 Lae $48.25 $44.87 $41.50 $38.60 PE3646-12 12% $50.70 $47.15 $43.60 $40.56 
PE3417-24 24" 51.55 47.94 44.33 41.24 PE3646-24 24" 54.05 50.27 46.48 43.24 
PE3417-36 36" 54.90 51.06 47.21 43.92 PE3646-36 36" 57.35 53.34 49.32 45.88 
PE3417-48 48" 58.25 54.17 50.10 46.60 PE3646-48 48" 60.70 56.45 52.20 48.56 
PE3417-60 60" 61.60 57.29 52.98 49.28 PE3646-60 60" 64.05 59.57 55.08 51.24 
PE3417-XX Any Same-Day Shipment / Call for Pricing PE3646-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, PE-047SR (.047” BARE COPPER) 50 OHM, RG401/U (.250” BARE COPPER) 


Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE3147-12 12" $75.20 $69.94 $64.67 $60.16 PE34223-12 12h $150.40 $139.87 $129.34 $120.32 
PE3147-24 24" 78.55 73.05 67.55 62.84 PE34223-24 24" 157.05 146.06 135.06 125.64 
PE3147-36 36" 81.85 76.12 70.39 65.48 PE34223-36 36" 163.70 152.24 140.78 130.96 
PE3147-48 48" 85.20 79.24 Wace), 68.16 PE34223-48 438" 170.45 158.52 146.59 136.36 
PE3147-60 60" 88.60 82.40 76.20 70.88 PE34223-60 60" 177.10 164.70 152.31 141.68 
PE3147-XX Any Same-Day Shipment / Call for Pricing PE34223-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, PE-SRO47AL (.047” TINNED ALUMINUM) 50 OHM, PE-SR401AL (.250” TINNED ALUMINUM) 


Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE3259-12 12? $82.50 $76.73 $70.95 $66.00 PE34215-12 12" $162.60 $151.22 $139.84 $130.08 
PE3259-24 24" 85.85 79.84 73.83 68.68 PE34215-24 24" 169.35 157.50 145.64 135.48 
PE3259-36 36" 89.25 83.00 76.76 71.40 PE34215-36 36" 176.00 163.68 151.36 140.80 
PE3259-48 48" 92.55 86.07 79.59 74.04 PE34215-48 48" 182.65 169.86 157.08 146.12 
PE3259-60 60" 95.90 89.19 82.47 76.72 PE34215-60 60" 189.30 176.05 162.80 151.44 
PE3259-XX Any Same-Day Shipment / Call for Pricing PE34215-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, PE-SRO47FL (.047” RE-SHAPEABLE) 50 OHM, PE-SR401FL (.250” RE-SHAPEABLE) 


Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE34209-12 120 $82.50 $76.73 $70.95 $66.00 PE34217-12 128 $162.60 $151.22 $139.84 $130.08 
PE34209-24 24" 85.85 79.84 73.83 68.68 PE34217-24 24" 169.35 157.50 145.64 135.48 
PE34209-36 36" 89.25 83.00 76.76 71.40 PE34217-36 36" 176.00 163.68 151.36 140.80 
PE34209-48 48" 92.55 86.07 79.59 74.04 PE34217-48 48" 182.65 169.86 157.08 146.12 
PE34209-60 60" 95.90 89.19 82.47 76.72 PE34217-60 60" 189.30 176.05 162.80 151.44 
PE34209-XX Any F Same-Day Shipment / Call for Pricing PE34217-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, PE-020SR (.020” BARE COPPER) 50 OHM, PE-034SR (.034” BARE COPPER) 


Model No. Length ' 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE34211-12 128 $150.40 $139.87 $129.34 $120.32 PE34219-12 125 $124.20 $115.51 $106.81 $99.36 
PE34211-24 24" 157.05 146.06 135.06 125.64 PE34219-24 24" 127.50 118.58 109.65 102.00 
PE34211-36 36" 163.70 152.24 140.78 130.96 PE34219-36 36" 130.90 121.74 112.57 104.72 
PE34211-48 48" 170.45 158.52 146.59 136.36 PE34219-48 48" 134.25 124.85 115.46 107.40 
PE34211-60 60" 177.10 164.70 152032 141.68 PE34219-60 60" 137.55 127.92 118.29 110.04 
PE34211-XX Any Same-Day Shipment / Call for Pricing PE34219-XX Any Same-Day Shipment / Call for Pricing 


**ROHS COMPLIANT & CUSTOM-LENGTH CABLE ASSEMBLIES MAY BE ORDERED ON OUR WEBSITE.** 
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SMA MALE TO SMA FEMALE 
Ee 


53.5 OHM, RG55B/U COAX, DOUBLE SHIELDED 75 OHM, RG179B/U COAX 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length — 1-24 25-49 50-99 100 + 
PE3093-12 12? $45.65 $42.45 $39.26 $36.52 PE3102-12 125 $39.65 $36.87 $34.10 $31.72 
PE3093-24 24" 46.35 43.11 39.86 37.08 PE3102-24 24" 40.55 37.71 34.87 32.44 
PE3093-36 36" 47.00 43.71 40.42 37.60 PE3102-36 36" 41.45 38.55 35.65 33.16 
PE3093-48 48" 47.65 44.31 40.98 38.12 PE3102-48 48" 42.30 39.34 36.38 33.84 
PE3093-60 60" 48.35 44.97 41.58 38.68 PE3102-60 60" 43.25 40.22 37.20 34.60 
PE3093-XX Any Same-Day Shipment / Call for Pricing PE3102-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG58C/U COAX 50 OHM, RG188A/U COAX 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE3078-12 12: $39.40 $36.64 $33.88 $31.52 PE3706-12 12" $39.65 $36.87 $34.10 $31.72 
PE3078-24 24" 39.80 37.01 34.23 31.84 PE3706-24 24" 40.55 37.71 34.87 32.44 
PE3078-36 36" 40.15 37.34 34.53 32.12 PE3706-36 36" 41.45 38.55 35.65 33.16 
PE3078-48 48" 40.55 37 hd 34.87 32.44 PE3706-48 48" 42.30 39.34 36.38 33.84 
PE3078-60 60" 40.90 38.04 35.17 32.72 PE3706-60 60" 43.25 40.22 37.20 34.60 
PE3078-XX Any Same-Day Shipment / Call for Pricing PE3706-XX Any Same-Day Shipment / Call for Pricing 
75 OHM, RG59B/U COAX 50 OHM, RG223/U COAX, DOUBLE SHIELDED 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE3333-12 125 $52.85 $49.15 $45.45 $42.28 PE3697-12 12" $39.85 $37.06 $34.27 $31.88 
PE3333-24 24" 53.25 49.52 45.80 42.60 PE3697-24 24" 41.05 38.18 35.30 32.84 
PE3333-36 36" 53.65 49.89 46.14 42.92 PE3697-36 36" 42.25 39.29 36.34 33.80 
PE3333-48 48" 54.00 50.22 46.44 43.20 PE3697-48 48" 43.50 40.46 37.41 34.80 
PE3333-60 60" 54.40 50.59 46.78 43.52 PE3697-60 60" 44.75 41.62 38.49 35.80 
PE3333-XX Any Same-Day Shipment / Call for Pricing PE3697-XX Any Same-Day Shipment / Call for Pricing 
93 OHM, RG62A/U COAX 50 OHM, RG316/U COAX 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE3405-12 12" $52.85 $49.15 $45.45 $42.28 PE3832-12 12" $39.65 $36.87 $34.10 $31.72 
PE3405-24 24" 53.25 49.52 45.80 42.60 PE3832-24 24" 40.55 37.71 34.87 32.44 
PE3405-36 36" 53.65 49.89 46.14 42.92 PE3832-36 36" 41.45 38.55 35.65 33.16 
PE3405-48 48" 54.00 50.22 46.44 43.20 PE3832-48 48" 42.30 39.34 36.38 33.84 
PE3405-60 60" 54.40 50.59 46.78 43.52 PE3832-60 60" 43.25 40.22 37.20 34.60 
PE3405-XX Any Same-Day Shipment / Call for Pricing PE3832-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG142B/U COAX, DOUBLE SHIELDED 50 OHM, RG316-DS COAX, DOUBLE SHIELDED 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE3611-12 125 $42.85 $39.85 $36.85 $34.28 PE3171-12 12F $42.75 $39.76 $36.77 $34.20 
PE3611-24 24" 45.35 42.18 39.00 36.28 PE3171-24 24" 45.00 41.85 38.70 36.00 
PE3611-36 36" 47.75 44.41 41.07 38.20 PE3171-36 36" 47.20 43.90 40.59 37.76 
PE3611-48 48" 50.25 46.73 43.22 40.20 PE3171-48 48" 49.45 45.99 42.53 39.56 
PE3611-60 60" 52.65 48.96 45.28 42.12 PE3171-60 60" 51.65 48.03 44.42 41.32 
PE3611-XX Any Same-Day Shipment / Call for Pricing PE3171-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG174A/U COAX 50 OHM, RG400/U COAX, DOUBLE SHIELDED 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE3715-12 125 $39.35 $36.60 $33.84 $31.48 PE3864-12 12° $42.85 $39.85 $36.85 $34.28 
PE3715-24 24" 39.60 36.83 34.06 31.68 PE3864-24 24" 45.35 42.18 39.00 36.28 
PE3715-36 36" 39.85 37.06 34.27 31.88 PE3864-36 36" 47.75 44.41 41.07 38.20 
PE3715-48 48" 40.05 37.25 34.44 32.04 PE3864-48 48" 50.25 46.73 43.22 40.20 
PE3715-60 60" 40.30 37.48 34.66 32.24 PE3864-60 60" 52.65 48.96 45.28 42.12 
PE3715-XX Any Same-Day Shipment / Call for Pricing PE3864-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG178B/U COAX 50 OHM, PE-142LL, LOW LOSS, DBL-SHLD COAX 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE3056-12 12" $54.35 $50.55 $46.74 $43.48 PE3160-12 12" $55.60 $51.71 $47 .82 $44.48 
PE3056-24 24" 55.25 51.38 47.52 44.20 PE3160-24 24" 58.95 54.82 50.70 47.16 
PE3056-36 36" 56.15 52.22 48.29 44.92 PE3160-36 36" 62.25 57.89 53.54 49.80 
PE3056-48 48" 57.00 53.01 49.02 45.60 PE3160-48 48" 65.60 61.01 56.42 52.48 
PE3056-60 60" 57.90 53.85 49.79 46.32 PE3160-60 60" 68.95 64.12 59.30 55.16 
PE3056-XX Any Same-Day Shipment / Call for Pricing PE3160-XX Any Same-Day Shipment / Call for Pricing 


**ROHS COMPLIANT & CUSTOM-LENGTH CABLE ASSEMBLIES MAY BE ORDERED ON OUR WEBSITE.** 
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SEMI-RIGID & RE-SHAPEABLE CABLE ASSEMBLIES 
SMA MALE TO SMA FEMALE 


S| eT LET LTTE 


50 OHM, RG402/U (.141” BARE COPPER) 


Model No. Length 1-24 25-49 50-99 100 + 
PE3823-12 12" $27.40 $25.48 $23.56 $21.92 
PE3823-24 24" 30.75 28.60 26.45 24.60 
PE3823-36 36" 34.10 fi Way 29.33 27.28 
PE3823-48 48" 37.40 34.78 32.16 29.92 
PE3823-60 60" 40.75 37.90 35.05 32.60 
PE3823-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, PE-SR402AL (.141” TINNED ALUMINUM) 
Model No. Length 1-24 25-49 50-99 100 + 
PE34235-12 iz $31.05 $28.88 $26.70 $24.84 
PE34235-24 24" 34.45 32.04 29.63 27.56 
PE34235-36 36" 37.75 35.11 32.47 30.20 
PE34235-48 48" 41.10 38.22 35.35 32.88 
PE34235-60 60" 44.45 41.34 38.23 35.56 
PE34235-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, PE-SR402FL (.141” RE-SHAPEABLE) 
Model No. Length 1-24 25-49 50-99 100 + 
PE3443-12 12" $31.05 $28.88 $26.70 $24.84 
PE3443-24 24" 34.45 32.04 29.63 27.56 
PE3443-36 36" aWhgtAd 35, i0 32.47 30.20 
PE3443-48 48" 41.10 38.22 35.35 32.88 
PE3443-60 © 60" 44.45 41.34 38.23 35.56 
PE3443-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, PE-047SR (.047” BARE COPPER) 
Model No. Length 1-24 25-49 50-99 100 + 
PE3188-12 12" $48.25 $44.87 $41.50 $38.60 
PE3188-24 24" 51.55 47.94 44.33 41.24 
PE3188-36 36" 54.90 51.06 47.21 43.92 
PE3188-48 48" 58.25 54.17 50.10 46.60 
PE3188-60 60" 61.60 57.29 52.98 49.28 
PE3188-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, PE-SRO47AL (.047” TINNED ALUMINUM) 
Model No. Length 1-24 25-49 50-99 100 + 
PE3253-12 12" $50.70 $47.15 $43.60 $40.56 
PE3253-24 24" 54.05 50.27 46.48 43.24 
PE3253-36 36" 57.35 53.34 49.32 45.88 
PE3253-48 48" 60.70 56.45 52.20 48.56 
PE3253-60 60" 64.05 59.57 55.08 51.24 
PE3253-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, PE-SRO47FL (.047” RE-SHAPEABLE) 
Model No. Length 1-24 25-49 50-99 100 + 
PE34228-12 12" $50.70 $47.15 $43.60 $40.56 
PE34228-24 24" 54.05 50.27 46.48 43.24 
PE34228-36 36" 57.35 53.34 49 .32 45.88 
PE34228-48 48" 60.70 56.45 52.20 48.56 
PE34228-60 60" 64.05 59.57 55.08 51.24 
PE34228-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, PE-020SR (.020” BARE COPPER) 
Model No. Length 1-24 25-49 50-99 100 + 
PE34224-12 12" $107.45 $99.93 $92.41 $85.96 
PE34224-24 24" 114.20 106.21 98.21 91.36 
PE34224-36 36" 120.85 112.39 103.93 96.68 
PE34224-48 48" 127.50 118.58 109.65 102.00 
PE34224-60 60" 134.25 124.85 115.46 107.40 
PE34224-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, RG405/U (.085” BARE COPPER) 


Model No. Length 1-24 25-49 50-99 100 + 
PE3824-12 ade $28.65 $26.64 $24.64 $22.92 
PE3824-24 24" 31605 29.71 27.48 25.56 
PE3824-36 36" 35.30 32.83 30.36 28.24 
PE3824-48 48" 38.65 35.94 33.24 30.92 
PE3824-60 60" 41.95 39.01 36.08 33.56 
PE3824-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, PE-SR405AL (.085” TINNED ALUMINUM) 
Model No. Length 1-24 25-49 50-99 100 + 
PE34237-12 Wa $32.30 $30.04 $27.78 $25.84 
PE34237-24 24" 35.65 nihil 30.66 28.52 
PE34237-36 36" 39.00 36.27 33.54 31.20 
PE34237-48 48" 42.30 39.34 36.38 33.84 
PE34237-60 60" 45.65 42.45 39.26 36.52 
PE34237-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, PE-SR405FL (.085” RE-SHAPEABLE) 
Model No. Length 1-24 25-49 50-99 100 + 
PE3651-12 12 $32.30 $30.04 $27.78 $25.84 
PE3651-24 24" 35.65 33.15 30.66 28.52 
PE3651-36 36" 39.00 36.27 33.54 31.20 
PE3651-48 48" 42.30 39.34 36.38 33.84 
PE3651-60 60" 45.65 42.45 39.26 36.52 
PE3651-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG401/U (.250” BARE COPPER) 
Model No. Length 1-24 25-49 50-99 100 + 
PE33896-12 12 $113.65 $105.69 $97.74 $90.92 
PE33896-24 24" 120.30 111.88 103.46 96.24 
PE33896-36 36" 126.95 118.06 109.18 101.56 
PE33896-48 438" 133.65 124.29 114.94 106.92 
PE33896-60 60" 140.35 130.53 120.70 112.28 
PE33896-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, PE-SR401AL (.250” TINNED ALUMINUM) 
Model No. Length 1-24 25-49 50-99 100 + 
PE34230-12 12% $119.75 $111.37 $102.99 $95.80 
PE34230-24 24" 126.40 117.55 108.70 101.12 
PE34230-36 36" 133.10 123.78 114.47 106.48 
PE34230-48 48" 139.80 130.01 120.23 111.84 
PE34230-60 60" 146.45 136.20 125.95 117.16 
PE34230-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, PE-SR401FL (.250” RE-SHAPEABLE) 
Model No. Length 1-24 25-49 50-99 100 + 
PE34233-12 12" $119.75 $111.37 $102.99 $95.80 
PE34233-24 24" 126.40 117.55 108.70 101.12 
PE34233-36 36" 133.10 123.78 114.47 106.48 
PE34233-48 48" 139.80 130.01 120.23 111.84 
PE34233-60 60" 146.45 136.20 125.95 117.16 
PE34233-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, PE-034SR (.034” BARE COPPER) 
Model No. Length 1-24 25-49 50-99 100 + 
PE34226-12 12° $87.40 $81.28 $75.16 $69.92 
PE34226-24 24" 90.80 84.44 78.09 72.64 
PE34226-36 36" 94.15 87.56 80.97 75.32 
PE34226-48 48" 97.45 90.63 83.81 77.96 
PE34226-60 60" 100.80 93.74 86.69 80.64 
PE34226-XX Any Same-Day Shipment / Call for Pricing 


**ROHS COMPLIANT & CUSTOM-LENGTH CABLE ASSEMBLIES MAY BE ORDERED ON OUR WEBSITE.** 
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Same-Day Shipping Toll-Free: 866-PASTERNACK (866-727-8376) | Phone: 949-261-1920 Fax: 949-261-7451 


SMA MALE TO SMA FEMALE BULKHEAD 


USE MOUNTING HOLE B02 ON PAGE 253 


53.5 OHM, RG5S5SB/U COAX, DOUBLE SHIELDED 


Model No. Length 1-24 25-49 50-99 100 + 
PE3940-12 12" $48.15 $44.78 $41.41 $38.52 
PE3940-24 24" 48.80 45.38 41.97 39.04 
PE3940-36 36" 49.45 45.99 42.53 39.56 
PE3940-48 48" 50.15 46.64 43.13 40.12 
PE3940-60 60" 50.80 47.24 43.69 40.64 
PE3940-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG58C/U COAX 
Model No. Length 1-24 25-49 50-99 100 + 
PE3956-12 12" $41.85 $38.92 $35.99 $33.48 
PE3956-24 24" 42.20 39.25 36.29 33.76 
PE3956-36 36" 42.60 39.62 36.64 34.08 
PE3956-48 48" 43.00 39.99 36.98 34.40 
PE3956-60 60" 43.40 40.36 37.32 34.72 
PE3956-XX Any Same-Day Shipment / Call for Pricing 
75 OHM, RG59B/U COAX 
Model No. Length 1-24 25-49 50-99 100 + 
PE3871-12 12" $59.00 $54.87 $50.74 $47.20 
PE3871-24 24" 59.40 55.24 51.08 47.52 
PE3871-36 36" 59.75 5557 51.39 47.80 
PE3871-48 48" 60.15 55.94 51.73 48.12 
PE3871-60 60" 60.50 56.27 52.03 48.40 
PE3871-XX Any Same-Day Shipment / Call for Pricing 
93 OHM, RG62A/U COAX 
Model No. Length 1-24 25-49 50-99 100 + 
PE3806-12 125 $59.00 $54.87 $50.74 $47.20 
PE3806-24 24" 59.40 55.24 51.08 47.52 
PE3806-36 36" 59.75 55.57 51.39 47.80 
PE3806-48 48" 60.15 55.94 51.73 48.12 
PE3806-60 60" 60.50 56.27 52.03 48.40 
PE3806-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, RG142B/U COAX, DOUBLE SHIELDED 


Model No. Length 1-24 25-49 50-99 100 + 
PE3494-12 125 $45.35 $42.18 $39.00 $36.28 
PE3494-24 24" 47.75 44.41 41.07 38.20 
PE3494-36 36" 50.25 46.73 43.22 40.20 
PE3494-48 48" 52.65 48.96 45.28 42.12 
PE3494-60 60" 55.15 51.29 47.43 44.12 
PE3494-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG174A/U COAX 
Model No. Length 1-24 25-49 50-99 100 + 
PE3184-12 12" $41.75 $38.83 $35.91 $33.40 
PE3184-24 24" 42.00 39.06 36.12 33.60 
PE3184-36 36" 42.25 39.29 36.34 33.80 
PE3184-48 48" 42.50 39.53 36.55 34.00 
PE3184-60 60" 42.75 39.76 36.77 34.20 
PE3184-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG178B/U COAX 
Model No. Length 1-24 25-49 50-99 100 + 
PE3959-12 12" $58.00 $53.94 $49.88 $46.40 
PE3959-24 24" 58.95 54.82 50.70 47.16 
PE3959-36 36" 59.80 55.61 51.43 47.84 
PE3959-48 48" 60.70 56.45 52.20 48.56 
PE3959-60 60" 61.60 57.29 52.98 49.28 
PE3959-XX Any Same-Day Shipment / Call for Pricing 


75 OHM, RG179B/U COAX 
Model No. Length 1-24 25-49 50-99 100 + 
PE3967-12 125 $42.10 $39.15 $36.21 $33.68 
PE3967-24 24" 43.00 39.99 36.98 34.40 
PE3967-36 36" 43.90 40.83 37.275 35.12 
PE3967-48 48" 44.80 41.66 38.53 35.84 
PE3967-60 60" 45.65 42.45 39.26 36.52 
PE3967-XX Any Same-Day Shipment / Call for Pricing 

50 OHM, RG188A/U COAX 
Model No. Length 1-24 25-49 50-99 100 + 
PE3051-12 12" $42.10 $39.15 $36.21 $33.68 
PE3051-24 24" 43.00 39.99 36.98 34.40 
PE3051-36 36" 43.90 40.83 37.75 35.12 
PE3051-48 48" 44.80 41.66 38.53 35.84 
PE3051-60 60" 45.65 42.45 39.26 36.52 
PE3051-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, RG223/U COAX, DOUBLE SHIELDED 


Model No. Length 1-24 25-49 50-99 100 + 
PE3553-12 12" $42.25 $39.29 $36.34 $33.80 
PE3553-24 24" 43.50 40.46 37.41 34.80 
PE3553-36 36" 44.75 41.62 38.49 35.80 
PE3553-48 48" 45.95 42.73 39.52 36.76 
PE3553-60 60" 47.15 43.85 40.55 37.72 
PE3553-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG316/U COAX 
Model No. Length 1-24 25-49 50-99 100 + 
PE3835-12 12" $42.10 $39.15 $36.21 $33.68 
PE3835-24 24" 43.00 39.99 36.98 34.40 
PE3835-36 36" 43.90 40.83 37.75 35.12 
PE3835-48 48" 44.80 41.66 38.53 35.84 
PE3835-60 60" 45.65 42.45 39.26 36.52 
PE3835-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, RG316-DS COAX, DOUBLE SHIELDED 


Model No. Length 1-24 25-49 50-99 100 + 
PE3973-12 ily» $45.25 $42.08 $38.92 $36.20 
PE3973-24 24" 47.45 44.13 40.81 37.96 
PE3973-36 36" 49.70 46.22 42.74 39.76 
PE3973-48 48" 51.90 48.27 44.63 41.52 
PE3973-60 60" 54.15 50.36 46.57 43.32 
PE3973-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, RG400/U COAX, DOUBLE SHIELDED 


Model No. Length 1-24 25-49 50-99 100 + 
PE3924-12 12? $45.35 $42.18 $39.00 $36.28 
PE3924-24 24" 47.75 44.41 41.07 38.20 
PE3924-36 36" 50.25 46.73 43.22 40.20 
PE3924-48 48" 52.65 48.96 45.28 42.12 
PE3924-60 60" 55.15 51.29 47.43 44.12 
PE3924-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, PE-142LL, LOW LOSS, DBL-SHLD COAX 


Model No. Length 1-24 25-49 50-99 100 + 
PE3799-12 2k $59.25 $55.10 $50.96 $47.40 
PE3799-24 24" 62.60 58.22 53.84 50.08 
PE3799-36 36" 65.95 61.33 56.72 52.76 
PE3799-48 48" 69.30 64.45 59.60 55.44 
PE3799-60 60" 72.60 67.52 62.44 58.08 
PE3799-XX Any Same-Day Shipment / Call for Pricing 


**ROHS COMPLIANT & CUSTOM-LENGTH CABLE ASSEMBLIES MAY BE ORDERED ON OUR WEBSITE.** 
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All Products Available Online! www.pasternack.com 
Toll-Free: 866-PASTERNACK (866-727-8376) Phone: 949-261-1920 Fax: 949-261-7451 


Free Ground Freight 
Same-Day Shipping 


SEMI-RIGID & RE-SHAPEABLE CABLE ASSEMBLIES 
SMA MALE TO SMA FEMALE BULKHEAD 


USE MOUNTING HOLE B02 ON PAGE 253 


50 OHM, RG402/U (.141” BARE COPPER) 


Model No. Length 1-24 25-49 50-99 100 + 
PE3825-12 12% $34.75 $32.32 $29.89 $27.80 
PE3825-24 24" 38.10 35.43 BZeay 30.48 
PE3825-36 36" 41.45 38.55 35.65 33.16 
PE3825-48 48" 44.80 41.66 38.53 35.84 
PE3825-60 60" 48.15 44.78 41.41 38.52 
PE3825-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, PE-SR402AL (.141” TINNED ALUMINUM) 


Model No. Length 1-24 25-49 50-99 100 + 
PE34252-12 2% $37.20 $34.60 $31.99 $29.76 
PE34252-24 24" 40.55 37 72 34.87 32.44 
PE34252-36 36" 43.90 40.83 37.75 35.12 
PE34252-48 48" 47.20 43.90 40.59 37.76 
PE34252-60 60" 50.55 47.01 43.47 40.44 
PE34252-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, PE-SR402FL (.141” RE-SHAPEABLE) 


Model No. Length 1-24 25-49 50-99 100 + 
PE3468-12 IPAs $37.20 $34.60 $31.99 $29.76 
PE3468-24 24" 40.55 37.70 34.87 32.44 
PE3468-36 36" 43.90 40.83 37.75 35.12 
PE3468-48 48" 47.20 43.90 40.59 37.76 
PE3468-60 60" 50.55 47.01 43.47 40.44 
PE3468-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, PE-047SR (.047” BARE COPPER) 


Model No. Length 1-24 25-49 50-99 100 + 
PE3531-12 iy $55.60 $51.71 $47.82 $44.48 
PE3531-24 24" 58.95 54.82 50.70 47.16 
PE3531-36 36" 62.25 57.89 53.54 49.80 
PE3531-48 48" 65.60 61.01 56.42 52.48 
PE3531-60 60" 68.95 64.12 59.30 55.16 
PE3531-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, PE-SRO47AL (.047” TINNED ALUMINUM) 


Model No. Length 1-24 25-49 50-99 100 + 
PE3382-12 125 $59.25 $55.10 $50.96 $47.40 
PE3382-24 24" 62.60 58.22 53.84 50.08 
PE3382-36 36" 65.95 61.33 56.72 52.76 
PE3382-48 48" 69.30 64.45 59.60 55.44 
PE3382-60 60" 72.60 67.52 62.44 58.08 
PE3382-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, PE-SRO47FL (.047” RE-SHAPEABLE) 


Model No. Length 1-24 25-49 50-99 100 + 
PE34245-12 12" $59.25 $55.10 $50.96 $47.40 
PE34245-24 24" 62.60 58.22 53.84 50.08 
PE34245-36 36" 65.95 61.33 56.72 52.76 
PE34245-48 48" 69.30 64.45 59.60 55.44 
PE34245-60 60” 72.60 67.52 62.44 58.08 
PE34245-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, PE-020SR (.020” BARE COPPER) 


Model No. Length 1-24 25-49 50-99 100 + 
PE34241-12 12" $119.75 $111.37 $102.99 $95.80 
PE34241-24 24" 126.40 117.55 108.70 101.12 
PE34241-36 36" 133.10 123.78 114.47 106.48 
PE34241-48 48" 139.80 130.01 120.23 111.84 
PE34241-60 60" 146.45 136.20 125.95 117.16 
PE34241-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, RG405/U (.085” BARE COPPER) 


Model No. Length 1-24 25-49 50-99 100 + 
PE3826-12 12h $35.95 $33.43 $30.92 $28.76 
PE3826-24 24" 39.35 36.60 33.84 31.48 
PE3826-36 36" 42.65 39.66 36.68 34.12 
PE3826-48 48" 46.00 42.78 39.56 36.80 
PE3826-60 60" 49.35 45.90 42.44 39.48 
PE3826-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, PE-SR405AL (.085” TINNED ALUMINUM) 


Model No. Length 1-24 25-49 50-99 100 + 
PE34254-12 L2y $38.45 $35.76 $33.07 $30.76 
PE34254-24 24" 41.75 38.83 35.91 33.40 
PE34254-36 36" 45.10 41.94 38.79 36.08 
PE34254-48 48" 48.50 45.11 41.71 38.80 
PE34254-60 60" 51.80 48.17 44.55 41.44 
PE34254-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, PE-SR405FL (.085” RE-SHAPEABLE) 


Model No. Length 1-24 25-49 50-99 100 + 
PE3961-12 a2 $38.45 $35.76 $33.07 $30.76 
PE3961-24 24" 41.75 38.83 35.91 33.40 
PE3961-36 36" 45.10 41.94 38.79 36.08 
PE3961-48 48" 48.50 45.11 41.71 38.80 
PE3961-60 60" 51.80 48.17 44.55 41.44 
PE3961-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, RG401/U (.250” BARE COPPER) 


Model No. Length 1-24 25-49 50-99 100 + 
PE34256-12 12n $125.85 $117.04 $108.23 $100.68 
PE34256-24 24" 132.55 123.27 113.99 106.04 
PE34256-36 36" 139.25 129.50 119.76 111.40 
PE34256-48 48" 145.90 135.69 125.47 116.72 
PE34256-60 60" 152.60 141.92 131.24 122.08 
PE34256-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, PE-SR401AL (.250” TINNED ALUMINUM) 


Model No. Length 1-24 25-49 50-99 100 + 
PE34247-12 12" $132.00 $122.76 $113.52 $105.60 
PE34247-24 24" 138.65 128.94 119.24 110.92 
PE34247-36 36" 145.35 135.18 125.00 116.28 
PE34247-48 48" 152.05 141.41 130.76 121.64 
PE34247-60 60" 158.70 147.59 136.48 126.96 
PE34247-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, PE-SR401FL (.250” RE-SHAPEABLE) 


Model No. Length 1-24 25-49 50-99 100 + 
PE34249-12 12" $132.00 $122.76 $113.52 $105.60 
PE34249-24 24" 138.65 128.94 119.24 110.92 
PE34249-36 36" 145.35 135.18 125.00 116.28 
PE34249-48 48" 152.05 141.41 130.76 121.64 
PE34249-60 60" 158.70 147.59 136.48 126.96 
PE34249-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, PE-034SR (.034” BARE COPPER) 


Model No. Length 1-24 25-49 50-99 100 + 
PE34243-12 12% $99.70 $92.72 $85.74 $79.76 
PE34243-24 24" 103.00 95.79 88.58 82.40 
PE34243-36 36" 106.35 98.91 91.46 85.08 
PE34243-48 48" 109.75 102.07 94.39 87.80 
PE34243-60 60" 113.05 105.14 97.22 90.44 
PE34243-XX Any Same-Day Shipment / Call for Pricing 


**ROHS COMPLIANT & CUSTOM-LENGTH CABLE ASSEMBLIES MAY BE ORDERED ON OUR WEBSITE. ** 


Free Ground Freight All Products Available Online! www.pasternack.com 
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Same-Day Shipping Toll-Free: 866-PASTERNACK (866-727-8376) | Phone: 949-261-1920 Fax: 949-261-7451 


SMA MALE RIGHT ANGLE TO SMA FEMALE BULKHEAD 


USE MOUNTING HOLE B02 ON PAGE 253 


50 OHM, RG58C/U COAX 50 OHM, RG188-DS COAX, DOUBLE SHIELDED 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE3156-12 125 $41.85 $38.92 $35.99 $33.48 PE34179-12 12" $45.25 $42.08 $38.92 $36.20 
PE3156-24 24" 42.20 39.25 36.29 33.76 PE34179-24 24" 47.45 44.13 40.81 37.96 
PE3156-36 36" 42.60 39.62 36.64 34.08 PE34179-36 36" 49.70 46.22 42.74 39.76 
PE3156-48 48" 43.00 39.99 36.98 34.40 PE34179-48 48" 51.90 48.27 44.63 41.52 
PE3156-60 60" 43.40 40.36 37 .32 34.72 PE34179-60 60" 54.15 50.36 46.57 43.32 
PE3156-XX Any Same-Day Shipment / Call for Pricing PE34179-XX Any Same-Day Shipment / Call for Pricing 
75 OHM, RG59B/U COAX 50 OHM, RG196A/U COAX 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE34160-12 12" $59.00 $54.87 $50.74 $47.20 PE34141-12 12" $58.00 $53.94 $49.88 $46.40 
PE34160-24 24" 59.40 55.24 51.08 47.52 PE34141-24 24" 58.95 54.82 50.70 47.16 
PE34160-36 36" 59.75 5557. 51.39 47.80 PE34141-36 36" 59.80 55.61 51.43 47.84 
PE34160-48 48" 60.15 55.94 51.73 48.12 PE34141-48 48" 60.70 56.45 52.20 48.56 
PE34160-60 60" 60.50 56.27 52.03 48.40 PE34141-60 60" 61.60 57.29 52.98 49.28 
PE34160-XX Any Same-Day Shipment / Call for Pricing PE34141-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG142B/U COAX, DOUBLE SHIELDED 50 OHM, RG223/U COAX, DOUBLE SHIELDED 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE3759-12 LZ $45.35 $42.18 $39.00 $36.28 PE3800-12 12m $42.25 $39.29 $36.34 $33.80 
PE3759-24 24" 47.75 44.41 41.07 38.20 PE3800-24 24" 43.50 40.46 37.41 34.80 
PE3759-36 36" 50.25 46.73 43.22 40.20 PE3800-36 36" 44.75 41.62 38.49 35.80 
PE3759-48 48" 52.65 48.96 45.28 42.12 PE3800-48 48" 45.95 42.73 39.52 36.76 
PE3759-60 60" 55.15 51.29 47.43 44.12 PE3800-60 60" 47.15 43.85 40.55 37.72 
PE3759-XX Any Same-Day Shipment / Call for Pricing PE3800-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG174A/U COAX 50 OHM, RG316/U COAX 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE3149-12 125 $41.75 $38.83 $35.91 $33.40 PE3836-12 123 $42.10 $39.15 $36.21 $33.68 
PE3149-24 24" 42.00 39.06 36.12 33.60 PE3836-24 24" 43.00 39.99 36.98 34.40 
PE3149-36 36" 42.25 39.29 36.34 33.80 PE3836-36 36" 43.90 40.83 37.75 35.12 
PE3149-48 48" 42.50 39.53 36.55 34.00 PE3836-48 48" 44.80 41.66 38.53 35.84 
PE3149-60 60" 42.75 39.76 36.77 34.20 PE3836-60 60" 45.65 42.45 39.26 36.52 
PE3149-XX Any Same-Day Shipment / Call for Pricing PE3836-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG178B/U COAX 50 OHM, RG316-DS COAX, DOUBLE SHIELDED 
Model No. Length __ 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE3152-12 12° $58.00 $53.94 $49.88 $46.40 PE34061-12 12" $45.25 $42.08 $38.92 $36.20 
PE3152-24 24" 58.95 54.82 50.70 47.16 PE34061-24 24" 47.45 44.13 40.81 37.96 
PE3152-36 36" 59.80 55.61 51.43 47.84 PE34061-36 36" 49.70 46.22 42.74 39.76 
PE3152-48 48" 60.70 56.45 52.20 48.56 PE34061-48 48" 51.90 48.27 44.63 41.52 
PE3152-60 60" 61.60 57.29 52.98 49.28 PE34061-60 60" 54.15 50.36 46.57 43.32 
PE3152-XX Any Same-Day Shipment / Call for Pricing PE34061-XX Any Same-Day Shipment / Call for Pricing 
75 OHM, RG179B/U COAX 50 OHM, RG400/U COAX, DOUBLE SHIELDED 
Model No. Length 1-24 25-49 50-99 100 Model No. Length 1-24 25-49 50-99 100 + 
PE34135-12 12" $42.10 $39.15 $36.21 $33.68 PE34192-12 12" $45.35 $42.18 $39.00 $36.28 
PE34135-24 24" 43.00 39.99 36.98 34.40 PE34192-24 24" 47.75 44.41 41.07 38.20 
PE34135-36 36" 43.90 40.83 37.75 35.12 PE34192-36 36" 50.25 46.73 43.22 40.20 
PE34135-48 48" 41.00 38.13 35.26 32.80 PE34192-48 48" 52.65 48.96 45.28 42.12 
PE34135-60 60" 41.85 38.92 35.99 33.48 PE34192-60 60" 55.15 51.29 47.43 44.12 
PE34135-XX Any Same-Day Shipment / Call for Pricing PE34192-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG188A/U COAX 50 OHM, PE-142LL, LOW LOSS, DBL-SHLD COAX 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE3050-12 12% $42.10 $39.15 $36.21 $33.68 PE33749-12 12% $75.20 $69.94 $64.67 $60.16 
PE3050-24 24" 43.00 39.99 36.98 34.40 PE33749-24 24" 78.55 73.05 67.55 62.84 
PE3050-36 36" 43.90 40.83 37.75 35812 PE33749-36 36" 81.85 76.12 70.39 65.48 
PE3050-48 48" 44.80 41.66 38.53 35.84 PE33749-48 48" 85.20 79.24 73.27 68.16 
PE3050-60 60" 45.65 42.45 39.26 36.52 PE33749-60 60" 88.60 82.40 76.20 70.88 
PE3050-XX Any Same-Day Shipment / Call for Pricing PE33749-XX Any Same-Day Shipment / Call for Pricing 


**ROHS COMPLIANT & CUSTOM-LENGTH CABLE ASSEMBLIES MAY BE ORDERED ON OUR WEBSITE. ** 


———— 
60 All Products Available Online! www.pasternack.com __ Free Ground Freight 
Toll-Free: 866-PASTERNACK (866-727-8376) Phone: 949-261-1920 Fax: 949-261-7451 Same-Day Shipping 


SEMI-RIGID & RE-SHAPEABLE CABLE ASSEMBLIES 
SMA MALE RIGHT ANGLE TO SMA FEMALE BULKHEAD 


USE MOUNTING HOLE B02 ON PAGE 253 


50 OHM, RG402/U (.141” BARE COPPER) 50 OHM, RG405/U (.085” BARE COPPER) 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE3679-12 12% $45.75 $42.55 $39.35 $36.60 PE3925-12 12" $42.85 $39.85 $36.85 $34.28 
PE3679-24 24" 49.15 45.71 42.27 39.32 PE3925-24 24" 50.35 46.83 43.30 40.28 
PE3679-36 36" 52.45 48.78 45.11 41.96 PE3925-36 36" 53.70 49.94 46.18 42.96 
PE3679-48 48" 55.80 51.89 47.99 44.64 PE3925-48 48" 57.00 53.01 49.02 45.60 
PE3679-60 60" 59.15 55.01 50.87 47 .32 PE3925-60 60" 60.35 56.13 51.90 48.28 
PE3679-XX Any Same-Day Shipment / Call for Pricing PE3925-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, PE-SR402AL (.141” TINNED ALUMINUM) 50 OHM, PE-SR405AL (.085” TINNED ALUMINUM) 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE34297-12 120 $48.25 $44.87 $41.50 $38.60 PE34311-12 12" $50.70 $47.15 $43.60 $40.56 
PE34297-24 24" 51.55 47.94 44.33 41.24 PE34311-24 24" 54.05 50.27 46.48 43.24 
PE34297-36 36" 54.90 51.06 47.21 43.92 PE34311-36 36" 57.35 53.34 49.32 45.88 
PE34297-48 48" 58.25 54.17 50.10 46.60 PE34311-48 48" 60.70 56.45 52.20 48.56 
PE34297-60 60" 61.60 57.29 52.98 49.28 PE34311-60 60" 64.05 59.57 55.08 51.24 
PE34297-XX Any Same-Day Shipment / Call for Pricing PE34311-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, PE-SR402FL (.141” RE-SHAPEABLE) 50 OHM, PE-SR405FL (.085” RE-SHAPEABLE) 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE34299-12 128 $48.25 $44.87 $41.50 $38.60 PE34313-12 12" $50.70 $47.15 $43.60 $40.56 
PE34299-24 24" 51.55 47.94 44.33 41.24 PE34313-24 24" 54.05 50.27 46.48 43.24 
PE34299-36 36" 54.90 51.06 47.21 43.92 PE34313-36 36" 57.35 53.34 49.32 45.88 
PE34299-48 48" 58.25 54.17 50.10 46.60 PE34313-48 48" 60.70 56.45 52.20 48.56 
PE34299-60 60" 57.35 53.34 49.32 45.88 PE34313-60 60" 64.05 59.57 55.08 51.24 
PE34299-XX Any Same-Day Shipment / Call for Pricing PE34313-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, PE-047SR (.047” BARE COPPER) 50 OHM, RG401/U (.250” BARE COPPER) 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE34303-12 12" $75.20 $69.94 $64.67 $60.16 PE34315-12 128 $150.40 $139.87 $129.34 $120.32 
PE34303-24 24" 78.55 73.05 67.55 62.84 PE34315-24 24" 157.05 146.06 135.06 125.64 
PE34303-36 36" 81.85 76.12 70.39 65.48 PE34315-36 36" 163.70 152.24 140.78 130.96 
PE34303-48 48" 85.20 79.24 73.27 68.16 PE34315-48 48" 170.45 158.52 146.59 136.36 
PE34303-60 60" 88.60 82.40 76.20 70.88 PE34315-60 60" 177.10 164.70 152.31 141.68 
PE34303-XX Any Same-Day Shipment / Call for Pricing PE34315-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, PE-SRO47AL (.047” TINNED ALUMINUM) 50 OHM, PE-SR401AL (.250” TINNED ALUMINUM) 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE34305-12 123 $82.50 $76.73 $70.95 $66.00 PE34317-12 124 $162.60 $151.22 $139.84 $130.08 
PE34305-24 24" 85.85 79.84 73.83 68.68 PE34317-24 24" 169.35 157.50 145.64 135.48 
PE34305-36 36" 89.25 83.00 76.76 71.40 PE34317-36 36" 176.00 163.68 151.36 140.80 
PE34305-48 48" 92.55 86.07 79.59 74.04 PE34317-48 48" 182.65 169.86 157.08 146.12 
PE34305-60 60" 95.90 89.19 82.47 76.72 PE34317-60 60" 189.30 176.05 162.80 151.44 
PE34305-XX Any Same-Day Shipment / Call for Pricing PE34317-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, PE-SRO47FL (.047” RE-SHAPEABLE) 50 OHM, PE-SR401FL (.250” RE-SHAPEABLE) 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE34307-12 123 $82.50 $76.73 $70.95 $66.00 PE34319-12 12 $162.60 $151.22 $139.84 $130.08 
PE34307-24 24" 85.85 79.84 73.83 68.68 PE34319-24 24" 169.35 157.50 145.64 135.48 
PE34307-36 36" 89.25 83.00 76.76 71.40 PE34319-36 36" 176.00 163.68 151.36 140.80 
PE34307-48 48" 92.55 86.07 79.59 74.04 PE34319-48 48" 182.65 169.86 157.08 146.12 
PE34307-60 60" 95.90 89.19 82.47 76.72 PE34319-60 60" 189.30 176.05 162.80 151.44 
PE34307-XX Any Same-Day Shipment / Call for Pricing PE34319-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, PE-020SR (.020” BARE COPPER) 50 OHM, PE-034SR (.034” BARE COPPER) 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE34309-12 12" $150.40 $139.87 $129.34 $120.32 PE34321-12 12" $124.20 $115.51 $106.81 $99.36 
PE34309-24 24" 157.05 146.06 135.06 125.64 PE34321-24 24" 127.50 118.58 109.65 102.00 
PE34309-36 36" 163.70 152.24 140.78 130.96 PE34321-36 36" 130.90 121.74 112.57 104.72 
PE34309-48 48" 170.45 158.52 146.59 136.36 PE34321-48 48" 134.25 124.85 115.46 107.40 
PE34309-60 60" 177.10 164.70 152.31 141.68 PE34321-60 60" 137.55 127.92 118.29 110.04 
PE34309-XX Any Same-Day Shipment / Call for Pricing PE34321-XX Any Same-Day Shipment / Call for Pricing 
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**ROHS COMPLIANT & CUSTOM-LENGTH CABLE ASSEMBLIES MAY BE ORDERED ON OUR WEBSITE.** 
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SEMI-RIGID & RE-SHAPEABLE CABLE ASSEMBLIES 
SMA FEMALE TO SMA FEMALE 


OO) EE ee 


50 OHM, RG402/U (.141” BARE COPPER) 50 OHM, RG405/U (.085” BARE COPPER) 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE3931-12 125 $28.40 $26.41 $24.42 $22.72 PE3109-12 ize $29.55 $27.48 $25.41 $23.64 
PE3931-24 24" 31.75 29.53 27.31 25.40 PE3109-24 24" 32.90 30.60 28.29 26.32 
PE3931-36 36" 35.10 32.64 30.19 28.08 PE3109-36 36" 36.20 33.67 31.13 28.96 
PE3931-48 48" 38.45 35.76 33.07 30.76 PE3109-48 48" 39.55 36.78 34.01 31.64 
PE3931-60 60" 41.75 38.83 35.91 33.40 PE3109-60 60" 42.85 39.85 36.85 34.28 
PE3931-XX Any Same-Day Shipment / Call for Pricing PE3109-XX Any Same-Day Shipment / Call for Pricing 

50 OHM, PE-SR402AL (.141” TINNED ALUMINUM) 50 OHM, PE-SR405AL (.085” TINNED ALUMINUM) 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE34836-12 12% $32.05 $29.81 $27.56 $25.64 PE34834-12 i2Zt $33.20 $30.88 $28.55 $26.56 
PE34836-24 24" 35.40 32.92 30.44 28.32 PE34834-24 24" 36.50 33.95 31.39 29.20 
PE34836-36 36" 38.75 36.04 33.33 31.00 PE34834-36 36" 39.90 ST he 34.31 31.92 
PE34836-48 48" 42.10 39.15 36.21 33.68 PE34834-48 48" 43.25 40.22 37.20 34.60 
PE34836-60 60" 45.45 42.27 39.09 36.36 PE34834-60 60" 46.55 43.29 40.03 37.24 
PE34836-XX Any Same-Day Shipment / Call for Pricing PE34834-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, PE-SR402FL (.141” RE-SHAPEABLE) 50 OHM, PE-SR405FL (.085” RE-SHAPEABLE) 

Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE33964-12 12" $32.05 $29.81 $27.56 $25.64 PE34292-12 12" $33.20 $30.88 $28.55 $26.56 
PE33964-24 24" 35.40 32.92 30.44 28.32 PE34292-24 24" 36.50 33.95 31.39 4 29.20 
PE33964-36 36" 38.75 36.04 33.33 31.00 PE34292-36 36" 39.90 Sheit 34.31 31.92 
PE33964-48 48" 42.10 39.15 36.21 33.68 PE34292-48 48" 43.25 40.22 37.20 34.60 
PE33964-60 60" 45.45 42.27 39.09 36.36 PE34292-60 60" 46.55 43.29 40.03 37.24 
PE33964-XX Any Same-Day Shipment / Call for Pricing PE34292-XX Any Same-Day Shipment / Call for Pricing 

50 OHM, PE-047SR (.047” BARE COPPER) 50 OHM, RG401/U (.250” BARE COPPER) 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE3758-12 12° $50.70 $47.15 $43.60 $40.56 PE3521-12 12% $125.85 $117.04 $108.23 $100.68 
PE3758-24 24" 54.05 50.27 46.48 43.24 PE3521-24 24" 132.55 123.27 113.99 106.04 
PE3758-36 36" 57.35 53.34 49.32 45.88 PE3521-36 36" 139.25 129.50 119.76 111.40 
PE3758-48 48" 60.70 56.45 52.20 48.56 PE3521-48 48" 145.90 135.69 125.47 116.72 
PE3758-60 60" 64.05 59.57 55.08 51.24 PE3521-60 60" 152.60 141.92 131.24 122.08 
PE3758-XX Any Same-Day Shipment / Call for Pricing PE3521-XX Any Same-Day Shipment / Call for Pricing 

50 OHM, PE-SRO47AL (.047” TINNED ALUMINUM) 50 OHM, PE-SR401AL (.250” TINNED ALUMINUM) 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE34835-12 12% $53.15 $49.43 $45.71 $42.52 PE3524-12 122 $131.45 $122.25 $113.05 $105.16 
PE34835-24 24" 56.45 52.50 48.55 45.16 PE3524-24 24" 138.10 128.43 118.77 110.48 
PE34835-36 36" 59.80 55.61 51.43 47.84 PE3524-36 36" 144.80 134.66 124.53 115.84 
PE34835-48 48" 63.20 58.78 54.35 50.56 PE3524-48 48" 151.50 140.90 130.29 121.20 
PE34835-60 60" 66.50 61.85 57.19 53.20 PE3524-60 60" 158.15 147.08 136.01 126.52 
PE34835-XX Any Same-Day Shipment / Call for Pricing PE3524-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, PE-SRO47FL (.047” RE-SHAPEABLE) 50 OHM, PE-SR401FL (.250” RE-SHAPEABLE) 

Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE34833-12 12" $53.15 $49.43 $45.71 $42.52 PE3534-12 12" $131.45 $122.25 $113.05 $105.16 
PE34833-24 24" 56.45 52.50 48.55 45.16 PE3534-24 24" 138.10 128.43 118.77 110.48 
PE34833-36 36" 59.80 55.61 51.43 47.84 PE3534-36 36" 144.80 134.66 124.53 115.84 
PE34833-48 48" 63.20 58.78 54.35 50.56 PE3534-48 48" 151.50 140.90 130.29 121.20 
PE34833-60 60" 66.50 61.85 57.19 53.20 PE3534-60 60" 158.15 147.08 136.01 126.52 
PE34833-XX Any Same-Day Shipment / Call for Pricing PE3534-XX Any Same-Day Shipment / Call for Pricing 

50 OHM, PE-020SR (.020” BARE COPPER) 50 OHM, PE-034SR (.034” BARE COPPER) 
Model No. { ‘Uengthes._.. | #1-24 25-49 50-99 100 + Model No. ———_—_— Length 1-24 25-49 50-99 100 + 
PE34917-12 12% $114.75 $106.72 $98.69 $91.80 PE34405-12 ize $94.15 $87.56 $80.97 $75.32 
PE34917-24 24" 121.40 112.90 104.40 97.12 PE34405-24 24" 97.45 90.63 83.81 77.96 
PE34917-36 36" 128.05 119.09 110.12 102.44 PE34405-36 36" 100.80 93.74 86.69 80.64 
PE34917-48 48" 134.80 125.36 115.93 107.84 PE34405-48 48" 104.15 96.86 89.57 83.32 
PE34917-60 60" 141.45 131.55 121.65 113.16 PE34405-60 60" 107.45 99.93 92.41 85.96 
PE34917-XX Any Same-Day Shipment / Call for Pricing PE34405-XX Any Same-Day Shipment / Call for Pricing 
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62 = All Products Available Online! www.pasternack.com _ Free Ground Freight 
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SEMI-RIGID & RE-SHAPEABLE CABLE ASSEMBLIES 
SMA FEMALE BULKHEAD TO SMA FEMALE BULKHEAD 
L) « 


USE MOUNTING HOLE B02 ON PAGE 253 


50 OHM, RG402/U (.141” BARE COPPER) 50 OHM, RG405/U (.085” BARE COPPER) 


Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE33518-12 12" $38.45 $35.76 $33.07 $30.76 PE33176-12 12e $40.65 $37.80 $34.96 $32.52 
PE33518-24 24" 41.75 38.83 35.91 33.40 PE33176-24 24" 44.00 40.92 37.84 35.20 
PE33518-36 36" 45.10 41.94 38.79 36.08 PE33176-36 36" 47.30 43.99 40.68 37.84 
PE33518-48 48" 48.50 45.11 41.71 38.80 PE33176-48 48" 50.70 47.15 43.60 40.56 
PE33518-60 60" 51.80 48.17 44.55 41.44 PE33176-60 60" 54.05 50.27 46.48 43.24 
PE33518-XX Any Same-Day Shipment / Call for Pricing PE33176-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, PE-SR402AL (.141” TINNED ALUMINUM) 50 OHM, PE-SR405AL (.085” TINNED ALUMINUM) 


Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE3903-12 125 $40.85 $37.99 $35.13 $32.68 PE34071-12 125 $44.35 $41.25 $38.14 $35.48 
PE3903-24 24" 44.25 41.15 38.06 35.40 PE34071-24 24" 47.65 44.31 40.98 38.12 
PE3903-36 36" 47.55 44.22 40.89 38.04 PE34071-36 36" 51.00 47.43 43.86 40.80 
PE3903-48 48" 50.90 47.34 43.77 40.72 PE34071-48 48" 54.35 50.55 46.74 43.48 
PE3903-60 60" 54.25 50.45 46.66 43.40 PE34071-60 60" 57.65 53.61 49.58 46.12 
PE3903-XX Any Same-Day Shipment / Call for Pricing PE34071-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, PE-SR402FL (.141” RE-SHAPEABLE) 50 OHM, PE-SR405FL (.085” RE-SHAPEABLE) 


Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE33864-12 12! $40.85 $37.99 $35.13 $32.68 PE34070-12 128 $44.35 $41.25 $38.14 $35.48 
PE33864-24 24" 44.25 41.15 38.06 35.40 PE34070-24 24" 47.65 44.31 40.98 38.12 
PE33864-36 36" 47.55 44.22 40.89 38.04 PE34070-36 36" 51.00 47.43 43.86 40.80 
PE33864-48 48" 50.90 47.34 43.77 40.72 PE34070-48 48" 54.35 50.55 46.74 43.48 
PE33864-60 60" 54.25 50.45 46.66 43.40 PE34070-60 60" 57.65 53.61 49.58 46.12 
PE33864-XX Any Same-Day Shipment / Call for Pricing PE34070-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, PE-047SR (.047” BARE COPPER) 50 OHM, RG401/U (.250” BARE COPPER) 


Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE33789-12 12" $68.50 $63.71 $58.91 $54.80 PE3634-12 125 $137.00 $127.41 $117.82 $109.60 
PE33789-24 24" 71.85 66.82 61.79 57.48 PE3634-24 24" 143.65 133259 123.54 114.92 
PE33789-36 36" 75.20 69.94. 64.67 60.16 PE3634-36 36" 150.40 139.87 129.34 120.32 
PE33789-48 48" 78.55 73.05 67.55 62.84 PE3634-48 48" 157.05 146.06 135.06 125.64 
PE33789-60 60" 81.85 76.12 70.39 65.48 PE3634-60 60" 163.70 152.24 140.78 130.96 
PE33789-XX Any Same-Day Shipment / Call for Pricing PE3634-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, PE-SRO47AL (.047” TINNED ALUMINUM) 50 OHM, PE-SR401AL (.250” TINNED ALUMINUM) 


Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE3929-12 ize $73.65 $68.49 $63.34 $58.92 PE3764-12 125 $148.10 $137.73 $127.37 $118.48 
PE3929-24 24" 76.95 71.56 66.18 61.56 PE3764-24 24" 154.85 144.01 133.17 123.88 
PE3929-36 36" 80.30 74.68 69.06 64.24 PE3764-36 36" 161.50 150.20 138.89 129.20 
PE3929-48 48" 83.65 77.79 71.94 66.92 PE3764-48 48" 168.15 156.38 144.61 134.52 
PE3929-60 60" 87.00 80.91 74.82 69.60 PE3764-60 60" 174.90 162.66 150.41 139.92 
PE3929-XX Any Same-Day Shipment / Call for Pricing PE3764-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, PE-SRO47FL (.047” RE-SHAPEABLE) 50 OHM, PE-SR401FL (.250” RE-SHAPEABLE) 


Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE34709-12 i2e $73.65 $68.49 $63.34 $58.92 PE3794-12 123 $148.10 $137.73 $127.37 $118.48 
PE34709-24 24" 76.95 71.56 66.18 61.56 PE3794-24 24" 154.85 144.01 133,17 123.88 
PE34709-36 36" 80.30 74.68 69.06 64.24 PE3794-36 36" 161.50 150.20 138.89 129.20 
PE34709-48 48" 83.65 77.79 71.94 66.92 PE3794-48 48" 168.15 156.38 144.61 134.52 
PE34709-60 60" 87.00 80.91 74.82 69.60 PE3794-60 60" 174.90 162.66 150.41 139.92 
PE34709-XX Any Same-Day Shipment / Call for Pricing PE3794-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, PE-020SR (.020” BARE COPPER) 50 OHM, PE-034SR (.034” BARE COPPER) 


Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE3932-12 12% $125.85 $117.04 $108.23 $100.68 PE3520-12 12" $113.05 $105.14 $97.22 $90.44 
PE3932-24 24" 132.55 123.27 113.99 106.04 PE3520-24 24" 116.40 108.25 100.10 93.12 
PE3932-36 36" 139.25 129.50 119.76 111.40 PE3520-36 36" 119.75 111.37 102.99 95.80 
PE3932-48 48" 145.90 135.69 125.47 116.72 PE3520-48 48" 123.05 114.44 105.82 98.44 
.PE3932-60 60" 152.60 141.92 131.24 122.08 PE3520-60 60" 126.40 117.55 108.70 101.12 
PE3932-XX Any Same-Day Shipment / Call for Pricing PE3520-XX Any Same-Day Shipment / Call for Pricing 
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**ROHS COMPLIANT & CUSTOM-LENGTH CABLE ASSEMBLIES MAY BE ORDERED ON OUR WEBSITE.** 
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SEMI-RIGID & RE-SHAPEABLE CABLE ASSEMBLIES 
SMA FEMALE 2 HOLE PANEL MOUNT TO SMA FEMALE 2 HOLE PANEL MOUNT 


USE MOUNTING HOLE C01 ON PAGE 253 


50 OHM, RG402/U (.141” BARE COPPER) 50 OHM, PE-SR402FL (.141” RE-SHAPEABLE) 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE3525-12 12" $38.45 $35.76 $33.07 $30.76 PE35108-12 125 $40.85 $37.99 $35.13 $32.68 
PE3525-24 24" 41.75 38.83 35.91 33.40 PE35108-24 24" 44.25 41.15 38.06 35.40 
PE3525-36 36" 45.10 41.94 38.79 36.08 PE35108-36 36" 47.55 44.22 40.89 38.04 
PE3525-48 48" 48.50 45.11 41.71 38.80 PE35108-48 48" 50.90 47.34 43.77 40.72 
PE3525-60 60" 51.80 48.17 44.55 41.44 PE35108-60 60" 54.25 50.45 46.66 43.40 
PE3525-XX Any Same-Day Shipment / Call for Pricing PE35108-XX Any Same-Day Shipment / Call for Pricing 

50 OHM, RG405/U (.085” BARE COPPER) 50 OHM, PE-SR405FL (.085” RE-SHAPEABLE) 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE33191-12 12" $40.65 $37.80 $34.96 $32.52 PE35114-12 12% $44.35 $41.25 $38.14 $35.48 
PE33191-24 24" 44.00 40.92 37.84 35.20 PE35114-24 24" 47.65 44.31 40.98 38.12 
PE33191-36 36" 47.30 43.99 40.68 37.84 PE35114-36 36" 51.00 47.43 43.86 40.80 
PE33191-48 48" 50.70 47.15 43.60 40.56 PE35114-48 48" 54.35 50.55 46.74 43.48 
PE33191-60 60" 54.05 50.27 46.48 43.24 PE35114-60 60" 57.65 53.61 49.58 46.12 
PE33191-XX Any Same-Day Shipment / Call for Pricing PE35114-XX Any Same-Day Shipment / Call for Pricing 

50 OHM, PE-047SR (.047” BARE COPPER) 50 OHM, PE-SRO47FL (.047” RE-SHAPEABLE) 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE35064-12 12° $68.50 $63.71 $58.91 $54.80 PE35154-12 128 $73.65 $68.49 $63.34 $58.92 
PE35064-24 24" 71.85 66.82 61.79 57.48 PE35154-24 24" 76.95 71.56 66.18 61.56 
PE35064-36 36" 75.20 69.94 64.67 60.16 PE35154-36 36" 80.30 74.68 69.06 64.24 
PE35064-48 48" 78.55 73.05 67.55 62.84 PE35154-48 48" 83.65 77.79 71.94 66.92 
PE35064-60 60” 81.85 76.12 70.39 65.48 PE35154-60 60" 87.00 80.91 74.82 69.60 
PE35064-XX Any Same-Day Shipment / Call for Pricing PE35154-XX Any Same-Day Shipment / Call for Pricing 


SEMI-RIGID & RE-SHAPEABLE CABLE ASSEMBLIES 
SMA FEMALE 4 HOLE PANEL MOUNT TO SMA FEMALE 4 HOLE PANEL MOUNT 


USE MOUNTING HOLE A01 ON PAGE 253 


50 OHM, RG402/U (.141” BARE COPPER) 50 OHM, PE-SR402FL (.141” RE-SHAPEABLE) 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE33502-12 125 $44.00 $40.92 $37.84 $35.20 PE35110-12 125 $46.45 $43.20 $39.95 $37.16 
PE33502-24 24" 47.30 43.99 40.68 37.84 PE35110-24 24" 49.80 46.31 42.83 39.84 
PE33502-36 36" 50.70 47.15 43.60 40.56 PE35110-36 36" 53.15 49.43 45.71 42.52 
PE33502-48 48" 54.05 50.27 46.48 43.24 PE35110-48 48" 56.45 52.50 48.55 45.16 
PE33502-60 60" 57.35 53.34 49.32 45.88 PE35110-60 60" 59.80 55.61 51.43 47.84 
PE33502-XX Any Same-Day Shipment / Call for Pricing PE35110-XX Any Same-Day Shipment / Call for Pricing 

50 OHM, RG405/U (.085” BARE COPPER) 50 OHM, PE-SR405FL (.085” RE-SHAPEABLE) 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE3223-12 12" $46.20 $42.97 $39.73 $36.96 PE35116-12 125 $49.90 $46.41 $42.91 $39.92 
PE3223-24 24" 49.55 46.08 42.61 39.64 PE35116-24 24" 53.25 49.52 45.80 42.60 
PE3223-36 36" 52.90 49.20 45.49 42.32 PE35116-36 36" 56.55 52.59 48.63 45.24 
PE3223-48 48" 56.25 52.31 48.38 45.00 PE35116-48 48" 59.95 55.75 51.56 47.96 
PE3223-60 60" 59.60 55.43 51.26 47.68 PE35116-60 60" 63.30 58.87 54.44 50.64 
PE3223-XX Any Same-Day Shipment / Call for Pricing PE35116-XX Any Same-Day Shipment / Call for Pricing 

50 OHM, PE-047SR (.047” BARE COPPER) 50 OHM, PE-SRO47FL (.047” RE-SHAPEABLE) 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE35118-12 12" $77.40 $71.98 $66.56 $61.92 PE35112-12 12" $82.50 $76.73 $70.95 $66.00 
PE35118-24 24" 80.75 75.10 69.45 64.60 PE35112-24 24" 85.85 79.84 73.83 68.68 
PE35118-36 36" 84.10 78.21 72.33 67.28 PE35112-36 36" 89.25 83.00 76.76 71.40 
PE35118-48 48" 87.40 81.28 75.16 69.92 PE35112-48 48" 92.55 86.07 79.59 74.04 
PE35118-60 60" 90.80 84.44 78.09 72.64 PE35112-60 60" 95.90 89.19 82.47 76.72 
PE35118-XX Any Same-Day Shipment / Call for Pricing PE35112-XX Any Same-Day Shipment / Call for Pricing 


**ROHS COMPLIANT & CUSTOM-LENGTH CABLE ASSEMBLIES MAY BE ORDERED ON OUR WEBSITE.** 
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75 OHM TNC MALE TO 
75 OHM TNC MALE 


75 OHM TNC MALE TO 
75 OHM BNC MALE 


75 OHM, RG6A/U COAX 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE35348-12 125 $28.95 $26.92 $24.90 $23.16 PE35350-12 125 $27.85 $25.90 $23.95 $22.28 
PE35348-24 24" 29.85 27.76 25.67 23.88 PE35350-24 24" 28.75 26.74 24.73 23.00 
PE35348-36 36" 30.75 28.60 26.45 24.60 PE35350-36 36" 29.65 27.57 25.50 23.72 
PE35348-48 48" 31.60 29.39 27.18 25.28 PE35350-48 48" 30.50 28.37 26.23 24.40 
PE35348-60 60" 32.50 30.23 27.95 26.00 PE35350-60 60" 31.40 29.20 27.00 25.12 
PE35348-XX Any Same-Day Shipment / Call for Pricing PE35350-XX Any Same-Day Shipment / Call for Pricing 
75 OHM, RG11A/U COAX 75 OHM, RG11A/U COAX 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE35352-12 12° $32.30 $30.04 $27.78 $25.84 PE35354-12 129 $31.20 $29.02 $26.83 $24.96 
PE35352-24 24" 33.20 30.88 28.55 26.56 PE35354-24 24" 32.05 29.81 27.56 25.64 
PE35352-36 36" 34.10 a phy Al 29.33 27.28 PE35354-36 36" 33.00 30.69 28.38 26.40 
PE35352-48 48" 35.00 32.55 30.10 28.00 PE35354-48 48" 33.85 31.48 29.11 27.08 
PE35352-60 60" 35.85 33.34 30.83 28.68 PE35354-60 60" 34.75 32.32 29.89 27.80 
PE35352-XX Any Same-Day Shipment / Call for Pricing PE35354-XX Any Same-Day Shipment / Call for Pricing 
75 OHM, RG59B/U COAX 75 OHM, RG59B/U COAX 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE35356-12 12" $26.70 $24.83 $22.96 $21.36 PE35358-12 12? $25.60 $23.81 $22.02 $20.48 
PE35356-24 24" 27.10 25.20 25531 21.68 PE35358-24 24" 26.00 24.18 22.36 20.80 
PE35356-36 36" 27.45 25.53 23.61 21.96 PE35358-36 36" 26.35 24.51 22.66 21.08 
PE35356-48 48" 27.90 25.95 23.99 22.32 PE35358-48 48" 26.75 24.88 23.01 21.40 
PE35356-60 60" 28.25 26.27 24.30 22.60 PE35358-60 60" 27.10 25.20 23.31 21.68 
PE35356-XX Any Same-Day Shipment / Call for Pricing PE35358-XX Any Same-Day Shipment / Call for Pricing 
75 OHM, RG179B/U COAX 75 OHM, RG179B/U COAX 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE35360-12 12" $26.70 $24.83 $22.96 $21.36 PE35362-12 12% $25.60 $23.81 $22.02 $20.48 
PE35360-24 24" 27.60 25.67 23.74 22.08 PE35362-24 24" 26.50 24.65 22.79 21.20 
PE35360-36 36" 28.55 26.55 24.55 22.84 PE35362-36 36" 27.40 25.48 23.56 21.92 
PE35360-48 48" 29.40 27.34 25.28 23.52 PE35362-48 48" 28.30 26.32 24.34 22.64 
PE35360-60 60" 30.30 28.18 26.06 24.24 PE35362-60 60" 29.20 27.16 25.11 23.36 
PE35360-XX Any Same-Day Shipment / Call for Pricing PE35362-XX Any Same-Day Shipment / Call for Pricing 
75 OHM, RG187A/U COAX 75 OHM, RG187A/U COAX 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE35364-12 12" $26.70 $24.83 $22.96 $21.36 PE35366-12 a2 $25.60 $23.81 $22.02 $20.48 
PE35364-24 24" 27.60 25.67 23.74 22.08 PE35366-24 24" 26.50 24.65 22.79 21.20 
PE35364-36 36" 28.55 26.55 24.55 22.84 PE35366-36 36" 27.40 25.48 23.56 21.92 
PE35364-48 48" 29.40 27.34 25.28 23.52 PE35366-48 48" 28.30 26.32 24.34 22.64 
PE35364-60 60" 30.30 28.18 26.06 24.24 PE35366-60 60" 29.20 27.16 25.11 23.36 
PE35364-XX Any Same-Day Shipment / Call for Pricing PE35366-XX Any Same-Day Shipment / Call for Pricing 
75 OHM, RG216/U COAX 75 OHM, RG216/U COAX 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE35368-12 12" $32.30 $30.04 $27.78 $25.84 PE35370-12 iZs $31.20 $29.02 $26.83 $24.96 
PE35368-24 24" 33.20 30.88 28.55 26.56 PE35370-24 24" 32.05 29.81 27.56 25.64 
PE35368-36 36" 34.10 31.22 29.33 27.28 PE35370-36 36" 33.00 30.69 28.38 26.40 
PE35368-48 48" 35.00 32.55 30.10 28.00 PE35370-48 48" 33.85 31.48 29.11 27.08 
PE35368-60 60" 35.85 33.34 30.83 28.68 PE35370-60 60" 34.75 32.32 29.89 27.80 
PE35368-XX Any Same-Day Shipment / Call for Pricing PE35370-XX Any Same-Day Shipment / Call for Pricing 


**ROHS COMPLIANT & CUSTOM-LENGTH CABLE ASSEMBLIES MAY BE ORDERED ON OUR WEBSITE.** 
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53.5 OHM, RG55B/U COAX, DOUBLE SHIELDED 


Model No. Length 1-24 25-49 50-99 100 + 
PE34169-12 125 $48.15 $44.78 $41.41 $38.52 
PE34169-24 24" 48.80 45.38 41.97 39.04 
PE34169-36 36" 49.45 45.99 42.53 39.56 
PE34169-48 48" 50.15 46.64 43.13 40.12 
PE34169-60 60" 50.80 47.24 43.69 40.64 
PE34169-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG58C/U COAX 
Model No. Length 1-24 25-49 50-99 100 + 
PE3013-12 A125 $41.85 $38.92 $35.99 $33.48 
PE3013-24 24" 42.20 39.25 36.29 33.76 
PE3013-36 36" 42.60 39.62 36.64 34.08 
PE3013-48 48" 43.00 39.99 36.98 34.40 
PE3013-60 60" 43.40 40.36 37.32 34.72 
PE3013-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG142B/U COAX, DOUBLE SHIELDED 
Model No. Length 1-24 25-49 50-99 100 + 
PE3345-12 te $45.35 $42.18 $39.00 $36.28 
PE3345-24 24" 47.75 44.41 41.07 38.20 
PE3345-36 36" 50.25 46.73 43.22 40.20 
PE3345-48 48" 52.65 48.96 45.28 42.12 
PE3345-60 60" 55.15 51.29 47.43 44.12 
PE3345-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG174A/U COAX 
Model No. Length 1-24 25-49 50-99 100 + 
PE34171-12 12" $41.75 $38.83 $35.91 $33.40 
PE34171-24 24" 42.00 39.06 36.12 33.60 
PE34171-36 36" 42.25 39.29 36.34 33.80 
PE34171-48 48" 42.50 39.53 36.55 34.00 
PE34171-60 60" 42.75 39.76 36.77 34.20 
PE34171-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG178B/U COAX 
Model No. Length 1-24 25-49 50-99 100 + 
PE34174-12 125 $58.00 $53.94 $49.88 $46.40 
PE34174-24 24" 58.95 54.82 50.70 47.16 
PE34174-36 36" 59.80 55.61 51.43 47.84 
PE34174-48 48" 60.70 56.45 52.20 48.56 
PE34174-60 60" 61.60 57.29 52.98 49.28 
PE34174-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG188A/U COAX 
Model No. Length 1-24 25-49 50-99 100 + 
PE34176-12 12* $42.10 $39.15 $36.21 $33.68 
PE34176-24 24" 43.00 39.99 36.98 34.40 
PE34176-36 36" 43.90 40.83 37.75 35.12 
PE34176-48 48" 44.80 41.66 38.53 35.84 
PE34176-60 60" 45.65 42.45 39.26 36.52 
PE34176-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG213/U COAX 
Model No. Length 1-24 25-49 50-99 100 + 
PE34185-12 129 $53.20 $49.48 $45.75 $42.56 
PE34185-24 24" 54.10 50.31 46.53 43.28 
PE34185-36 36" 55.05 51.20 47 .34 44.04 
PE34185-48 48" 55.95 52.03 48.12 44.76 
PE34185-60 60" 56.90 52.92 48.93 45.52 
PE34185-XX Any Same-Day Shipment / Call for Pricing 


SMA MALE TO N FEMALE BULKHEAD 


USE MOUNTING HOLE G01 ON PAGE 253 


50 OHM, RG214/U COAX, DOUBLE SHIELDED 


Model No. 

PE33481-12 
PE33481-24 
PE33481-36 
PE33481-48 
PE33481-60 
PE33481-XX 


Length 1-24 25-49 50-99 100 + 
12" $56.80 $52.82 $48.85 $45.44 
24" 60.15 55.94 51.73 48.12 
36" 63.50 59.06 54.61 50.80 
48" 66.80 62.12 57.45 53.44 
60" 70.15 65.24 60.33 56.12 
Any Same-Day Shipment / Call for Pricing 


50 OHM, RG223/U COAX, DOUBLE SHIELDED 


Model No. Length 1-24 25-49 50-99 100 + 
PE3193-12 IZ $42.25 $39.29 $36.34 $33.80 
PE3193-24 24" 43.50 40.46 37.41 34.80 
PE3193-36 36" 44.75 41.62 38.49 35.80 
PE3193-48 48" 45.95 42.73 39.52 36.76 
PE3193-60 60" 47.15 43.85 40.55 37.72 
PE3193-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG316/U COAX 
Model No. Length 1-24 25-49 50-99 100 + 
PE33555-12 12° $42.10 $39.15 $36.21 $33.68 
PE33555-24 24" 43.00 39.99 36.98 34.40 
PE33555-36 36" 43.90 40.83 37.75 35.12 
PE33555-48 48" 44.80 41.66 38.53 35.84 
PE33555-60 60" 45.65 42.45 39.26 36.52 
PE33555-XX Any Same-Day Shipment / Call for Pricing 


90 OHM, RG316-DS COAX, DOUBLE SHIELDED 


Model No. Length 1-24 25-49 50-99 100 + 
PE33929-12 125 $45.25 $42.08 $38.92 $36.20 
PE33929-24 24" 47.45 44.13 40.81 37.96 
PE33929-36 36" 49.70 46.22 42.74 39.76 
PE33929-48 48" 51.90 48.27 44.63 41.52 
PE33929-60 60" 54.15 50.36 46.57 43.32 
PE33929-XX Any Same-Day Shipment / Call for Pricing 


90 OHM, RG393/U COAX, DOUBLE SHIELDED 


Model No. Length 1-24 25-49 50-99 100 + 
PE34183-12 128 $62.70 $58.31 $53.92 $50.16 
PE34183-24 24" 70.50 65.57 60.63 56.40 
PE34183-36 36" 78.35 72.87 67.38 62.68 
PE34183-48 48" 86.10 80.07 74.05 68.88 
PE34183-60 60" 93.90 87.33 80.75 75.12 
PE34183-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, RG400/U COAX, DOUBLE SHIELDED 


Model No. Length 1-24 25-49 50-99 100 + 
PE33117-12 12 $45.35 $42.18 $39.00 $36.28 
PE33117-24 24" 47.75 44.41 41.07 38.20 
PE33117-36 36" 50.25 46.73 43.22 40.20 
PE33117-48 48" 52.65 48.96 45.28 42.12 
PE33117-60 60" 55.15 51.29 47.43 44.12 
PE33117-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, PE-142LL, LOW LOSS, DBL-SHLD COAX 


Model No. Length 1-24 25-49 50-99 100 + 
PE34178-12 123 $59.25 $55.10 $50.96 $47.40 
PE34178-24 24" 62.60 58.22 53.84 50.08 
PE34178-36 36" 65.95 61.33 56.72 52.76 
PE34178-48 48" 69.30 64.45 59.60 55.44 
PE34178-60 60" 72.60 67.52 62.44 58.08 
PE34178-XX Any Same-Day Shipment / Call for Pricing 


**ROHS COMPLIANT & CUSTOM-LENGTH CABLE ASSEMBLIES MAY BE ORDERED ON OUR WEBSITE.** 


All Products Available Online! www.pasternack.com 


Toll-Free: 866-PASTERNACK (866-727-8376) Phone: 949-261-1920 Fax: 949-261-7451 


Free Ground Freight 
Same-Day Shipping 


SEMI-RIGID & RE-SHAPEABLE CABLE ASSEMBLIES 


SMA MALE TO N FEMALE BULKHEAD 


USE MOUNTING HOLE G01 ON PAGE 253 


50 OHM, RG402/U (.141” BARE COPPER) 


50 OHM, RG405/U (.085” BARE COPPER) 


Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE3769-12 125 $75.20 $69.94 $64.67 $60.16 PE3367-12 12¢ $76.40 $71.05 $65.70 $61.12 
PE3769-24 24" 78.55 73.05 67.55 62.84 PE3367-24 24" 79.75 74.17 68.59 63.80 
PE3769-36 36" 81.85 76.12 70.39 65.48 PE3367-36 36" 83.05 77.24 71.42 66.44 
PE3769-48 48" 85.20 79.24 73.27 68.16 PE3367-48 48" 86.45 80.40 74.35 69.16 
PE3769-60 60" 88.60 82.40 76.20 70.88 PE3367-60 60" 89.80 83.51 Ties 71.84 
PE3769-XX Any Same-Day Shipment / Call for Pricing PE3367-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, PE-SR402AL (.141” TINNED ALUMINUM) 


50 OHM, PE-SR405AL (.085” TINNED ALUMINUM) 


Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE34143-12 12s $78.90 $73.38 $67.85 $63.12 PE34155-12 125 $80.10 $74.49 $68.89 $64.08 
PE34143-24 24" 82.20 76.45 70.69 65.76 PE34155-24 24" 83.45 77.61 Altes 66.76 
PE34143-36 36" 85.55 79.56 P2657 68.44 PE34155-36 36" 86.75 80.68 74.61 69.40 
PE34143-48 48" 88.90 82.68 76.45 71.12 PE34155-48 48" 90.10 83.79 77.49 72.08 
PE34143-60 60" 92.20 85.75 79.29 73.76 PE34155-60 60" 93.40 86.86 80.32 74.72 
PE34143-XX Any Same-Day Shipment / Call for Pricing PE34155-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, PE-SR402FL (.141” RE-SHAPEABLE) 


50 OHM, PE-SR405FL (.085” RE-SHAPEABLE) 


Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE33996-12 Ze $78.90 $73.38 $67.85 $63.12 PE33844-12 2 $80.10 $74.49 $68.89 $64.08 
PE33996-24 24" 82.20 76.45 70.69 65.76 PE33844-24 24" 83.45 77.61 TL ehe 66.76 
PE33996-36 36" 85.55 79.56 73.57 68.44 PE33844-36 36" 86.75 80.68 74.61 69.40 
PE33996-48 48" 88.90 82.68 76.45 Glee PE33844-48 48" 90.10 83.79 77.49 72.08 
PE33996-60 60" 92.20 85.75 79.29 73.76 PE33844-60 60" 93.40 86.86 80.32 74.72 
PE33996-XX Any Same-Day Shipment / Call for Pricing PE33844-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, PE-047SR (.047” BARE COPPER) 50 OHM, RG401/U (.250” BARE COPPER) 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE34148-12 Ze $87.40 $81.28 $75.16 $69.92 PE34157-12 Wa: $76.85 $71.47 $66.09 $61.48 
PE34148-24 24" 90.80 84.44 78.09 72.64 PE34157-24 24" 83.55 77.70 7H AEE 66.84 
PE34148-36 36" 94.15 87.56 80.97 75.32 PE34157-36 36" 90.25 83.93 77.62 72.20 
PE34148-48 48" 97.45 90.63 83.81 77.96 PE34157-48 48" 96.90 90.12 83.33 Thane 
PE34148-60 60" 100.80 93.74 86.69 80.64 PE34157-60 60" 103.60 96.35 89.10 82.88 
PE34148-XX Any Same-Day Shipment / Call for Pricing PE34157-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, PE-SRO47AL (.047” TINNED ALUMINUM) 


50 OHM, PE-SR401AL (.250” TINNED ALUMINUM) 


Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE34151-12 ipa $93.60 $87.05 $80.50 $74.88 PE34159-12 TZ $82.95 $77.14 $71.34 $66.36 
PE34151-24 24" 96.90 90.12 83.33 77352 PE34159-24 24" 89.65 83.37 77.10 7ls72 
PE34151-36 36" 100.25 93.23 86.22 80.20 PE34159-36 36" 96.35 89.61 82.86 77.08 
PE34151-48 48" 103.60 96.35 89.10 82.88 PE34159-48 48" 103.00 95.79 88.58 82.40 
PE34151-60 60" 106.90 99.42 91.93 85.52 PE34159-60 60" 109.75 102.07 94.39 87.80 
PE34151-XX Any Same-Day Shipment / Call for Pricing PE34159-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, PE-SRO47FL (.047” RE-SHAPEABLE) 


50 OHM, PE-SR401FL (.250” RE-SHAPEABLE) 


Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE34153-12 127 $93.60 $87.05 $80.50 $74.88 PE34163-12 125 $82.95 $77.14 $71.34 $66.36 
PE34153-24 24" 96.90 90.12 83.33 77.52 PE34163-24 24" 89.65 83.37 77.10 71.72 
PE34153-36 36" 100.25 93.23 86.22 80.20 PE34163-36 36" 96.35 89.61 82.86 77.08 
PE34153-48 48" 103.60 96.35 89.10 82.88 PE34163-48 48" 103.00 95.79 88.58 82.40 
PE34153-60 60" 106.90 99.42 91.93 85.52 PE34163-60 60" 109.75 102.07 94.39 87.80 
PE34153-XX Any Same-Day Shipment / Call for Pricing PE34163-XX Any Same-Day Shipment / Call for Pricing 


**ROHS COMPLIANT & CUSTOM-LENGTH CABLE ASSEMBLIES MAY BE ORDERED ON OUR WEBSITE.** 
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Same-Day Shipping 


Toll-Free: 866-PASTERNACK (866-727-8376) | Phone: 949-261-1920 Fax: 949-261-7451 


SMA MALE TO N MALE 


52 OHM, RG8A/U COAX 
Model No. Length 1-24 25-49 50-99 100 + 
PE3323-12 12" $79.65 $74.07 $68.50 $63.72 
PE3323-24 24" 80.60 74.96 69.32 64.48 
PE3323-36 36" 81.50 75.80 70.09 65.20 
PE3323-48 438" 82.40 76.63 70.86 65.92 
PE3323-60 60" 83.40 77.56 71.72 66.72 


PE3323-XX Any Same-Day Shipment / Call for Pricing 


53.5 OHM, RG55B/U COAX, DOUBLE SHIELDED 


Model No. Length 1-24 25-49 50-99 100 + 
PE3654-12 Ae $26.95 $25.06 $23.18 $21.56 
PE3654-24 24" 27.60 25.67 23.74 22.08 
PE3654-36 36" 28.30 26.32 24.34 22.64 
PE3654-48 48" 28.95 26.92 24.90 23.16 
PE3654-60 60" 29.65 27.57 25.50 23.72 
PE3654-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG58C/U COAX 
Model No. Length 1-24 25-49 50-99 100 + 
PE3662-12 123 $29.40 $27.34 $25.28 $23.52 
PE3662-24 24" 29.80 27672 25.63 23.84 
PE3662-36 36" 30.15 28.04 25.93 24.12 
PE3662-48 48" 30.55 28.41 26.27 24.44 
PE3662-60 60" 30.90 28.74 26.57 24.72 
PE3662-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, RG142B/U COAX, DOUBLE SHIELDED 


Model No. Length 1-24 25-49 50-99 100 + 
PE3568-12 25 $29.40 $27.34 $25.28 $23.52 
PE3568-24 24" 31.85 29.62 27.39 25.48 
PE3568-36 36" 34.30 31.90 29.50 27.44 
PE3568-48 48" 36.75 34.18 31.61 29.40 
PE3568-60 60" 39.20 36.46 SIL 31.36 
PE3568-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG174A/U COAX 
Model No. Length 1-24 25-49 50-99 100 + 
PE3291-12 12" $33.10 $30.78 $28.47 $26.48 
PE3291-24 24" 33.35 31.02 28.68 26.68 
PE3291-36 36" 33.60 31.25 28.90 26.88 
PE3291-48 48" 33.85 31.48 29.11 27.08 
PE3291-60 60" 34.05 31.67 29.28 27.24 
PE3291-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG178B/U COAX 
Model No. Length 1-24 25-49 50-99 100 + 
PE3321-12 12" $44.10 $41.01 $37.93 $35.28 
PE3321-24 24" 45.00 41.85 38.70 36.00 
PE3321-36 36" 45.90 42.69 39.47 36.72 
PE3321-48 48" 46.75 43.48 40.21 37.40 
PE3321-60 60" 47.65 44.31 40.98 38.12 
PE3321-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG188A/U COAX 
Model No. Length 1-24 25-49 50-99 100 + 
PE3911-12 12" $33.10 $30.78 $28.47 $26.48 
PE3911-24 24" 34.00 31.62 29.24 27.20 
PE3911-36 36" 34.85 32.41 29.97 27.88 
PE3911-48 48" 35.75 33.25 30.75 28.60 
PE3911-60 60" 36.65 34.08 31.52 29.32 
PE3911-XX Any Same-Day Shipment / Call for Pricing 


00,9, 2,2 .@. 
KXKKKH 
Metecerete 


2, 


50 OHM, RG214/U COAX, DOUBLE SHIELDED 


Model No. Length 1-24 25-49 50-99 100 + 
PE3422-12 125 $79.65 $74.07 $68.50 $63.72 
PE3422-24 24" 82.95 77.14 71.34 66.36 
PE3422-36 367 86.30 80.26 74.22 69.04 
PE3422-48 48" 89.65 83.37 77.10 71.72 
PE3422-60 60" 93.00 86.49 79.98 74.40 


PE3422-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, RG223/U COAX, DOUBLE SHIELDED 


Model No. Length _ 1-24 25-49 50-99 100 + 
PE3519-12 i2s $29.40 $27.34 $25.28 $23.52 
PE3519-24 24" 30.65 28.50 26.36 24.52 
PE3519-36 36" 31.85 29.62 27.39 25.48 
PE3519-48 48" 33.10 30.78 28.47 26.48 
PE3519-60 60" 34.30 31.90 29.50 27.44 
PE3519-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG316/U COAX 
Model No. Length 1-24 25-49 50-99 100 + 
PE3234-12 125 $33.10 $30.78 $28.47 $26.48 
PE3234-24 24" 34.00 31.62 29.24 27.20 
PE3234-36 36" 34.85 32.41 29.97 27.88 
PE3234-48 48" 35.75 33.25 30.75 28.60 
PE3234-60 60" 36.65 34.08 31.52 29.32 
PE3234-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, RG316-DS COAX, DOUBLE SHIELDED 


Model No. Length 1-24 25-49 50-99 100 + 
PE3957-12 12" $38.00 $35.34 $32.68 $30.40 
PE3957-24 24" 40.20 37.39 34.57 32.16 
PE3957-36 36" 42.40 39.43 36.46 33.92 
PE3957-48 48" 44.65 41.52 38.40 35.72 
PE3957-60 60" 46.90 43.62 40.33 37.52 
PE3957-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, RG393/U COAX, DOUBLE SHIELDED 


Model No. Length 1-24 25-49 50-99 100 + 
PE3302-12 12% $79.65 $74.07 $68.50 $63.72 
PE3302-24 24" 87.40 81.28 75.16 69.92 
PE3302-36 36" 95.25 88.58 81.92 76.20 
PE3302-48 48" 103.00 95.79 88.58 82.40 
PE3302-60 60" 110.80 103.04 95.29 88.64 
PE3302-XX Any Same-Day Shipment / Call for Pricing 


30 OHM, RG400/U COAX, DOUBLE SHIELDED 


Model No. Length 1-24 25-49 50-99 100 + 
PE3614-12 125 $29.40 $27.34 $25.28 $23.52 
PE3614-24 24" 31.85 29.62 27.39 25.48 
PE3614-36 36" 34.30 31.90 29.50 27.44 
PE3614-48 48" 36.75 34.18 31.61 29.40 
PE3614-60 60" 39.20 36.46 si ak! 31.36 
PE3614-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, PE-142LL, LOW LOSS, DBL-SHLD COAX 


Model No. Length 1-24 25-49 50-99 100 + 
PE3318-12 12" $49.00 $45.57 $42.14 $39.20 
PE3318-24 24" 52.35 48.69 45.02 41.88 
PE3318-36 36" 55.70 51.80 47.90 44.56 
PE3318-48 48" 59.05 54.92 50.78 47.24 
PE3318-60 60" 62.35 57.99 53.62 49.88 
PE3318-XX Any Same-Day Shipment / Call for Pricing 


**ROHS COMPLIANT & CUSTOM-LENGTH CABLE ASSEMBLIES MAY BE ORDERED ON OUR WEBSITE.** 


All Products Available Online! www.pasternack.com 
Toll-Free: 866-PASTERNACK (866-727-8376) Phone: 949-261-1920 Fax: 949-261-7451 


Free Ground Freight 
Same-Day Shipping 


SEMI-RIGID & RE-SHAPEABLE CABLE ASSEMBLIES 
SMA MALE TO N MALE 


50 OHM, RG402/U (.141” BARE COPPER) 


Model No. Length 1-24 25-49 50-99 100 + 
PE3887-12 12e $42.10 $39.15 $36.21 $33.68 
PE3887-24 24" 45.45 42.27 39.09 36.36 
PE3887 -36 36" 48.80 45.38 41.97 39.04 
PE3887 -48 48" 52.10 48.45 44.81 41.68 
PE3887-60 60" 55.45 51.57 47.69 44.36 
PE3887-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, PE-SR402AL (.141” TINNED ALUMINUM) 


Model No. Length 1-24 25-49 50-99 100 + 
PE34265-12 125 $47.00 $43.71 $40.42 $37.60 
PE34265-24 24" 50.35 46.83 43.30 40.28 
PE34265-36 36" 53.70 49.94 46.18 42.96 
PE34265-48 48" 57.00 53.01 49.02 45.60 
PE34265-60 60" 60.35 56.13 51.90 48.28 


PE34265-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, PE-SR402FL (.141” RE-SHAPEABLE) 


Model No. Length 1-24 25-49 50-99 100 + 
PE3448-12 i2% $47 .00 $43.71 $40.42 $37.60 
PE3448-24 24" 50.35 46.83 43.30 40.28 
PE3448-36 36" 53.70 49.94 46.18 42.96 
PE3448-48 48" 57.00 53.01 49.02 45.60 
PE3448-60 60" 60.35 56.13 51.90 48.28 
PE3448-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, PE-047SR (.047” BARE COPPER) 
Model No. Length 1-24 25-49 50-99 100 + 
PE34257-12 12" $50.70 $47.15 $43.60 $40.56 
PE34257-24 24" 54.05 50.27 46.48 43.24 
PE34257-36 36" 57335 53.34 49.32 45.88 
PE34257-48 48" 60.70 56.45 52.20 48.56 
PE34257-60 60" 64.05 59.57 55.08 51.24 
PE34257-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, PE-SRO47AL (.047” TINNED ALUMINUM) 


Model No. Length 1-24 25-49 50-99 100 + 
PE34261-12 Lei $56.80 $52.82 $48.85 $45.44 
PE34261-24 24" 60.15 55.94 51.73 48.12 
PE34261-36 36" 63.50 59.06 54.61 50.80 
PE34261-48 48" 66.80 62.12 57.45 53.44 
PE34261-60 60" 70.15 65.24 60.33 56.12 
PE34261-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, PE-SRO47FL (.047” RE-SHAPEABLE) 


Model No. Length 1-24 25-49 50-99 100 + 
PE34268-12 12g $56.80 $52.82 $48.85 $45.44 
PE34268-24 24" 60.15 55.94 51.73 48.12 
PE34268-36 36" 63.50 59.06 54.61 50.80 
PE34268-48 48" 66.80 62.12 57.45 53.44 
PE34268-60 60" 70.15 65.24 60.33 56.12 
PE34268-XX Any Same-Day Shipment / Call for Pricing 
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50 OHM, RG405/U (.085” BARE COPPER) 


Model No. Length 1-24 25-49 50-99 100 + 
PE3828-12 12e $43.35 $40.32 $37.28 $34.68 
PE3828-24 24" 46.65 43.38 40.12 37.32 
PE3828-36 36" 50.00 46.50 43.00 40.00 
PE3828-48 48" 53.35 49.62 45.88 42.68 
PE3828-60 60" 56.70 52.73 48.76 45.36 
PE3828-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, PE-SR405AL (.085” TINNED ALUMINUM) 


Model No. Length 1-24 25-49 50-99 100 + 
PE34270-12 12h $48.25 $44.87 $41.50 $38.60 
PE34270-24 24" 51.55 47.94 44.33 41.24 
PE34270-36 36" 54.90 51.06 47.21 43.92 
PE34270-48 48" 58.25 54.17 50.10 46.60 
PE34270-60 60" 61.60 57.29 52.98 49.28 
PE34270-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, PE-SR405FL (.085” RE-SHAPEABLE) 


Model No. Length 1-24 25-49 50-99 100 + 
PE3657-12 12" $48.25 $44.87 $41.50 $38.60 
PE3657-24 24" 51.55 47.94 44.33 41.24 
PE3657-36 36" 54.90 51.06 47.21 43.92 
PE3657-48 48" 58.25 54.17 50.10 46.60 
PE3657-60 60" 61.60 57.29 52.98 49.28 
PE3657-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, RG401/U (.250” BARE COPPER) 


Model No. Length 1-24 25-49 50-99 100 + 
PE33001-12 12 $64.60 $60.08 $55.56 $51.68 
PE33001-24 24" 71.30 66.31 61.32 57.04 
PE33001-36 36" 77.95 72.49 67.04 62.36 
PE33001-48 48" 84.65 78.72 72.80 67.72 
PE33001-60 60" 91.30 84.91 78.52 73.04 
PE33001-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, PE-SR401AL (.250” TINNED ALUMINUM) 


Model No. Length 1-24 25-49 50-99 100 + 
PE34259-12 I2F $70.75 $65.80 $60.85 $56.60 
PE34259-24 24" 77.40 71.98 66.56 61.92 
PE34259-36 36" 84.10 78.21 72.33 67.28 
PE34259-48 48" 90.80 84.44 78.09 72.64 
PE34259-60 60" 97.45 90.63 83.81 77.96 


PE34259-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, PE-SR401FL (.250” RE-SHAPEABLE) 


Model No. Length 1-24 25-49 50-99 100 + 
PE34263-12 125 $70.75 $65.80 $60.85 $56.60 
PE34263-24 24" 77.40 71.98 66.56 61.92 
PE34263-36 36" 84.10 78.21 72.33 67.28 
PE34263-48 48" 90.80 84.44 78.09 72.64 
PE34263-60 60" 97.45 90.63 83.81 77.96 
PE34263-XX Any Same-Day Shipment / Call for Pricing 


**ROHS COMPLIANT & CUSTOM-LENGTH CABLE ASSEMBLIES MAY BE ORDERED ON OUR WEBSITE. ** 


Free Ground Freight 
Same-Day Shipping 


All Products Available Online! www.pasternack.com 
Toll-Free: 866-PASTERNACK (866-727-8376) 


Phone: 949-261-1920 Fax: 949-261-7451 


N MALE TO N MALE 
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52 OHM, RGBA/U COAX 


Model No. Length 50-99 100 + 
PE3570-12 thay RG sete $27.39 $25.48 
PE3570-24 24" 32.75 30.46 28.17 26.20 
PE3570-36 36" 33.75 31.39 29.03 27.00 
PE3570-48 48" 34.65 32.22 29.80 27.72 
PE3570-60 60" 35.60 33.11 30.62 28.48 
PE3570-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, RGS8C/U COAX 


Model No. Length 1-24 50-99 100 + 
PE3441-12 12" $22.05 aii $18.96 $17.64 
PE3441-24 24" 22.40 20.83 19.26 17.92 
PE3441-36 36" 22.85 21.25 19.65 18.28 
PE3441-48 48" 23.20 21.58 19.95 18.56 
PE3441-60 60" 23.60 21.95 20.30 18.88 
PE3441-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, RG142B/U COAX, DOUBLE SHIELDED | 


Model No. Length 

PE3455-12 pds ssasah rp ara EET 
PE3455-24 24" 31.85 29.62 27.39 25.48 
PE3455-36 36" 34.30 31.90 29.50 27.44 
PE3455-48 48" 36.75 34.18 31.61 29.40 
PE3455-60 60" 39.20 36.46 x ey Att 31.36 
PE3455-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, RG178B/U_ COAX 


Model No. Length 1-24 25-49 50-99 100 + 
PE33527-12 12" $49.00 $45.57 $42.14 $39.20 
PE33527-24 24" 49.90 46.41 42.91 39.92 
PE33527-36 36" 50.80 47.24 43.69 40.64 
PE33527-48 48" 51.65 48.03 44.42 41.32 
PE33527-60 60" 52.55 48.87 45.19 42.04 
PE33527-XX Any Same-Day Shipment / Call for Pricing 


90 OHM, RG188A/U_ COAX 


Model No. Length 50-99 100 + 
PE33525-12 12" 3510 rT $28.47 $26.48 
PE33525-24 24" 34.00 31.62 29.24 27.20 
PE33525-36 36" 34.85 32.41 29.97 27.88 
PE33525-48 48" 35.75 33.25 30.75 28.60 
PE33525-60 60" 36.65 34.08 31.52 29.32 
PE33525-XX Any Same-Day Shipment / Call for Pricing 


30 OHM, RG213/U COAX 


Model No. Length 50-99 100 + 
PE3496-12 12° aia eT. $27.39 $25.48 
PE3496-24 24" 32.75 30.46 28.17 26.20 
PE3496-36 36" 33.75 31.39 29.03 27.00 
PE3496-48 48" 34.65 32.22 29.80 27.72 
PE3496-60 60" 35.60 33.11 30.62 28.48 
PE3496-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, RG214/U COAX, DOUBLE SHIELDED 


Model No. Length 25-49 50-99 100 + 
PE3062-12 127 ren $33.02 $30.53 $28.40 
PE3062-24 24" 38.90 36.18 33.45 31.12 
PE3062-36 36" 42.20 39.25 36.29 33.76 
PE3062-48 48" 45.55 42.36 39.17 36.44 
PE3062-60 60" 48.90 45.48 42.05 39.12 
PE3062-XX Any Same-Day Shipment / Call for Pricing 


Kee 
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50 OHM, RG217/U COAX, DOUBLE SHIELDED 


Model N Length 

PE3997- o 125 stiias rar) sate are 
PE3997-24 24" 70.85 65.89 60.93 56.68 
PE3997-36 36" 73.05 67.94 62.82 58.44 
PE3997-48 48" 75.30 70.03 64.76 60.24 
PE3997-60 60" 77.50 72.08 66.65 62.00 
PE3997-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, RG218/U COAX 


Model No. Length 1-24 50-99 100 + 
PE33236-12 12° $104.60 aS $89.96 $83.68 
PE33236-24 24" 107.30 99.79 92.28 85.84 
PE33236-36 305 108.25 100.67 93.10 86.60 
PE33236-48 48" 110.25 102.53 94.82 88.20 
PE33236-60 60" 115.85 107.74 99.63 92.68 
PE33236-XX Any Same-Day Shipment / Call for Pricing 


ae you OHM, RG223/U COAX, DOUBLE SHIELDED 
Mode ength 


aad a at ives aT ee $23.04 
PE3447-24 24" 30.00 27.90 25.80 24.00 
PE3447-36 36" 31.25 29.06 26.88 25.00 
PE3447-48 48" 32.45 30.18 27.91 25.96 
PE3447-60 60" 33.70 31.34 28.98 26.96 
PE3447-XX Any Same-Day Shipment / Call for Pricing 


90 OHM, RG316/U COAX 


Model No. Length 25-49 50-99 100 + 
PE3487-12 2y Tat $30.78 $28.47 $26.48 
PE3487-24 24" 34.00 31.62 29.24 27.20 
PE3487-36 36" 34.85 32.41 29.97 27.88 
PE3487-48 48" So75 33.25 30.75 28.60 
PE3487-60 60" 36.65 34.08 31.52 29.32 
PE3487-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, RG393/U COAX, DOUBLE SHIELDED 


Model No. Length 

PE3607-12 12" eae ren eee ier 
PE3607-24 24" 44.55 41.43 38.31 35.64 
PE3607-36 36" 52.35 48.69 45.02 41.88 
PE3607-48 48" 60.15 55.94 51.73 48.12 
PE3607-60 60" 67.90 63.15 58.39 54.32 
PE3607-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, ees COAX, DOUBLE SHIELDED 


Model No. 

PE3653-12. corre a o : ar ¥ $22.56 
PE3653-24 24" 30.65 28.50 26.36 24.52 
PE3653-36 36" 33.10 30.78 28.47 26.48 
PE3653-48 48" 35.50 33.02 30.53 28.40 
PE3653-60 60" 38.00 35.34 32.68 30.40 
PE3653-XX Any Same-Day Shipment / Call for Pricing 


50 OHM PE- -B3199, VERY LOW LOSS. COAX 
Model No. ength 


PE3279-12 125 Gea OT aes $33.32 
PE3279-24 24" 42.50 39.53 36.55 34.00 
PE3279-36 36" 43.45 40.41 37.37 34.76 
PE3279-48 48" 44.35 41.25 38.14 35.48 
PE3279-60 60" 45.25 42.08 38.92 36.20 
PE3279-XX Any Same-Day Shipment / Call for Pricing 


**ROHS COMPLIANT & CUSTOM-LENGTH CABLE ASSEMBLIES MAY BE ORDERED ON OUR WEBSITE.** 
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All Products Available Online! www.pasternack.com 
Toll-Free: 866-PASTERNACK (866-727-8376) Phone: 949-261-1920 Fax: 949-261-7451 


Free Ground Freight 
Same-Day Shipping 


oO 


—— 


SEMI-RIGID & RE-SHAPEABLE CABLE ASSEMBLIES 


5 
x x 8S 


50 OHM, RG402/U (.141” BARE COPPER) 


Model No. Length 1-24 25-49 50-99 100 + 
PE3827-12 12" $48.25 $44.87 $41.50 $38.60 
PE3827-24 24" 51.55 47.94 44.33 41.24 
PE3827-36 36" 54.90 51.06 47.21 43.92 
PE3827-48 48" 58.25 54.17 50.10 46.60 
PE3827-60 60" 61.60 57.29 52.98 49.28 
PE3827-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, PE-SR402AL (.141” TINNED ALUMINUM) 


Model No. Length 1-24 25-49 50-99 100 + 
PE34138-12 125 $50.70 $47.15 $43.60 $40.56 
PE34138-24 24" 54.05 50.27 46.48 43.24 
PE34138-36 36" 57.35 53.34 49.32 45.88 
PE34138-48 48" 60.70 56.45 52.20 48.56 
PE34138-60 60" 64.05 59.57 55.08 51.24 
PE34138-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, PE-SR402FL (.141” RE-SHAPEABLE) 


Model No. Length 1-24 25-49 50-99 100 + 
PE3472-12 Ze $50.70 $47.15 $43.60 $40.56 
PE3472-24 24" 54.05 50.27 46.48 43.24 
PE3472-36 36" By aa0 53.34 49.32 45.88 
PE3472-48 48" 60.70 56.45 52.20 48.56 
PE3472-60 60" 64.05 59.57 55.08 51.24 
PE3472-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, PE-047SR (.047” BARE COPPER) 


Model No. Length 1-24 25-49 50-99 100 + 
PE34142-12 i2" $62.90 $58.50 $54.09 $50.32 
PE34142-24 24" 66.25 61.61 56.98 53.00 
PE34142-36 36" 69.65 64.77 59.90 55.72 
PE34142-48 48" 72.95 67.84 62.74 58.36 
PE34142-60 60" 76.30 70.96 65.62 61.04 
PE34142-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, PE-SRO47AL (.047” TINNED ALUMINUM) 


Model No. Length 1-24 25-49 50-99 100 + 
PE34144-12 12" $69.05 $64.22 $59.38 $55.24 
PE34144-24 24" 72.40 67.33 62.26 57.92 
PE34144-36 36" 75.75 70.45 65.15 60.60 
PE34144-48 48" 79.10 73.56 68.03 63.28 
PE34144-60 60" 82.40 76.63 70.86 65.92 
PE34144-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, PE-SRO47FL (.047” RE-SHAPEABLE) 


Model No. Length 1-24 25-49 50-99 100 + 
PE34146-12 12% $69.05 $64.22 $59.38 $55.24 
PE34146-24 24" 72.40 67.33 62.26 57.92 
PE34146-36 36" 75675 70.45 65.15 60.60 
PE34146-48 48" 79.10 73.56 68.03 63.28 
PE34146-60 60" 82.40 76.63 70.86 65.92 
PE34146-XX Any Same-Day Shipment / Call for Pricing 
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50 OHM, RG405/U (.085” BARE COPPER) 


Model No. Length 1-24 25-49 50-99 100 + 
PE3920-12 12" $50.70 $47.15 $43.60 $40.56 
PE3920-24 24" 54.05 50.27 46.48 43.24 
PE3920-36 36" 57.35 53.34 49.32 45.88 
PE3920-48 48" 60.70 56.45 52.20 48.56 
PE3920-60 60" 64.05 59.57 55.08 51.24 
PE3920-XX Any Same-Day Shipment / Call for Pricing 


90 OHM, PE-SR405AL (.085” TINNED ALUMINUM) 


Model No. Length 1-24 25-49 50-99 100 + 
PE34140-12 12% $53.15 $49.43 $45.71 $42.52 
PE34140-24 24" 56.45 52.50 48.55 45.16 
PE34140-36 36" 59.80 55.61 51.43 47.84 
PE34140-48 48" 63.20 58.78 54.35 50.56 
PE34140-60 60" 66.50 61.85 B7eL9 53.20 
PE34140-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, PE-SR405FL (.085” RE-SHAPEABLE) 


Model No. Length 1-24 25-49 50-99 100 + 
PE3963-12 125 $53.15 $49.43 $45.71 $42.52 
PE3963-24 24" 56.45 52.50 48.55 45.16 
PE3963-36 36" 59.80 55.61 51.43 47.84 
PE3963-48 48" 63.20 58.78 54.35 50.56 
PE3963-60 60" 66.50 61.85 57.19 53.20 
PE3963-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, RG401/U (.250” BARE COPPER) 


Model No. Length 1-24 25-49 50-99 100 + 
PE3782-12 12" $64.60 $60.08 $55.56 $51.68 
PE3782-24 24" 71.30 66.31 61.32 57.04 
PE3782-36 36" 77.95 72.49 67.04 62.36 
PE3782-48 48" 84.65 78.72 72.80 67.72 
PE3782-60 60" 91.30 84.91 78.52 73.04 
PE3782-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, PE-SR401AL (.250” TINNED ALUMINUM) 


Model No. Length 1-24 25-49 50-99 100 + 
PE3995-12 lide $70.75 $65.80 $60.85 $56.60 
PE3995-24 24" 77.40 71.98 66.56 61.92 
PE3995-36 36" 84.10 78.21 72.33 67.28 
PE3995-48 48" 90.80 84.44 78.09 72.64 
PE3995-60 60" 97.45 90.63 83.81 77.96 
PE3995-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, PE-SR401FL (.250” RE-SHAPEABLE) 


Model No. Length 1-24 25-49 50-99 100 + 
PE34149-12 123 $70.75 $65.80 $60.85 $56.60 
PE34149-24 24" 77.40 71.98 66.56 61.92 
PE34149-36 36" 84.10 78.21 Tessa 67.28 
PE34149-48 48" 90.80 84.44 78.09 72.64 
PE34149-60 60" 97.45 90.63 83.81 77.96 
PE34149-XX Any Same-Day Shipment / Call for Pricing 


**ROHS COMPLIANT & CUSTOM-LENGTH CABLE ASSEMBLIES MAY BE ORDERED ON OUR WEBSITE.** 


Free Ground Freight Al Products Available Online! www.pasternack.com 
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Same-Day Shipping Toll-Free: 866-PASTERNACK (866-727-8376) Phone: 949-261-1920 Fax: 949-261-7451 


52 OHM, RG8A/U COAX 
Model No. Length 1-24 25-49 50-99 100 + 
PE3699-12 120 $52.65 $48.96 $45.28 $42.12 
PE3699-24 24" 53.65 49.89 46.14 42.92 
PE3699-36 36" 54.55 50.73 46.91 43.64 
PE3699-48 48" 55.50 51.62 47.73 44.40 
PE3699-60 60" 56.40 52.45 48.50 45.12 
PE3699-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG58C/U COAX 
Model No. Length 1-24 25-49 50-99 100 + 
PE3143-12 ae $42.85 $39.85 $36.85 $34.28 
PE3143-24 24" 43.30 40.27 37.24 34.64 
PE3143-36 36" 43.65 40.59 37.54 34.92 
PE3143-48 48" 44.05 40.97 37.88 35.24 
PE3143-60 60" 44.40 41.29 38.18 35.52 
PE3143-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG142B/U COAX, DOUBLE SHIELDED 
Model No. Length 1-24 25-49 50-99 100 + 
PE3726-12 125 $42.85 $39.85 $36.85 $34.28 
PE3726-24 24" 45.35 42.18 39.00 36.28 
PE3726-36 36" 47.75 44.41 41.07 38.20 
PE3726-48 48" 50.25 46.73 43.22 40.20 
PE3726-60 60" 52.65 48.96 45.28 42.12 
PE3726-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG174A/U COAX 
Model No. Length 1-24 25-49 50-99 100 + 
PE34205-12 120 $49.00 $45.57 $42.14 $39.20 
PE34205-24 24" 49.25 45.80 42.36 39.40 
PE34205-36 36" 49.50 46.04 42.57 39.60 
PE34205-48 48" 49.75 46.27 42.79 39.80 
PE34205-60 60" 50.00 46.50 43.00 40.00 
PE34205-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG188A/U COAX 
Model No. Length 1-24 25-49 50-99 100 + 
PE34212-12 12" $49.00 $45.57 $42.14 $39.20 
PE34212-24 24" 49.90 46.41 42.91 39.92 
PE34212-36 36" 50.80 47.24 43.69 40.64 
PE34212-48 48" 51.65 48.03 44.42 41.32 
PE34212-60 60" 52255 48.87 45.19 42.04 
PE34212-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG213/U COAX 
Model No. Length 1-24 25-49 50-99 100 + 
PE3797-12 12° $52.65 $48.96 $45.28 $42.12 
PE3797-24 24" 53.65 49.89 46.14 42.92 
PE3797-36 36" 54.55 50.73 46.91 43.64 
PE3797-48 48" 55.50 51.62 47.73 44.40 
PE3797-60 60" 56.40 52.45 48.50 45.12 
PE3797-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, RG214/U COAX, DOUBLE SHIELDED 


Model No. Length 1-24 25-49 50-99 100 + 
PE3071-12 12? $52.65 $48.96 $45.28 $42.12 
PE3071-24 24" 56.00 52.08 48.16 44.80 
PE3071-36 36" 59.40 55.24 51.08 47.52 
PE3071-48 48" 62.70 58.31 53.92 50.16 
PE3071-60 60" 66.05 61.43 56.80 52.84 
PE3071-XX Any Same-Day Shipment / Call for Pricing 
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50 OHM, RG223/U COAX, DOUBLE SHIELDED 


Model No. Length 1-24 25-49 50-99 100 + 
PE3168-12 12" $42.85 $39.85 $36.85 $34.28 
PE3168-24 24" 44.10 41.01 37.93 35.28 
PE3168-36 36" 45.35 42.18 39.00 36.28 
PE3168-48 48" 46.55 43.29 40.03 37.24 
PE3168-60 60" 47.75 44.41 41.07 38.20 
PE3168-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, RG225/U COAX, DOUBLE SHIELDED 


Model No. Length 1-24 25-49 50-99 100 + 
PE34203-12 125 $61.25 $56.96 $52.68 $49.00 
PE34203-24 24" 83.55 77.70 71.85 66.84 
PE34203-36 36" 105.80 98.39 90.99 84.64 
PE34203-48 48" 128.05 119.09 110.12 102.44 
PE34203-60 60" 150.40 139.87 129.34 120.32 
PE34203-XX Any Same-Day Shipment. / Call for Pricing 
50 OHM, RG316/U COAX 
Model No. Length 1-24 25-49 50-99 100 + 
PE34210-12 a2 $49.00 $45.57 $42.14 $39.20 
PE34210-24 24" 49.90 46.41 42.91 39.92 
PE34210-36 36" 50.80 47.24 43.69 40.64 
PE34210-48 48" 51.65 48.03 44.42 41.32 
PE34210-60 60" 52.55 48.87 45.19 42.04 
PE34210-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, RG316-DS COAX, DOUBLE SHIELDED 


Model No. Length 1-24 25-49 50-99 100 + 
PE34207-12 i2- $51.45 $47.85 $44.25 $41.16 
PE34207-24 24" 53.70 49.94 46.18 42.96 
PE34207-36 36" 55.90 51.99 48.07 44.72 
PE34207-48 48" 58.15 54.08 50.01 46.52 
PE34207-60 60" 60.35 56.13 51.90 48.28 
PE34207-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, RG393/U COAX, DOUBLE SHIELDED 


Model No. Length 1-24 25-49 50-99 100 + 
PE3255-12 125 $52.65 $48.96 $45.28 $42.12 
PE3255-24 24" 60.50 56.27 52.03 48.40 
PE3255-36 36" 68.30 63.52 58.74 54.64 
PE3255-48 48" 76.05 70.73 65.40 60.84 
PE3255-60 60" 83.90 78.03 72.15 67.12 
PE3255-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, RG400/U COAX, DOUBLE SHIELDED 


Model No. Length 1-24 25-49 50-99 100 + 
PE33321-12 12" $42.85 $39.85 $36.85 $34.28 
PE33321-24 24" 45.35 42.18 39.00 36.28 
PE33321-36 36" 47.75 44.41 41.07 38.20 
PE33321-48 48" 50.25 46.73 43.22 40.20 
PE33321-60 60" 52.65 48.96 45.28 42.12 
PE33321-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, PE-B3199, VERY LOW LOSS COAX 


Model No. Length 1-24 25-49 50-99 100 + 
PE3962-12 12" $46.55 $43.29 $40.03 $37.24 
PE3962-24 24" 47.45 44.13 40.81 37.96 
PE3962-36 36" 48.35 44.97 41.58 38.68 
PE3962-48 48" 49.25 45.80 42.36 39.40 
PE3962-60 60" 50.15 46.64 43.13 40.12 
PE3962-XX Any Same-Day Shipment / Call for Pricing 


**ROHS COMPLIANT & CUSTOM-LENGTH CABLE ASSEMBLIES MAY BE ORDERED ON OUR WEBSITE.** 


All Products Available Online! www.pasternack.com 


Toll-Free: 866-PASTERNACK (866-727-8376) Phone: 949-261-1920 


Fax: 949-261-7451 


Free Ground Freight 
Same-Day Shipping 


N MALE RIGHT ANGLE TO N MALE RIGHT ANGLE 


52 OHM, RG8A/U COAX 50 OHM, RG223/U COAX, DOUBLE SHIELDED 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE33974-12 125 $61.25 $56.96 $52.68 $49.00 PE3882-12 ib. $49.00 $45.57 $42.14 $39.20 
PE33974-24 24" 62.20 57.85 53.49 49.76 PE3882-24 24" 50.25 46.73 43.22 40.20 
PE33974-36 36" 63.15 58.73 54.31 50.52 PE3882-36 36" 51.45 47.85 44.25 41.16 
PE33974-48 48" 64.10 59.61 55.13 51.28 PE3882-48 48" 52.65 48.96 45.28 42.12 
PE33974-60 60" 65.00 60.45 55.90 52.00 PE3882-60 60" 53.95 50.17 46.40 43.16 
PE33974-XX Any Same-Day Shipment / Call for Pricing PE3882-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG58C/U COAX 50 OHM, RG225/U COAX, DOUBLE SHIELDED 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE3698-12 12° $49.00 $45.57 $42.14 $39.20 PE34222-12 125 $73.55 $68.40 $63.25 $58.84 
PE3698-24 24" 49.40 45.94 42.48 39.52 PE34222-24 24" 95.80 89.09 82.39 76.64 
PE3698-36 36" 49.75 46.27 42.79 39.80 PE34222-36 36" 118.05 109.79 101.52 94.44 
PE3698-48 48" 50.15 46.64 43.13 40.12 PE34222-48 48" 140.35 130.53 120.70 112.28 
PE3698-60 60" 50.50 46.97 43.43 40.40 PE34222-60 60" 162.60 1ST. 22 139.84 130.08 
PE3698-XX Any Same-Day Shipment / Call for Pricing PE34222-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG142B/U COAX, DOUBLE SHIELDED 50 OHM, RG316/U COAX 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE3693-12 12" $49.00 $45.57 $42.14 $39.20 PE34236-12 125 $56.35 $52.41 $48.46 $45.08 
PE3693-24 24" 51.45 47.85 44.25 41.16 PE34236-24 24" 57.25 53.24 49.24 45.80 
PE3693-36 36" 53.95 50.17 46.40 43.16 PE34236-36 36" 58.15 54.08 50.01 46.52 
PE3693-48 48" 56.35 52.41 48.46 45.08 PE34236-48 48" 59.05 54.92 50.78 47.24 
PE3693-60 60" 58.85 54.73 50.61 47 .08 PE34236-60 60" 59.95 55°75 51.56 47.96 
PE3693-XX Any Same-Day Shipment / Call for Pricing PE34236-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG174A/U COAX 50 OHM, RG316-DS COAX, DOUBLE SHIELDED 
Model No. __Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE34231-12 ize $56.35 $52.41 $48.46 $45.08 PE34234-12 12" $58.85 $54.73 $50.61 $47.08 
PE34231-24 24" 56.60 52.64 48.68 45.28 PE34234-24 24" 61.05 56.78 52.50 48.84 
PE34231-36 36" 56.85 52.87 48.89 45.48 PE34234-36 36" 63.30 58.87 54.44 50.64 
PE34231-48 48" 57.05 53.06 49.06 45.64 PE34234-48 438" 65.50 60.92 56.33 52.40 
PE34231-60 60" 57.30 53.29 49.28 45.84 PE34234-60 60" 67.70 62.96 58.22 54.16 
PE34231-XX Any Same-Day Shipment / Call for Pricing PE34234-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG188A/U COAX 50 OHM, RG393/U COAX, DOUBLE SHIELDED 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE34238-12 12" $56.35 $52.41 $48.46 $45.08 PE3268-12 12h $61.25 $56.96 $52.68 $49.00 
PE34238-24 24" 57,25 53.24 49.24 45.80 PE3268-24 24" 69.05 64.22 59.38 55.24 
PE34238-36 36" 58.15 54.08 50.01 46.52 PE3268-36 36" 76.85 71.47 66.09 61.48 
PE34238-48 48" 59.05 54.92 50.78 47.24 PE3268-48 48" 84.65 78.72 72.80 67.72 
PE34238-60 60" 59.95 55.75 51.56 47.96 PE3268-60 60" 92.45 85.98 79.51 73.96 
PE34238-XX Any Same-Day Shipment / Call for Pricing PE3268-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG213/U COAX 50 OHM, RG400/U COAX, DOUBLE SHIELDED 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE3272-12 125 $61.25 $56.96 $52.68 $49.00 PE3412-12 12% $49.00 $45.57 $42.14 $39.20 
PE3272-24 24" 62.20 57.85 53.49 49.76 PE3412-24 24" 51.45 47.85 44.25 41.16 
PE3272-36 36" 63.15 58.73 54.31 50.52 PE3412-36 36" 53.95 50.17 46.40 43.16 
PE3272-48 48" 64.10 59.61 B5h15 51.28 PE3412-48 48" 56.35 52.41 48.46 45.08 
PE3272-60 60" 65.00 60.45 55.90 52.00 PE3412-60 60" 58.85 54.73 50.61 47.08 
PE3272-XX Any Same-Day Shipment / Call for Pricing PE3412-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG214/U COAX, DOUBLE SHIELDED 50 OHM, PE-B3199, VERY LOW LOSS COAX 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE3781-12 ie $61.25 $56.96 $52.68 $49.00 PE33168-12 125 $52.65 $48.96 $45.28 $42.12 
PE3781-24 24" 64.60 60.08 55.56 51.68 PE33168-24 24" 53.60 49.85 46.10 42.88 
PE3781-36 36" 67.90 63.15 58.39 54.32 PE33168-36 36" 54.45 50.64 46.83 43.56 
PE3781-48 48" 71.30 66.31 61.32 57.04 PE33168-48 48" 55.35 51.48 47 .60 44.28 
PE3781-60 60" 74.65 69.42 64.20 59.72 PE33168-60 60" 56.25 52.31 48.38 45.00 
PE3781-XX Any Same-Day Shipment / Call for Pricing PE33168-XX Any Same-Day Shipment / Call for Pricing 


**ROHS COMPLIANT & CUSTOM-LENGTH CABLE ASSEMBLIES MAY BE ORDERED ON OUR WEBSITE. ** 
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N MALE TO N FEMALE 


50 OHM, RG58C/U COAX 
Model No. Length 1-24 25-49 50-99 100 + 
PE3714-12 126 $26.95 $25.06 $23.18 $21.56 
PE3714-24 24" 27.30 25.39 23.48 21.84 
PE3714-36 36" 27.70 25.76 23.82 22.16 
PE3714-48 48" 28.10 26.13 24.17 22.48 
PE3714-60 60" 28.50 26.51 24.51 22.80 
PE3714-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, RG142B/U COAX, DOUBLE SHIELDED 


Model No. Length 1-24 25-49 50-99 100 + 
PE3996-12 12" $26.95 $25.06 $23.18 $21.56 
PE3996-24 24" 29.40 27.34 25.28 23.52 
PE3996-36 36" 31.85 29.62 27.39 25.48 
PE3996-48 48" 34.30 31.90 29.50 27.44 
PE3996-60 60" 36.75 34.18 31.61 29.40 
PE3996-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG188A/U COAX 
Model No. Length 1-24 25-49 50-99 100 + 
PE34283-12 12" $40.45 $37.62 $34.79 $32.36 
PE34283-24 24" 41.30 38.41 35.52 33.04 
PE34283-36 36" 42.20 39.25 36.29 33.76 
PE34283-48 48" 43.15 40.13 S7.ad 34.52 
PE34283-60 60" 44.00 40.92 37.84 35.20 
PE34283-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG213/U COAX 
Model No. Length 1-24 25-49 50-99 100 + 
PE3232-12 125 $38.00 $35.34 $32.68 $30.40 
PE3232-24 24" 38.95 36.22 33.50 31.16 
PE3232-36 36" 39.85 37.06 34.27 31.88 
PE3232-48 48" 40.80 37.94 35.09 32.64 
PE3232-60 60" 41.70 38.78 35.86 33.36 
PE3232-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, RG214/U COAX, DOUBLE SHIELDED 


$32.36 


Model No. Length 1-24 25-49 50-99 100 + 
PE3650-12 Lan $40.45 $37.62 $34.79 

PE3650-24 24" 43.80 40.73 37.67 35.04 
PE3650-36 36" 47.10 43.80 40.51 37.68 
PE3650-48 48" 50.45 46.92 43.39 40.36 
PE3650-60 60" 53.80 50.03 46.27 43.04 
PE3650-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, RG217/U COAX, DOUBLE SHIELDED 


Model No. Length 1-24 25-49 50-99 100 + 
PE34274-12 125 $73.55 $68.40 $63.25 $58.84 
PE34274-24 24" now 70.45 65.15 60.60 
PE34274-36 36" 77.95 72.49 67.04 62.36 
PE34274-48 48" 80.20 74.59 68.97 64.16 
PE34274-60 60" 82.40 76.63 70.86 65.92 
PE34274-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG218/U COAX 
Model No. Length 1-24 25-49 50-99 100 + 
PE34276-12 125 $98.00 $91.14 $84.28 $78.40 
PE34276-24 24" 103.60 96.35 89.10 82.88 
PE34276-36 36" 109.15 101.51 93.87 87.32 
PE34276-48 48" 114.75 106.72 98.69 91.80 
PE34276-60 60" 120.30 111.88 103.46 96.24 
PE34276-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, RG223/U COAX, DOUBLE SHIELDED 


Model No. Length 1-24 25-49 50-99 100 + 
PE3667-12 12h $26.95 $25.06 $23.18 $21.56 
PE3667-24 24" 28.20 26.23 24.25 22.56 
PE3667-36 36" 29.40 27.34 25.28 23.52 
PE3667-48 48" 30.65 28.50 26.36 24.52 
PE3667-60 60" 31.85 29.62 27.39 25.48 
PE3667-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, RG225/U COAX, DOUBLE SHIELDED 


Model No. Length 1-24 25-49 50-99 100 + 
PE33728-12 125 $49.00 $45.57 $42.14 $39.20 
PE33728-24 24" 71.30 66.31 61.32 57.04 
PE33728-36 36" 93.60 87.05 80.50 74.88 
PE33728-48 48" 115.85 107.74 99.63 92.68 
PE33728-60 60" 138.10 128.43 118.77 110.48 
PE33728-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG316/U COAX 
Model No. Length 1-24 25-49 50-99 100 + 
PE3986-12 12% $40.45 $37.62 $34.79 $32.36 
PE3986-24 24" 41.30 38.41 35.52 33.04 
PE3986-36 36" 42.20 39.25 36.29 33.76 
PE3986-48 48" 43.15 40.13 37.11 34.52 
PE3986-60 60" 44.00 40.92 37.84 35.20 
PE3986-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, RG316-DS COAX, DOUBLE SHIELDED 


Model No. 

PE34281-12 
PE34281-24 
PE34281-36 
PE34281-48 
PE34281-60 
PE34281-XX 


Length 


1-24 25-49 50-99 100 + 


125 
24" 
36" 
48" 
60" 
Any 


$44.10 $41.01 $37.93 $35.28 
46.35 43.11 39.86 37.08 
48.60 45.20 41.80 38.88 
50.80 47.24 43.69 40.64 
53.05 49.34 45.62 42.44 
Same-Day Shipment / Call for Pricing 


50 OHM, RG393/U COAX, DOUBLE SHIELDED 


Model Ne. Length 
PE3977-12 12" 
PE3977-24 24" 
PE3977-36 36" 
PE3977-48 48" 
PE3977-60 60" 
PE3977-XX Any 


1-24 25-49 50-99 100 + 
$40.45 $37.62 $34.79 $32.36 
48.25 44.87 41.50 38.60 
56.00 52.08 48.16 44.80 
63.85 59.38 54.91 51.08 
71.60 66.59 61.58 57.28 
Same-Day Shipment / Call for Pricing 


50 OHM, RG400/U COAX, DOUBLE SHIELDED 


Model No. Length 
PE3617-12 125 
PE3617-24 24" 
PE3617-36 36" 
PE3617-48 48" 
PE3617-60 60" 
PE3617-XX Any 


1-24 25-49 50-99 100 + 


$26.95 $25.06 $23.18 $21.56 
29.40 27.34 25.28 23.52 
31.85 29.62 27.39 25.48 
34.30 31.90 29.50 27.44 
36.75 34.18 31.61 29.40 
Same-Day Shipment / Call for Pricing 


50 OHM, PE-B3199, VERY LOW LOSS COAX 


Model No. Length 
PE33011-12 128 
PE33011-24 24" 
PE33011-36 36" 
PE33011-48 48" 
PE33011-60 60" 
PE33011-XX Any 


1-24 25-49 50-99 100 + 
$40.45 $37.62 $34.79 $32.36 


41.30 38.41 35.52 33.04 
42.20 39.25 36.29 33.76 
43.15 40.13 37.11 34.52 
44.00 40.92 37.84 35.20 
Same-Day Shipment / Call for Pricing 


**ROHS COMPLIANT & CUSTOM-LENGTH CABLE ASSEMBLIES MAY BE ORDERED ON OUR WEBSITE. ** 


74 


All Products Available Online! www.pasternack.com 
Toll-Free: 866-PASTERNACK (866-727-8376) 


Phone: 949-261-1920 Fax: 949-261-7451 


Free Ground Freight 
Same-Day Shipping 


SEMI-RIGID & RE-SHAPEABLE CABLE ASSEMBLIES 
N MALE TO N FEMALE 


xD 


xXx 


50 OHM, RG402/U (.141” BARE COPPER) 50 OHM, RG405/U (.085” BARE COPPER) 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE3829-12 ize $55.60 $51.71 $47 .82 $44.48 PE3921-12 tee $59.25 $55.10 $50.96 $47.40 
PE3829-24 24" 58.95 54.82 50.70 47.16 PE3921-24 24" 62.60 58.22 53.84 50.08 
PE3829-36 36" 62.25 57.89 53.54 49.80 PE3921-36 36" 65.95 61.33 56.72 52.76 
PE3829-48 48" 65.60 61.01 56.42 52.48 PE3921-48 48" 69.30 64.45 59.60 55.44 
PE3829-60 60" 68.95 64.12 59.30 55.16 PE3921-60 60" 72.60 67.52 62.44 58.08 
PE3829-XX Any Same-Day Shipment / Call for Pricing PE3921-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, PE-SR402AL (.141” TINNED ALUMINUM) 50 OHM, PE-SR405AL (.085” TINNED ALUMINUM) 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE34289-12 iz* $59.25 $55.10 $50.96 $47.40 PE34285-12 12% $62.90 $58.50 $54.09 $50.32 
PE34289-24 24" 62.60 58.22 53.84 50.08 PE34285-24 24" 66.25 61.61 56.98 53.00 
PE34289-36 36" 65.95 61.33 56.72 52.76 PE34285-36 36" 69.65 64.77 59.90 55.72 
PE34289-48 48" 69.30 64.45 59.60 55.44 PE34285-48 48" 72.95 67.84 62.74 58.36 
PE34289-60 60" 72.60 67.52 62.44 58.08 PE34285-60 60" 76.30 70.96 65.62 61.04 
PE34289-XX Any Same-Day Shipment / Call for Pricing PE34285-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, PE-SR402FL (.141” RE-SHAPEABLE) 50 OHM, PE-SR405FL (.085” RE-SHAPEABLE) 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE3485-12 Ze $59.25 $55.10 $50.96 $47.40 PE3965-12 125 $62.90 $58.50 $54.09 $50.32 
PE3485-24 24" 62.60 58.22 53.84 50.08 PE3965-24 24" 66.25 61.61 56.98 53.00 
PE3485-36 36" 65.95 61.33 56.72 52.76 PE3965-36 36" 69.65 64.77 59.90 55.72 
PE3485-48 48" 69.30 64.45 59.60 55.44 PE3965-48 48" 72.95 67.84 62.74 58.36 
PE3485-60 60" 72.60 67.52 62.44 58.08 PE3965-60 60" 76.30 70.96 65.62 61.04 
PE3485-XX Any Same-Day Shipment / Call for Pricing PE3965-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, PE-047SR (.047” BARE COPPER) 50 OHM, RG401/U (.250” BARE COPPER) 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE34287-12 12” $81.30 $75.61 $69.92 $65.04 PE3979-12 12" $70.75 $65.80 $60.85 $56.60 
PE34287-24 24" 84.65 78.72 72.80 67.72 PE3979-24 24" 77.40 71.98 66.56 61.92 
PE34287 -36 36" 87.95 81.79 75.64 70.36 PE3979-36 36" 84.10 78.21 72.33 67.28 
PE34287-48 48" 91.30 84.91 78.52 73.04 PE3979-48 48" 90.80 84.44 78.09 72.64 
PE34287-60 60" 94.70 88.07 81.44 75.76 PE3979-60 60" 97.45 90.63 83.81 77.96 
PE34287 -XX Any Same-Day Shipment / Call for Pricing PE3979-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, PE-SRO47AL (.047” TINNED ALUMINUM) 50 OHM, PE-SR401AL (.250” TINNED ALUMINUM) 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE34296-12 ize $87.40 $81.28 $75.16 $69.92 PE3988-12 iZe $76.85 $71.47 $66.09 $61.48 
PE34296-24 24" 90.80 84.44 78.09 72.64 PE3988-24 24" 83.55 77.70 71.85 66.84 
PE34296-36 36" 94.15 87.56 80.97 75.32 PE3988-36 36" 90.25 83.93 77.62 72.20 
PE34296-48 48" 97.45 90.63 83.81 77.96 PE3988-48 48" 96.90 90.12 83.33 77.52 
PE34296-60 60" 100.80 93.74 86.69 80.64 PE3988-60 60" 103.60 96.35 89.10 82.88 
PE34296-XX Any Same-Day Shipment / Call for Pricing PE3988-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, PE-SRO47FL (.047” RE-SHAPEABLE) 50 OHM, PE-SR401FL (.250” RE-SHAPEABLE) 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE34291-12 12" $87.40 $81.28 $75.16 $69.92 PE34293-12 125 $76.85 $71.47 $66.09 $61.48 
PE34291-24 24" 90.80 84.44 78.09 72.64 PE34293-24 24" 83.55 77.70 71.85 66.84 
PE34291-36 36" 94.15 87.56 80.97 75.32 PE34293-36 36" 90.25 83.93 77.62 72.20 
PE34291-48 48" 97.45 90.63 83.81 77.96 PE34293-48 48" 96.90 90.12 83.33 77.52 
PE34291-60 60" 100.80 93.74 86.69 80.64 PE34293-60 60" 103.60 96.35 89.10 82.88 
PE34291-XX Any Same-Day Shipment / Call for Pricing PE34293-XX Any Same-Day Shipment / Call for Pricing 


**ROHS COMPLIANT & CUSTOM-LENGTH CABLE ASSEMBLIES MAY BE ORDERED ON OUR WEBSITE.** 
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Shcoe: USE MOUNTING HOLE G01 ON PAGE 253 
52 OHM, RG8A/U COAX 
Model No. Length 1-24 25-49 50-99 100 + 
PE3966-12 12" $50.25 $46.73 $43.22 $40.20 
PE3966-24 24" 51.75 47.57 43.99 40.92 
PE3966-36 36" 52.10 48.45 44.81 41.68 
PE3966-48 48" 53.05 49.34 45.62 42.44 
PE3966-60 60" 54.00 50.22 46.44 43.20 
PE3966-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG58C/U COAX 
Model No. Length 1-24 25-49 50-99 100 + 
PE3320-12 12° $41.65 $38.73 $35.82 $33.32 
PE3320-24 24" 42.00 39.06 36.12 33.60 
PE3320-36 36" 42.40 39.43 36.46 33.92 
PE3320-48 48" 42.75 39.76 36.77 34.20 
PE3320-60 60" 43.20 40.18 37.15 34.56 
PE3320-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, RG142B/U COAX, DOUBLE SHIELDED 


Model No. Length 1-24 25-49 50-99 100 + 
PE3034-12 125 $41.65 $38.73 $35.82 $33.32 
PE3034-24 24" 44.10 41.01 37.93 35.28 
PE3034-36 36" 46.55 43.29 40.03 37.24 
PE3034-48 48" 49.00 45.57 42.14 39.20 
PE3034-60 60" 51.45 47.85 44.25 41.16 
PE3034-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG178B/U COAX 
Model No. Length 1-24 25-49 50-99 100 + 
PE34201-12 12" $55.15 $51.29 $47.43 $44.12 
PE34201-24 24" 56.00 52.08 48.16 44.80 
PE34201-36 36" 56.90 52.92 48.93 45.52 
PE34201-48 48" 57.80 53.75 49.71 46.24 
PE34201-60 60" 58.70 54.59 50.48 46.96 
PE34201-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG188A/U COAX 
Model No. Length 1-24 25-49 50-99 100 + 
PE34181-12 12" $50.25 $46.73 $43.22 $40.20 
PE34181-24 24" 51.10 47.52 43.95 40.88 
PE34181-36 36" 52.00 48.36 44.72 41.60 
PE34181-48 48" 52.90 49.20 45.49 42.32 
PE34181-60 60" 53.80 50.03 46.27 43.04 
PE34181-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG213/U COAX 
Model No. Length 1-24 25-49 50-99 100 + 
PE33543-12 12" $50.25 $46.73 $43.22 $40.20 
PE33543-24 24" 51.15 47.57 43.99 40.92 
PE33543-36 36" 52.10 48.45 44.81 41.68 
PE33543-48 48" 53.05 49.34 45.62 42.44 
PE33543-60 60" 54.00 50.22 46.44 43.20 
PE33543-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, RG214/U COAX, DOUBLE SHIELDED 


Model No. Length 1-24 25-49 50-99 100 + 
PE3217-12 12" $50.25 $46.73 $43.22 $40.20 
PE3217-24 24" 53.60 49.85 46.10 42.88 
PE3217-36 36" 56.90 52.92 48.93 45.52 
PE3217-48 48" 60.25 56.03 51.82 48.20 
PE3217-60 60" 63.60 59.15 54.70 50.88 
PE3217-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, RG223/U COAX, DOUBLE SHIELDED 


Model No. Length 1-24 25-49 50-99 100 + 
PE3686-12 Zn $41.65 $38.73 $35.82 $33.32 
PE3686-24 24" 42.85 39.85 36.85 34.28 
PE3686-36 36" 44.10 41.01 37.93 35.28 
PE3686-48 48" 45.35 42.18 39.00 36.28 
PE3686-60 60" 46.55 43.29 40.03 37.24 
PE3686-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, RG225/U COAX, DOUBLE SHIELDED 


Model No. Length 1-24 25-49 50-99 100 + 
PE34194-12 fA $61.25 $56.96 $52.68 $49.00 
PE34194-24 24" 83.55 77.70 71.85 66.84 
PE34194-36 36" 105.80 98.39 90.99 84.64 
PE34194-48 48" 128.05 119.09 110.12 102.44 
PE34194-60 60" 150.40 139.87 129.34 120.32 
PE34194-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG316/U COAX 
Model No. Length 1-24 25-49 50-99 100 + 
PE33534-12 12" $50.25 $46.73 $43.22 $40.20 
PE33534-24 24" 51.10 47.52 43.95 40.88 
PE33534-36 36" 52.00 48.36 44.72 41.60 
PE33534-48 48" 52.90 49.20 45.49 42.32 
PE33534-60 60" 53.80 50.03 46.27 43.04 
PE33534-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, RG316-DS COAX, DOUBLE SHIELDED 


Model No. Length 1-24 25-49 50-99 100 + 
PE34198-12 12" $50.25 $46.73 $43.22 $40.20 
PE34198-24 24" 52.45 48.78 45.11 41.96 
PE34198-36 36" 54.70 50.87 47.04 43.76 
PE34198-48 48" 56.90 52.92 48.93 45.52 
PE34198-60 60" 59.15 55.01 50.87 47.32 


PE34198-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, RG393/U COAX, DOUBLE SHIELDED 


Model No. Length 1-24 25-49 50-99 100 + 
PE33530-12 12" $50.25 $46.73 $43.22 $40.20 
PE33530-24 24" 58.00 53.94 49.88 46.40 
PE33530-36 36" 65.85 61.24 56.63 52.68 
PE33530-48 48" 73.65 68.49 63.34 58.92 
PE33530-60 60" 81.40 75.70 70.00 65.12 
PE33530-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, RG400/U COAX, DOUBLE SHIELDED 


Model No. Length 1-24 25-49 50-99 100 + 
PE3227-12 12" $41.65 $38.73 $35.82 $33.32 
PE3227-24 24" 44.10 41.01 37.93 35.28 
PE3227-36 36" 46.55 43.29 40.03 37.24 
PE3227-48 48" 49.00 45.57 42.14 39.20 
PE3227-60 60" 51.45 47.85 44.25 41.16 
PE3227-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, PE-B3199, VERY LOW LOSS COAX 


Model No. Length 1-24 25-49 50-99 100 + 
PE34196-12 125 $44.10 $41.01 $37.93 $35.28 
PE34196-24 24" 45.00 41.85 38.70 36.00 
PE34196-36 36" 45.90 42.69 39.47 36.72 
PE34196-48 48" 46.75 43.48 40.21 37.40 
PE34196-60 60" 47.65 44.31 40.98 38.12 
PE34196-XX Any Same-Day Shipment / Call for Pricing 


**ROHS COMPLIANT & CUSTOM-LENGTH CABLE ASSEMBLIES MAY BE ORDERED ON OUR WEBSITE.** 
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Free Ground Freight 
Same-Day Shipping 


SEMI-RIGID & RE-SHAPEABLE CABLE ASSEMBLIES 
N MALE TO N FEMALE BULKHEAD 


S252 
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USE MOUNTING HOLE GO1 ON PAGE 253 
50 OHM, RG402/U (.141” BARE COPPER) 


50 OHM, RG405/U (.085” BARE COPPER) 


Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE3830-12 12% $75.20 $69.94 $64.67 $60.16 PE3922-12 125 $76.40 $71.05 $65.70 $61.12 
PE3830-24 24" 78.55 73.05 67.55 62.84 PE3922-24 24" 79.75 74.17 68.59 63.80 
PE3830-36 36" 81.85 76.12 70.39 65.48 PE3922-36 36" 83.05 77.24 71.42 66.44 
PE3830-48 48" 85.20 79.24 73.27 68.16 PE3922-48 48" 86.45 80.40 74.35 69.16 
PE3830-60 60" 88.60 82.40 76.20 70.88 PE3922-60 60" 89.80 83.51 Lines 71.84 
PE3830-XX Any Same-Day Shipment / Call for Pricing PE3922-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, PE-SR402AL (.141” TINNED ALUMINUM) 


50 OHM, PE-SR405AL (.085” TINNED ALUMINUM) 


Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE34158-12 12° $78.90 $73.38 $67.85 $63.12 PE34161-12 Ze $80.10 $74.49 $68.89 $64.08 
PE34158-24 24" 82.20 76.45 70.69 65.76 PE34161-24 24" 83.45 77.61 kau 66.76 
PE34158-36 36" 85.55 79.56 13591 68.44 PE34161-36 36" 86.75 80.68 74.61 69.40 
PE34158-48 48" 88.90 82.68 76.45 71.12 PE34161-48 48" 90.10 83.79 77.49 72.08 
PE34158-60 60" 92.20 85.75 79.29 73.76 PE34161-60 60" 93.40 86.86 80.32 74.72 
PE34158-XX Any Same-Day Shipment / Call for Pricing PE34161-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, PE-SR402FL (.141” RE-SHAPEABLE) 


90 OHM, PE-SR405FL (.085” RE-SHAPEABLE) 


Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE3488-12 2: $78.90 $73.38 $67.85 $63.12 PE3971-12 12r $80.10 $74.49 $68.89 $64.08 
PE3488-24 24" 82.20 76.45 70.69 65.76 PE3971-24 24" 83.45 77.61 ane, 66.76 
PE3488-36 36" 85.55 79.56 ee 68.44 PE3971-36 36" 86.75 80.68 74.61 69.40 
PE3488-48 48" 88.90 82.68 76.45 71.12 PE3971-48 48" 90.10 83.79 77.49 72.08 
PE3488-60 60" 92.20 85.75 79.29 73.76 PE3971-60 60" 93.40 86.86 80.32 74.72 
PE3488-XX Any Same-Day Shipment / Call for Pricing PE3971-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, PE-047SR (.047” BARE COPPER) 50 OHM, RG401/U (.250” BARE COPPER) 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE34152-12 12° $87.40 $81.28 $75.16 $69.92 PE3983-12 12" $76.85 $71.47 $66.09 $61.48 
PE34152-24 24" 90.80 84.44 78.09 72.64 PE3983-24 24" 83.55 77.70 71.85 66.84 
PE34152-36 36" 94.15 87.56 80.97 75.32 PE3983-36 36" 90.25 83.93 77.62 72.20 
PE34152-48 48" 97.45 90.63 83.81 77.96 PE3983-48 48" 96.90 90.12 83.33 77.52 
PE34152-60 60" 100.80 93.74 86.69 80.64 PE3983-60 60" 103.60 96.35 89.10 82.88 
PE34152-XX Any Same-Day Shipment / Call for Pricing PE3983-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, PE-SRO47AL (.047” TINNED ALUMINUM) 


50 OHM, PE-SR401AL (.250” TINNED ALUMINUM) 


Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE34154-12 12 $93.60 $87.05 $80.50 $74.88 PE3993-12 12% $82.95 $77.14 $71.34 $66.36 
PE34154-24 24" 96.90 90.12 83.33 77.52 PE3993-24 24" 89.65 83.37 77.10 71.72 
PE34154-36 36" 100.25 93.23 86.22 80.20 PE3993-36 36" 96.35 89.61 82.86 77.08 
PE34154-48 48" 103.60 96.35 89.10 82.88 PE3993-48 48" 103.00 95.79 88.58 82.40 
PE34154-60 60" 106.90 99.42 91.93 85.52 PE3993-60 60" 109.75 102.07 94.39 87.80 
PE34154-XX Any Same-Day Shipment / Call for Pricing PE3993-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, PE-SRO47FL (.047” RE-SHAPEABLE) 


50 OHM, PE-SR401FL (.250” RE-SHAPEABLE) 


Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE34156-12 i128 $93.60 $87.05 $80.50 $74.88 PE34150-12 123 $82.95 $77.14 $71.34 $66.36 
PE34156-24 24" 96.90 90.12 83.33 ehy. PE34150-24 24" 89.65 83.37 77.10 Rey y 4 
PE34156-36 36" 100.25 93.23 86.22 80.20 PE34150-36 36" 96.35 89.61 82.86 77.08 
PE34156-48 48" 103.60 96.35 89.10 82.88 PE34150-48 48" 103.00 95.79 88.58 82.40 
PE34156-60 60" 106.90 99.42 91.93 85.52 PE34150-60 60" 109.75 102.07 94.39 87.80 
PE34156-XX Any Same-Day Shipment / Call for Pricing PE34150-XX Any Same-Day Shipment / Call for Pricing 


**ROHS COMPLIANT & CUSTOM-LENGTH CABLE ASSEMBLIES MAY BE ORDERED ON OUR WEBSITE.** 


Free Ground Freight 
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Same-Day Shipping 


Toll-Free: 866-PASTERNACK (866-727-8376) Phone: 949-261-1920 Fax: 949-261-7451 


N MALE RIGHT ANGLE TO N FEMALE BULKHEAD 


USE MOUNTING HOLE GO1 ON PAGE 253 


Se 52 OHM, RG8A/U COAX 50 OHM, RG223/U COAX, DOUBLE SHIELDED 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE34216-12 120 $61.25 $56.96 $52.68 $49.00 PE33536-12 12? $49.00 $45.57 $42.14 $39.20 
PE34216-24 24" 62.20 57.85 53.49 49.76 PE33536-24 24" 50.25 46.73 43.22 40.20 
PE34216-36 36" 63.15 58.73 54.31 50.52 PE33536-36 36" 51.45 47.85 44.25 41.16 
PE34216-48 48" 64.10 59.61 55513 51.28 PE33536-48 48" 52.65 48.96 45.28 42.12 
PE34216-60 60" 65.00 60.45 55.90 52.00 PE33536-60 60" 53.95 50.17 46.40 43.16 
PE34216-XX Any Same-Day Shipment / Call for Pricing PE33536-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG58C/U COAX 50 OHM, RG225/U COAX, DOUBLE SHIELDED 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE3407-12 12” $49.00 $45.57 $42.14 $39.20 PE34221-12 iW $73.55 $68.40 $63.25 $58.84 
PE3407-24 24" 49.40 45.94 42.48 39.52 PE34221-24 24" 95.80 89.09 82.39 76.64 
PE3407-36 36" 49.75 46.27 42.79 39.80 PE34221-36 36" 118.05 109.79 101.52 94.44 
PE3407-48 48" 50.15 46.64 43.13 40.12 PE34221-48 48" 140.35 130.53 120.70 112.28 
PE3407-60 60" 50.50 46.97 43.43 40.40 PE34221-60 60" 162.60 151.22 139.84 130.08 
PE3407-XX Any Same-Day Shipment / Call for Pricing PE34221-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG142B/U COAX, DOUBLE SHIELDED 50 OHM, RG316/U COAX 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE33021-12 12% $49.00 $45.57 $42.14 $39.20 PE34214-12 12” $56.35 $52.41 $48.46 $45.08 
PE33021-24 24" 51.45 47.85 44.25 41.16 PE34214-24 24" 57.25 53.24 49.24 45.80 
PE33021-36 36" 53.95 50.17 46.40 43.16 PE34214-36 36" 58.15 54.08 50.01 46.52 
PE33021-48 48" 56.35 52.41 48.46 45.08 PE34214-48 48" 59.05 54.92 50.78 47.24 
PE33021-60 60" 58.85 54.73 50.61 47.08 PE34214-60 60" 59.95 55.75 51.56 47.96 
PE33021-XX Any Same-Day Shipment / Call for Pricing PE34214-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG174A/U COAX 50 OHM, RG316-DS COAX, DOUBLE SHIELDED 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE34229-12 12" $56.35 $52.41 $48.46 $45.08 PE34227-12 iva $58.85 $54.73 $50.61 $47.08 
PE34229-24 24" 56.60 52.64 48.68 45.28 PE34227-24 24" 61.05 56.78 52.50 48.84 
PE34229-36 36" 56.85 52.87 48.89 45.48 PE34227-36 36" 63.30 58.87 54.44 50.64 
PE34229-48 48" 57.05 53.06 49.06 45.64 PE34227-48 48" 65.50 60.92 56.33 52.40 
PE34229-60 60" 57.30 53.29 49.28 45.84 PE34227-60 60" 67.70 62.96 58.22 54.16 
PE34229-XX Any Same-Day Shipment / Call for Pricing PE34227-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG188A/U COAX 50 OHM, RG393/U COAX, DOUBLE SHIELDED 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE34218-12 a2" $56.35 $52.41 $48.46 $45.08 PE33532-12 122 $61.25 $56.96 $52.68 $49.00 
PE34218-24 24" 57.25 53.24 49.24 45.80 PE33532-24 24" 69.05 64.22 59.38 55.24 
PE34218-36 36" 58.15 54.08 50.01 46.52 PE33532-36 36" 76.85 71.47 66.09 61.48 
PE34218-48 48" 59.05 54.92 50.78 47.24 PE33532-48 48" 84.65 78.72 72.80 67.72 
PE34218-60 60" 59.95 55.75 51.56 47.96 PE33532-60 60" 92.45 85.98 79.51 73.96 
PE34218-XX Any Same-Day Shipment / Call for Pricing PE33532-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG213/U COAX 50 OHM, RG400/U COAX, DOUBLE SHIELDED 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE33545-12 Was $61.25 $56.96 $52.68 $49.00 PE33528-12 125 $49.00 $45.57 $42.14 $39.20 
PE33545-24 24" 62.20 57.85 53.49 49.76 PE33528-24 24" 51.45 47.85 44.25 41.16 
PE33545-36 36" 63.15 58.73 54.31 50.52 PE33528-36 36" 53.95 50.17 46.40 43.16 
PE33545-48 48" 64.10 59.61 55.13 51.28 PE33528-48 48" 56.35 52.41 48.46 45.08 
PE33545-60 60" 65.00 60.45 55.90 52.00 PE33528-60 60" 58.85 54.73 50.61 47.08 
PE33545-XX Any Same-Day Shipment / Call for Pricing PE33528-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG214/U COAX, DOUBLE SHIELDED 50 OHM, PE-B3199, VERY LOW LOSS COAX 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE33178-12 120 $61.25 $56.96 $52.68 $49.00 PE34225-12 12" $52.65 $48.96 $45.28 $42.12 
PE33178-24 24" 64.60 60.08 55.56 51.68 PE34225-24 24" 53.60 49.85 46.10 42.88 
PE33178-36 36" 67.90 63.15 58.39 54.32 PE34225-36 36" 54.45 50.64 46.83 43.56 
PE33178-48 48" 71.30 66.31 61.32 57.04 PE34225-48 48" 55.35 51.48 47.60 44.28 
PE33178-60 60" 74.65 69.42 64.20 59.72 PE34225-60 60" 56.25 52.31 48.38 45.00 
PE33178-XX Any Same-Day Shipment / Call for Pricing PE34225-XX Any Same-Day Shipment / Call for Pricing 


**ROHS COMPLIANT & CUSTOM-LENGTH CABLE ASSEMBLIES MAY BE ORDERED ON OUR WEBSITE.** 
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52 OHM, RGBA/U COAX 50 OHM, RG214/U COAK, DOUBLE SHIELDED 
Model No. Length 25-49 50-99 100 + Model No. Length -49 50-99 100 + 
PE33615-12 12" or $36.46 $33.71 $31.36 PE3991-12 120 fist a8 $34.79 $32.36 
PE33615-24 24" 40.15 37.34 34.53 32.12 PE3991-24 24" 43.80 40.73 37.67 35.04 
PE33615-36 36" 41.05 38.18 35.30 32.84 PE3991-36 36" 47.10 43.80 40.51 37.68 
PE33615-48 48" 42.00 39.06 36.12 33.60 PE3991-48 48" 50.45 46.92 43.39 40.36 
PE33615-60 60" 42.90 39.90 36.89 34.32 PE3991-60 60" 53.80 50.03 46.27 43.04 
PE33615-XX Any Same-Day Shipment / Call for Pricing PE3991-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG58C/U COAX 50 OHM, RG223/U COAK, DOUBLE SHIELDED 
Model No. Length 1-24 25-49 50-99 100 + Model No. Lengt th 100 + 
PE3661-12 123 $26.95 $25.06 $23.18 $21.56 PE3665-12 125 7 ae seat ais $21.56 
PE3661-24 24" 27.30 25.39 23.48 21.84 PE3665-24 24" 28.20 26.23 24.25 22.56 
PE3661-36 36" 27.70 25.76 23.82 22.16 PE3665-36 36" 29.40 27.34 25.28 23.52 
PE3661-48 48" 28.10 26.13 24.17 22.48 PE3665-48 48" 30.65 28.50 26.36 24.52 
PE3661-60 60" 28.50 26.51 24.51 22.80 PE3665-60 60" 31.85 29.62 27.39 25.48 
PE3661-XX Any Same-Day Shipment / Call for Pricing PE3665-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG142B/U COAX, DOUBLE SHIELDED | 50 OHM, RG316/U COAX 
Model No. Length 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE3652-12 120 eed aru ERE $21.56 PE3989-12 125 $40.45 $37.62 $34.79 $32.36 
PE3652-24 24" 29.40 27.34 25.28 23252 PE3989-24 24" 41.30 38.41 35.52 33.04 
PE3652-36 36" 31.85 29.62 27.39 25.48 PE3989-36 36" 42.20 39.25 36.29 33.76 
PE3652-48 48" 34.30 31.90 29.50 27.44 PE3989-48 48" 43.15 40.13 ey dcp Hl 34.52 
PE3652-60 60" 36.75 34.18 31.61 29.40 PE3989-60 60" 44.00 40.92 37.84 35.20 
PE3652-XX Any Same-Day Shipment / Call for Pricing PE3989-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG174A/U | COAX 50 OHM, RG316- DS COAX, DOUBLE SHIELDED 
Model No. Length 50-99 100 + Model No. Length 100 + 
PE34272-12 125 En Sad $33.71 $31.36 PE34266-12 12" Orn aaa aE $34.28 
PE34272-24 24" 39.45 36.69 33.93 31.56 PE34266-24 24" 45.10 41.94 38.79 36.08 
PE34272-36 36" 39.70 36.92 34.14 31.76 PE34266-36 36" 47.30 43.99 40.68 37.84 
PE34272-48 48" 39.95 37.15 34.36 31.96 PE34266-48 48" 49.55 46.08 42.61 39.64 
PE34272-60 60" 40.20 37.39 34.57 32.16 PE34266-60 60" 51.80 48.17 44,55 41.44 
PE34272-XX Any Same-Day Shipment / Call for Pricing PE34266-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG178B/U COAX 50 OHM, RG393/U COAX, DOUBLE SHIELDED 
Model No. Length 25-49 50-99 100 + Model No. Length 25-49 50-99 100 + 
PE33455-12 125 aE $38.73 $35.82 $33.32 PE3982-12 125 ee $37.62 $34.79 $32.36 
PE33455-24 24" 42.50 39.53 36.55 34.00 PE3982-24 24" 48.25 44.87 41.50 38.60 
PE33455-36 36" 43.45 40.41 S237 34.76 PE3982-36 36" 56.00 52.08 48.16 44.80 
PE33455-48 48" 44.35 41.25 38.14 35.48 PE3982-48 48" 63.85 59.38 54.91 51.08 
PE33455-60 60" 45.25 42.08 38.92 36.20 PE3982-60 60" 71.60 66.59 61.58 57.28 
PE33455-XX Any Same-Day Shipment / Call for Pricing PE3982-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG188A/U COAX 50 OHM, RG400/U COAX, DOUBLE SHIELDED 
Model No. Length 50-99 100 + Model No. Length 100 + 
PE33457-12 12" i as aa $34.79 $32.36 PE3666-12 12u Gee ae pris $21.56 
PE33457-24 24" 41.30 38.41 35.52 33.04 PE3666-24 24" 29.40 27.34 25.28 23.52 
PE33457-36 36" 42.20 39.25 36.29 33.76 PE3666-36 36" 31.85 29.62 27.39 25.48 
PE33457-48 48" 43.15 40.13 S711 34.52 PE3666-48 48" 34.30 31.90 29.50 27.44 
PE33457-60 60" 44.00 40.92 37.84 35.20 PE3666-60 60" 36.75 34.18 31.61 29.40 
PE33457-XX Any Same-Day Shipment / Call for Pricing PE3666-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG213/U COAX 50 OHM, PE- B3199, VERY LOW LOSS COAX 
Model No. Length 50-99 100 + Model No. Length 25-49 100 + 
PE3644-12 125 oat aan $33.71 $31.36 PE33122-12 125 ma $36.46 a $31.36 
PE3644-24 24" 40.15 37.34 34.53 32.12 PE33122-24 24" 40.10 37.29 34.49 32.08 
PE3644-36 36" 41.05 38.18 35.30 32.84 PE33122-36 36" 41.00 38.13 35.26 32.80 
PE3644-48 48" 42.00 39.06 36.12 33.60 PE33122-48 48" 41.85 38.92 35.99 33.48 
PE3644-60 60" 42.90 39.90 36.89 34.32 PE33122-60 60" 42.75 39.76 36.77 34.20 
PE3644-XX Any Same-Day Shipment / Call for Pricing PE33122-XX Any Same-Day Shipment / Call for Pricing 


**ROHS COMPLIANT & CUSTOM-LENGTH CABLE ASSEMBLIES MAY BE ORDERED ON OUR WEBSITE.** 
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MHV MALE TO MHV MALE 


52 OHM, RGBA/U COAX 50 OHM, RG188A/U | COAX 
Model No. Length 50-99 100 + Model No. Length 50-99 100 + 
PE3098-12 120 rT ae $52.68 $49.00 PE34431-12 127 ib ae roa $34.79 $32.36 
PE3098-24 24" 62.20 57.85 53.49 49.76 PE34431-24 24" 41.30 38.41 35.52 33.04 
PE3098-36 36" 63.15 58.73 54.31 50.52 PE34431-36 36" 42.20 39.25 36.29 33.76 
PE3098-48 48" 64.10 59.61 5513 51.28 PE34431-48 48" 43.15 40.13 Sy see 34.52 
PE3098-60 60" 65.00 60.45 55.90 52.00 PE34431-60 60" 44.00 40.92 37.84 35.20 
PE3098-XX Any Same-Day Shipment / Call for Pricing PE34431-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RGS8C/U COAX 50 OHM, RG214/U COAX, DOUBLE SHIELDED 
Model No. Length 50-99 100 + Model No. ength 25-49 50-99 100 + 
PE3516-12 125 rH aT $31.61 $29.40 PE3735-12 a eo: $56.96 $52.68 $49.00 
PE3516-24 24" 37.10 34.50 31.91 29.68 PE3735-24 24" 64.60 60.08 55.56 51.68 
PE3516-36 36" 37.50 34.88 32025 30.00 PE3735-36 36" 67.90 63.15 58.39 54.32 
PE3516-48 48" 37.90 3525 32.59 30.32 PE3735-48 48" 71.30 66.31 61.32 57.04 
PE3516-60 60" 38.30 35.62 32.94 30.64 PE3735-60 60" 74.65 69.42 64.20 59.72 
PE3516-XX Any Same-Day Shipment / Call for Pricing PE3735-XX Any Same-Day Shipment / Call for Pricing 
75 OHM, RGS9B/U COAX 50 OHM, RG223/U COAX, DOUBLE SHIELDED 
Model No. Length 50-99 100 + Model No. Length 
PE3542-12 12” sits TE $35.82 $33.32 PE3694-12 2a ret SEF net $29.40 
PE3542-24 24" 42.00 39.06 36.12 33.60 PE3694-24 24" 38.00 35.34 32.68 30.40 
PE3542-36 36" 42.40 39.43 36.46 33.92 PE3694-36 36" 39.20 36.46 33.71 31.36 
PE3542-48 48" 42.75 39.76 36.77 34.20 PE3694-48 48" 40.45 37.62 34.79 32.36 
PE3542-60 60" 43.20 40.18 S7k9 34.56 PE3694-60 60" 41.65 38.73 35.82 33.32 
PE3542-XX Any Same-Day Shipment / Call for Pricing PE3694-XX Any Same-Day Shipment / Call for Pricing 
93 OHM, RG62A/U COAX 50 OHM, RG225/U COAX, DOUBLE SHIELDED 
Model No. Length 50-99 100 + Model No. Length 
PE3517-12 125 alts OE $35.82 $33.32 PE34423-12 125 ar ie nay aye $53.88 
PE3517-24 24" 42.00 39.06 36.12 33.60 PE34423-24 24" 89.65 83.37 77.10 71.72 
PE3517-36 36" 42.40 39.43 36.46 33.92 PE34423-36 36" 111.95 104.11 96.28 89.56 
PE3517-48 48" 42.75 39.76 36.77 34.20 PE34423-48 48" 134.25 124.85 115.46 107.40 
PE3517-60 60" 43.20 40.18 37.15 34.56 PE34423-60 60" 156.50 145.55 134.59 125.20 
PE3517-XX Any Same-Day Shipment / Call for Pricing PE34423-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG141A/U COAX 50 OHM, RG316/U COAX 
Model No. Length 50-99 100 + Model No. Length 50-99 100 + 
PE34429-12 12” hh ae ae $34.79 $32.36 PE34433-12 12° tsa aa $34.79 $32.36 
PE34429-24 24" 43.80 40.73 37.67 35.04 PE34433-24 24" 41.30 38.41 35.52 33.04 
PE34429-36 36" 47.10 43.80 40.51 37.68 PE34433-36 36" 42.20 39.25 36.29 33.76 
PE34429-48 48" 50.45 46.92 43.39 40.36 PE34433-48 48" 43.15 40.13 S7ceL. 34.52 
PE34429-60 60" 53.80 50.03 46.27 43.04 PE34433-60 60" 44.00 40.92 37.84 35.20 
PE34429-XX Any Same-Day Shipment / Call for Pricing PE34433-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG142B/U COAX, DOUBLE SHIELDED 50 OHM, RG393/U COAX, DOUBLE SHIELDED 
Model No. Length 100 + Model No. Length 
PE3914-12 12" SET oe ES $29.40 PE3577-12 125 se ayer oe $49.00 
PE3914-24 24" 39.20 36.46 33.71 31.36 PE3577-24 24" 69.05 64.22 59.38 55.24 
PE3914-36 36" 41.65 38.73 35.82 SS 252 PE3577-36 36" 76.85 71.47 66.09 61.48 
PE3914-48 48" 44.10 41.01 37.93 35.28 PE3577-48 48" 84.65 78.72 72.80 67.72 
PE3914-60 60" 46.55 43.29 40.03 37.24 PE3577-60 60" 92.45 85.98 79.51 73.96 
PE3914-XX Any Same-Day Shipment / Call for Pricing PE3577-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG174A/U | COAX 50 OHM, RG400/U COAX, DOUBLE SHIELDED 
Model No. Length _ 50-99 100 + Model No. Length 
PE34427-12 12F 500 rag $33.71 $31.36 PE34425-12 12% ae net Sy $29.40 
PE34427-24 24" 39.45 36.69 33.93 31.56 PE34425-24 24" 39.20 36.46 = Fy oF 31.36 
PE34427-36 36" 39.70 36.92 34.14 31.76 PE34425-36 36" 41.65 38.73 35.82 33.32 
PE34427-48 48" 39.95 37.15 34.36 31.96 PE34425-48 48" 44.10 41.01 37.93 35.28 
PE34427-60 60" 40.20 37.39 34.57 32.16 PE34425-60 60" 46.55 43.29 40.03 37.24 
PE34427-XX Any Same-Day Shipment / Call for Pricing PE34425-XX Any Same-Day Shipment / Call for Pricing 


**ROHS COMPLIANT & CUSTOM-LENGTH CABLE ASSEMBLIES MAY BE ORDERED ON OUR WEBSITE.** 


80 = All Products Available Online! www.pasternack.com _ Free Ground Freight 
Toll-Free: 866-PASTERNACK (866-727-8376) | Phone: 949-261-1920 Fax: 949-261-7451 Same-Day Shipping 


MHV MALE T0 SHV PLUG 


52 OHM, RGBA/U COAX 50 OHM, RG188A/U COAX 

Model No. Length 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE3365-12 eee are $79.75 $73.75 $68.60 PE34415-12 Ze $74.75 $69.52 $64.29 $59.80 
PE3365-24 24" 86.70 80.63 74.56 69.36 PE34415-24 24" 75.60 70.31 65.02 60.48 
PE3365-36 36" 87.60 81.47 75.34 70.08 PE34415-36 36" 76.50 71.25 65.79 61.20 
PE3365-48 48" 88.60 82.40 76.20 70.88 PE34415-48 48" 77.40 71.98 66.56 61.92 
PE3365-60 60" 89.50 83.24 76.97 71.60 PE34415-60 60" 78.35 72.87 67.38 62.68 
PE3365-XX Any Same-Day Shipment / Call for Pricing PE34415-XX Any Same-Day Shipment / Call for Pricing 

| 50 OHM, RGS8C/U COAX 50 OHM, RG214/U COAX, DOUBLE SHIELDED 
Model No. Length 25-49 50-99 100 + Model No. Length 25-49 50-99 100 + 
——-PE3950-12 12F ac $68.40 $63.25 $58.84 PE33516-12 12" nT $85.47 $79.03 $73.52 
_ PE3950-24 24" 73.90 68.73 63.55 59.12 PE33516-24 24" 95.25 88.58 81.92 76.20 
| PE3950-36 36" 74.30 69.10 63.90 59.44 PE33516-36 36" 98.60 91.70 84.80 78.88 
 -PE3950-48 48" 74.65 69.42 64.20 59.72 PE33516-48 4g" 101.90 94.77 87 .63 81.52 
PE3950-60 60" 75.05 69.80 64.54 60.04 PE33516-60 60" 105.25 97.88 90.52 84.20 
PE3950-XX Any Same-Day Shipment / Call for Pricing PE33516-XX Any Same-Day Shipment / Call for Pricing 

75 OHM, RGS9B/U COAX 50 OHM, RG223/U COAX, DOUBLE SHIELDED 
Model No. Length 50-99 100 + Model No. Length 100 + 
PE3108-12 12% 70 tr re $63.25 $58.84 PE34411-12 120 rang rT: PHL $58.84 
PE3108-24 24" 73.90 68.73 63.55 59.12 PE34411-24 24" 74.75 69.52 64.29 59.80 
PE3108-36 36" 74.30 69.10 63.90 59.44 PE34411-36 36" 75.95 70.63 65.32 60.76 
PE3108-48 48" 74.65 69.42 64.20 59.72 PE34411-48 48" 77.15 71.75 66.35 61.72 
PE3108-60 60" 75.05 69.80 64.54 60.04 PE34411-60 60" 78.45 72.96 67.47 62.76 
PE3108-XX Any Same-Day Shipment / Call for Pricing PE34411-XX Any Same-Day Shipment / Call for Pricing 

93 OHM, RG62A/U COAX 50 OHM, RG225/U COAX, DOUBLE SHIELDED 
Model No. Length 25-49 50-99 100 + Model No. Length 25-49 50-99 100 + 
PE3451-12 ize aca $68.40 $63.25 $58.84 PE34407-12 128 a6 0b $91.14 $84.28 $78.40 
PE3451-24 24" 73.90 68.73 63.55 59.12 PE34407-24 24" 120.30 111.88 103.46 96.24 
PE3451-36 36" 74.30 69.10 63.90 59.44 PE34407 -36 36" 142.55 132.57 122.59 114.04 
PE3451-48 48" 74.65 69.42 64.20 59.72 PE34407-48 48" 164.85 153cok 141.77 131.88 
PE3451-60 60" 75.05 69.80 64.54 60.04 PE34407 -60 60" 187.10 174.00 160.91 149.68 
PE3451-XX Any Same-Day Shipment / Call for Pricing PE34407-XX Any Same-Day Shipment / Call for Pricing 

50 OHM, RG141A/U COAX 50 OHM, RG316/U COAX 

Model No. Length 50-99 100 + Model No. Length 50-99 100 + 
PE34413-12 ee wets aoe $65.32 $60.76 PE34417-12 12" Sea eae $64.29 $59.80 
PE34413-24 24" 79.30 13015 68.20 63.44 PE34417-24 24" 75.60 70.31 65.02 60.48 
PE34413-36 36" 82.60 76.82 71.04 66.08 PE34417-36 36" 76.50 71.15 65.79 61.20 
PE34413-48 48" 86.00 79.98 73.96 68.80 PE34417-48 48" 77.40 71.98 66.56 61.92 
PE34413-60 60" 89.35 83.10 76.84 71.48 PE34417-60 60" 78.35 72.87 67.38 62.68 
PE34413-XX Any Same-Day Shipment / Call for Pricing PE34417-XX Any Same-Day Shipment / Call for Pricing 

50 OHM, RG142B/U COAX, DOUBLE SHIELDED 50 OHM, RG393/U COAX, DOUBLE SHIELDED 
Model No. Length 25-49 50-99 100 + Model No. Length 25-49 100 + 
PE3085-12 o2e ess $68.40 $63.25 $58.84 PE33984-12 125 aio $85.47 ore $73.52 
PE3085-24 24" 75.95 70.63 65.32 60.76 PE33984-24 24" 99.70 92.72 85.74 79.76 
PE3085-36 36" 78.45 72.96 67.47 62.76 PE33984-36 36" 107.45 99.93 92.41 85.96 
PE3085-48 48" 80.85 75.19 69.53 64.68 PE33984-48 48" 115.30 107.23 $9.16 92.24 
PE3085-60 60" 83.35 77.52 71.68 66.68 PE33984-60 60" 123.05 114.44 105.82 98.44 
PE3085-XX Any Same-Day Shipment / Call for Pricing PE33984-XX Any Same-Day Shipment / Call for Pricing 

50 OHM, RG174A/U COAX 50 OHM, RG400/U COAX, DOUBLE SHIELDED 
Model No. Length 50-99 100 + Model No. Length 25-49 50-99 100 + 
PE34419-12 125 ine saat $63.25 $58.84 PE34409-12 12h ND $68.40 $63.25 $58.84 
PE34419-24 24" 73.75 68.59 63.43 59.00 PE34409-24 24" 75.95 70.63 65.32 60.76 
PE34419-36 36" 74.00 68.82 63.64 59.20 PE34409-36 36" 78.45 72.96 67.47 62.76 
PE34419-48 48" 74.25 69.05 63.86 59.40 PE34409-48 48" 80.85 75.19 69.53 64.68 
PE34419-60 60" 74.50 69.29 64.07 59.60 PE34409-60 60" 83.35 77.52 71.68 66.68 
PE34419-XX Any Same-Day Shipment / Call for Pricing PE34409-XX Any Same-Day Shipment / Call for Pricing 


**ROHS COMPLIANT & CUSTOM-LENGTH CABLE ASSEMBLIES MAY BE ORDERED ON OUR WEBSITE.** 
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SHV PLUG TO SHV PLUG 


52 OHM, RG8A/U COAX 


Model No. Length 1-24 50-99 100 + 
PE33068-12 12° $85.75 ra $73.75 $68.60 
PE33068-24 24" 86.70 80.63 74.56 69.36 
PE33068-36 36" 87.60 81.47 75.34 70.08 
PE33068-48 48" 88.60 82.40 76.20 70.88 
PE33068-60 60" 89.50 83.24 76.97 71.60 
PE33068-XX Any Same-Day Shipment / Call for Pricing 


Model No. 


50 OHM, RGS8C/U COAX 


Length 50-99 100 + 
PE3815-12 125 $33.68 aaah $63.25 $58.84 
PE3815-24 24" 73.90 68.73 63.55 59.12 
PE3815-36 36" 74.30 69.10 63.90 59.44 
PE3815-48 48" 74.65 69.42 64.20 59.72 
PE3815-60 60" 75.05 69.80 64.54 60.04 
PE3815-XX Any Same-Day Shipment / Call for Pricing 
75 OHM, RGS9B/U COAX 
Model No. Length 50-99 100 + 
PE3895-12 12° 57555 saa $63.25 $58.84 
PE3895-24 24" 73.90 68.73 63.55 59.12 
PE3895-36 36" 74.30 69.10 63.90 59.44 
PE3895-48 48" 74.65 69.42 64.20 59.72 
PE3895-60 60" 75.05 69.80 64.54 60.04 
PE3895-XX Any Same-Day Shipment / Call for Pricing 
93 OHM, RG62A/U COAX 
Model No. Length 50-99 100 + 
PE3857-12 12s Mat Ta $63.25 $58.84 
PE3857-24 24" 73.90 68.73 63.55 59.12 
PE3857-36 36" 74.30 69.10 63.90 59.44 
PE3857-48 48" 74.65 69.42 64.20 59.72 
PE3857-60 60" 75.05 69.80 64.54 60.04 
PE3857-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG141A/U COAX 
Model No. Length 50-99 100 + 
PE34428-12 12" aT WE $65.32 $60.76 
PE34428-24 24" 79.30 riSerky 68.20 63.44 
PE34428-36 36" 82.60 76.82 71.04 66.08 
PE34428-48 48" 86.00 79.98 73.96 68.80 
PE34428-60 60" 89.35 83.10 76.84 71.48 
PE34428-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, RG142B/U COAX, DOUBLE SHIELDED | 


Model No. ength 


ate aw SRE TED 
75.95 70.63 65.32 60.76 
78.45 72.96 67.47 62.76 
80.85 75.19 69.53 64.68 
83.35 77.52 71.68 66.68 
Same-Day Shipment / Call for Pricing 


50-99 100 + 


SS ITE $63.25 $58.84 
73.75 68.59 63.43 59.00 
74.00 68.82 63.64 59.20 
74.25 69.05 63.86 59.40 
74.50 69.29 64.07 59.60 


PE3843-12 12" 
PE3843-24 24" 
PE3843-36 36" 
PE3843-48 48" 
PE3843-60 60" 
PE3843-XX Any 
50 OHM, RG174A/U COAX 
Model No. Length 
PE33706-12 12" 
PE33706-24 24" 
PE33706-36 36” 
PE33706-48 48" 
PE33706-60 60" 
PE33706-XX Any 


82 


Same-Day Shipment / Call for Pricing 


Model No. 


50 OHM, RG188A/U COAX 
Length 1-24 25-49 


PE34430-12 
PE34430-24 
PE34430-36 
PE34430-48 
PE34430-60 
PE34430-XX 


125 
24" 
36" 
48" 
60" 
Any 


50-99 100 + 
$74.75 $69.52 $64.29 $59.80 
75.60 70.31 65.02 60.48 
76.50 rp hail 65.79 61.20 
77.40 71.98 66.56 61.92 
78.35 72.87 67.38 62.68 
Same-Day Shipment / Call for Pricing 


50 OHM, RG214/U COAX, DOUBLE SHIELDED 


Model No. 
PE3117-12 
PE3117-24 
PE3117-36 
PE3117-48 
PE3117-60 
PE3117-XX 


50 OHM, RG223/U COAX, DOUBLE E SHIELDED 


Model No. Length 
PE3992-12 128 
PE3992-24 24" 
PE3992-36 36" 
PE3992-48 48" 
PE3992-60 60" 
PE3992-XX Any 


25-49 50-99 100 + 
sar 6 $85.47 $79.03 $73.52 
95.25 88.58 81.92 76.20 
98.60 91.70 84.80 78.88 
101.90 94.77 87.63 81.52 
105.25 97.88 90.52 84.20 
Same-Day Shipment / Call for Pricing 


100 + 
oat CW $63.25 $58.84 
74.75 69.52 64.29 59.80 
75.95 70.63 65.32 60.76 
Hy be! 71.75 66.35 61.72 
78.45 72.96 67.47 62.76 
Same-Day Shipment / Call for Pricing 


50 OHM, RG225/U COAX, DOUBLE SHIELDED 


Model No. ength 25-49 50-99 100 + 
PE34421-12 "a3 006 $91.14 $84.28 $78.40 
PE34421-24 24" 120.30 111.88 103.46 96.24 
PE34421-36 36" 142.55 132.57 122.59 114.04 
PE34421-48 48" 164.85 153.31 141.77 131.88 
PE34421-60 60" 187.10 174.00 160.91 149.68 
PE34421-XX Any Same-Day Shipment / Call for Pricing 

50 OHM, RG316/U COAX 
Model No. Length 50-99 100 + 
PE34432-12 12" RL at $64.29 $59.80 
PE34432-24 24" 75.60 70.31 65.02 60.48 
PE34432-36 36" 76.50 Th ks 65.79 61.20 
PE34432-48 48" 77.40 71.98 66.56 61.92 
PE34432-60 60" 78.35 72.87 67.38 62.68 
PE34432-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, RG393/U COAX, DOUBLE SHIELDED 


Model No. ength 


PE3338-12 
PE3338-24 
PE3338-36 
PE3338-48 
PE3338-60 
PE3338-XX 


Heng 
24" 
36" 
48" 
60" 
Any 


si 88 re ora fra 
99.70 92.72 85.74 79.76 
107.45 99.93 92.41 85.96 
115.30 107.23 99.16 92.24 
123.05 114.44 105.82 98.44 
Same-Day Shipment / Call for Pricing 


50 OHM, RG400/U COAX, DOUBLE SHIELDED 


Model No. Length 25-49 50-99 100 + 
PE34424-12 12% eae $68.40 $63.25 $58.84 
PE34424-24 24" 75.95 70.63 65.32 60.76 
PE34424-36 36" 78.45 72.96 67.47 62.76 
PE34424-48 48" 80.85 75.19 69.53 64.68 
PE34424-60 60" 83.35 77.52 71.68 66.68 
PE34424-XX Any Same-Day Shipment / Call for Pricing 


**ROHS COMPLIANT & CUSTOM-LENGTH CABLE ASSEMBLIES MAY BE ORDERED ON OUR WEBSITE. ** 
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Toll-Free: 866-PASTERNACK (866-727-8376) 
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Free Ground Freight 
Same-Day Shipping 


HN MALE TO HN MALE 


SOSRRRK 
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52 OHM, RG8A/U COAX 50 OHM, RG214/U COAX, DOUBLE SHIELDED 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE33304-12 12% $61.25 $56.96 $52.68 $49.00 PE3095-12 12h $61.25 $56.96 $52.68 $49.00 
PE33304-24 24" 62.20 57.85 53.49 49.76 PE3095-24 24" 64.60 60.08 55.56 51.68 
PE33304-36 36" 63.15 58.73 54.31 50.52 PE3095-36 36" 67.90 63.15 58.39 54.32 
PE33304-48 48" 64.10 59.61 55.13 51.28 PE3095-48 48" 71.30 66.31 61.32 57.04 
PE33304-60 60" 65.00 60.45 55.90 52.00 PE3095-60 60" 74.65 69.42 64.20 59.72 
PE33304-XX Any Same-Day Shipment / Call for Pricing PE3095-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG58C/U COAX 50 OHM, RG217/U COAX, DOUBLE SHIELDED 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE3852-12 ia: $55.15 $51.29 $47.43 $44.12 PE33370-12 i2s $98.00 $91.14 $84.28 $78.40 
PE3852-24 24" 55.50 51.62 47.73 44.40 PE33370-24 24" 100.25 93.23 86.22 80.20 
PE3852-36 36" 55.90 51.99 48.07 44.72 PE33370-36 36" 102.45 95.28 88.11 81.96 
PE3852-48 48" 56.25 52.31 48.38 45.00 PE33370-48 48" 104.70 97.37 90.04 83.76 
PE3852-60 60" 56.65 52.68 48.72 45.32 PE33370-60 60" 106.90 99.42 91.93 85.52 
PE3852-XX Any Same-Day Shipment / Call for Pricing PE33370-XX Any Same-Day Shipment / Call for Pricing 
75 OHM, RG59B/U COAX 50 OHM, RG218/U COAX 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE34436-12 12 $57.55 $53.52 $49.49 $46.04 PE33583-12 i2a $147.00 $136.71 $126.42 $117.60 
PE34436-24 24" 57.95 53.89 49.84 46.36 PE33583-24 24" 152.60 141.92 131.24 122.08 
PE34436-36 36" 58.35 54.27 50.18 46.68 PE33583-36 36" 158.15 147.08 136.01 126.52 
PE34436-48 48" 58.75 54.64 50.53 47.00 PE33583-48 48" 163.70 152.24 140.78 130.96 
PE34436-60 60" 59.10 54.96 50.83 47.28 PE33583-60 60" 169.35 157.50 145.64 135.48 
PE34436-XX Any Same-Day Shipment / Call for Pricing PE33583-XX Any Same-Day Shipment / Call for Pricing 
93 OHM, RG62A/U COAX 50 OHM, RG223/U COAX, DOUBLE SHIELDED 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE34438-12 12" $57.55 $53.52 $49.49 $46.04 PE3357-12 122 $55.15 $51.29 $47.43 $44.12 
PE34438-24 24" 57.95 53.89 49.84 46.36 PE3357-24 24" 56.35 52.41 48.46 45.08 
PE34438-36 36" 58.35 54.27 50.18 46.68 PE3357-36 36" 57.55 53.52 49.49 46.04 
PE34438-48 48" 58.75 54.64 50.53 47.00 PE3357-48 48" 58.85 54.73 50.61 47.08 
PE34438-60 60" 59.10 54.96 50.83 47.28 PE3357-60 60" 60.05 55.85 51.64 48.04 
PE34438-XX Any Same-Day Shipment / Call for Pricing PE3357-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG141A/U COAX 50 OHM, RG225/U COAX, DOUBLE SHIELDED 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE34434-12 ier $57.55 $53.52 $49.49 $46.04 PE33778-12 2a $66.15 $61.52 $56.89 $52.92 
PE34434-24 24" 60.90 56.64 52.37 48.72 PE33778-24 24" 88.45 82.26 76.07 70.76 
PE34434-36 36" 64.30 59.80 55.30 51.44 PE33778-36 36" 110.70 102.95 95.20 88.56 
PE34434-48 48" 67.60 62.87 58.14 54.08 PE33778-48 48" 132.95 123.64 114.34 106.36 
PE34434-60 60" 70.95 65.98 61.02 56.76 PE33778-60 60" 155.30 144.43 133.56 124.24 
PE34434-XX Any Same-Day Shipment / Call for Pricing PE33778-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG142B/U COAX, DOUBLE SHIELDED 50 OHM, RG393/U COAX, DOUBLE SHIELDED 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE3083-12 12° $55.15 $51.29 $47.43 $44.12 PE3340-12 12% $61.25 $56.96 $52.68 $49.00 
PE3083-24 24" 57.55 LE bye 49.49 46.04 PE3340-24 24" 69.05 64.22 59.38 55.24 
PE3083-36 36" 60.05 55.85 51.64 48.04 PE3340-36 36" 76.85 71.47 66.09 61.48 
PE3083-48 48" 62.45 58.08 53.71 49.96 PE3340-48 48" 84.65 78.72 72.80 67.72 
PE3083-60 60" 64.95 60.40 55.86 51.96 PE3340-60 60" 92.45 85.98 79.51 73.96 
PE3083-XX Any Same-Day Shipment / Call for Pricing PE3340-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG213/U COAX 50 OHM, RG400/U COAX, DOUBLE SHIELDED 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE3038-12 12% $61.25 $56.96 $52.68 $49.00 PE33938-12 12% $55.15 $51.29 $47 .43 $44.12 
PE3038-24 24" 62.20 57.85 53.49 49.76 PE33938-24 24" 57.55 53.52 49.49 46.04 
PE3038-36 36" 63.15 58.73 54.31 50.52 PE33938-36 36" 60.05 55.85 51.64 48.04 
PE3038-48 48" 64.10 59.61 bets 51.28 PE33938-48 48" 62.45 58.08 53.71 49.96 
PE3038-60 60" 65.00 60.45 55.90 52.00 PE33938-60 60" 64.95 60.40 55.86 51.96 
PE3038-XX Any Same-Day Shipment / Call for Pricing PE33938-XX Any Same-Day Shipment / Call for Pricing 


**ROHS COMPLIANT & CUSTOM-LENGTH CABLE ASSEMBLIES MAY BE ORDERED ON OUR WEBSITE.** 
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SMB PLUG TO SMB PLUG 
a 


WARNING!!! ALL CONNECTORS ON THIS PAGE ARE 50 OHM SMB CONNECTORS AND DO NOT MATE WITH “75 OHM SMB TYPE” CONNECTORS!!! 


50 OHM, RG58C/U COAX 50 OHM, RG196A/U COAX 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE33650-12 125 $31.85 $29.62 $27.39 $25.48 PE3588-12 125 $25.75 $23.95 $22.15 $20.60 
PE33650-24 24" 32.20 29.95 27.69 25.76 PE3588-24 24" 26.60 24.74 22.88 21.28 
PE33650-36 36" 32.60 30.32 28.04 26.08 PE3588-36 36" 27.50 25.58 23.65 22.00 
PE33650-48 48" 33.00 30.69 28.38 26.40 PE3588-48 48" 28.40 26.41 24.42 22.72 
PE33650-60 60" 33.40 31.06 28.72 26.72 PE3588-60 60" 29.30 27.25 25.20 23.44 
PE33650-XX Any Same-Day Shipment / Call for Pricing PE3588-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG142B/U COAX, DOUBLE SHIELDED 50 OHM, RG223/U COAX, DOUBLE SHIELDED 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE33652-12 12" $31.85 $29.62 $27.39 $25.48 PE3166-12 12" $31.85 $29.62 $27.39 $25.48 
PE33652-24 24" 34.30 31.90 29.50 27.44 PE3166-24 24" 33.10 30.78 28.47 26.48 
PE33652-36 36" 36.75 34.18 31.61 29.40 PE3166-36 36" 34.30 31.90 29.50 27.44 
PE33652-48 48" 39.20 36.46 33.71 31.36 PE3166-48 48" 35.50 33.02 30.53 28.40 
PE33652-60 60" 41.65 38.73 35.82 33.32 PE3166-60 60" 36.75 34.18 31.61 29.40 
PE33652-XX Any Same-Day Shipment / Call for Pricing PE3166-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG174A/U COAX 50 OHM, RG316/U COAX 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE3853-12 12" $24.50 $22.79 $21.07 $19.60 PE3915-12 ize $24.50 $22.79 $21.07 $19.60 
PE3853-24 24" 24.75 23.02 21.29 19.80 PE3915-24 24" 25.40 23.62 21.84 20.32 
PE3853-36 36" 25.00 23.25 21.50 20.00 PE3915-36 36" 26.30 24.46 22.62 21.04 
PE3853-48 48" 25.25 23.48 one 20.20 PE3915-48 48" 27.15 25.25 23.35 21.72 
PE3853-60 60" 25.50 23.72 21.93 20.40 PE3915-60 60" 28.10 26.13 24.17 22.48 
PE3853-XX Any Same-Day Shipment / Call for Pricing PE3915-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG178B/U COAX 50 OHM, RG316-DS COAX, DOUBLE SHIELDED 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE33165-12 12" $25.75 $23.95 $22.15 $20.60 PE33704-12 125 $26.95 $25.06 $23.18 $21.56 
PE33165-24 24" 26.60 24.74 22.88 21.28 PE33704-24 24" 29.20 27.16 25.11 23.36 
PE33165-36 36" 27.50 25.58 23.65 22.00 PE33704-36 36" 31.40 29.20 27.00 25.12 
PE33165-48 48" 28.40 26.41 24.42 22.72 PE33704-48 48" 33.65 31.29 28.94 26.92 
PE33165-60 60" 29.30 27.25 25.20 23.44 PE33704-60 60" 35.85 33.34 30.83 28.68 
PE33165-XX Any Same-Day Shipment / Call for Pricing PE33704-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG188A/U COAX 50 OHM, RG400/U COAX, DOUBLE SHIELDED 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE3587-12 12% $24.50 $22.79 $21.07 $19.60 PE34269-12 12" $31.85 $29.62 $27.39 $25.48 
PE3587-24 24" 25.40 23.62 21.84 20.32 PE34269-24 24" 34.30 31.90 29.50 27.44 
PE3587-36 36" 26.30 24.46 22.62 21.04 PE34269-36 36" 36.75 34.18 31.61 29.40 
PE3587-48 48" 27.15 25.25 23.35 21.72 PE34269-48 48" 39.20 36.46 33.71 31.36 
PE3587-60 60" 28.10 26.13 24.17 22.48 PE34269-60 60" 41.65 38.73 35.82 33.32 
PE3587-XX Any Same-Day Shipment / Call for Pricing PE34269-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG188-DS COAX, DOUBLE SHIELDED 50 OHM, LOW NOISE, PE-B9329 COAX (BELDEN 9329) 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE3721-12 12? $26.95 $25.06 $23.18 $21.56 PE34488-12 125 $28.20 $26.23 $24.25 $22.56 
PE3721-24 24" 29.20 27.16 25.11 23.36 PE34488-24 24" 30.40 28.27 26.14 24.32 
PE3721-36 36" 31.40 29.20 27.00 25.12 PE34488-36 36" 32.60 30.32 28.04 26.08 
PE3721-48 48" 33.65 31.29 28.94 26.92 PE34488-48 48" 34.85 32.41 29.97 27.88 
PE3721-60 60" 35.85 33.34 30.83 28.68 PE34488-60 60" 37.05 34.46 31.86 29.64 
PE3721-XX Any Same-Day Shipment / Call for Pricing PE34488-XX Any Same-Day Shipment / Call for Pricing 


**ROHS COMPLIANT & CUSTOM-LENGTH CABLE ASSEMBLIES MAY BE ORDERED ON OUR WEBSITE.** 
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SMB PLUG TO SMB PLUG RIGHT ANGLE 


WARNING!!! ALL CONNECTORS ON THIS PAGE ARE 50 OHM SMB CONNECTORS AND DO NOT MATE WITH “75 OHM SMB TYPE” CONNECTORS!!! 


Model No. 

PE33666-12 
PE33666-24 
PE33666-36 
PE33666-48 
PE33666-60 
PE33666-XX 


50 OHM, RG58C/U COAX 

Length 1-24 25-49 50-99 100 + 
127 $34.30 $31.90 $29.50 $27.44 
24" 34.70 32.27 29.84 27.76 
36" 35.05 32.60 30.14 28.04 
48" 35.45 32.97 30.49 28.36 
60" 35.80 33.29 30.79 28.64 
Any Same-Day Shipment / Call for Pricing 


50 OHM, RG142B/U COAX, DOUBLE SHIELDED 


Model No. Length 1-24 25-49 50-99 100 + 
PE33668-12 12m $38.00 $35.34 $32.68 $30.40 
PE33668-24 24" 40.45 37.62 34.79 32.36 
PE33668-36 36" 42.85 39.85 36.85 34,28 
PE33668-48 48" 45.35 42.18 39.00 36.28 
PE33668-60 60" 47.75 44.41 41.07 38.20 
PE33668-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG174A/U COAX 
Model No. Length 1-24 25-49 50-99 100 + 
PE33175-12 IZ $33.10 $30.78 $28.47 $26.48 
PE33175-24 24" 33.35 31.02 28.68 26.68 
PE33175-36 36" 33.60 31.25 28.90 26.88 
PE33175-48 48" 33.85 31.48 29.11 27.08 
PE33175-60 60" 34.05 31.67 29.28 27.24 
PE33175-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG178B/U COAX 
Model No. Length 1-24 25-49 50-99 100 + 
PE33356-12 125 $31.85 $29.62 $27.39 $25.48 
PE33356-24 24" 32.75 30.46 28.17 26.20 
PE33356-36 36" 33.65 31.29 28.94 26.92 
PE33356-48 48" 34.55 32.33 29.71 27.64 
PE33356-60 60" 35.40 32.92 30.44 28.32 
PE33356-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG188A/U COAX 
Model No. Length 1-24 25-49 50-99 100 + 
PE3592-12 12% $30.65 $28.50 $26.36 $24.52 
PE3592-24 24" 31.50 29.30 27.09 25.20 
PE3592-36 36" 32.40 30.13 27.86 25.92 
PE3592-48 48" 33.30 30.97 28.64 26.64 
PE3592-60 60" 34.20 31.81 29.41 27.36 
PE3592-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, RG188-DS COAX, DOUBLE SHIELDED 


Model No. Length 1-24 25-49 50-99 100 + 
PE33143-12 12? $33.10 $30.78 $28.47 $26.48 
PE33143-24 24" 35.30 32.83 30.36 28.24 
PE33143-36 36" 37.50 34.88 32.25 30.00 
PE33143-48 48" 39.75 36.97 34.19 31.80 
PE33143-60 60" 41.95 39.01 36.08 33.56 
PE33143-XX Any Same-Day Shipment / Call for Pricing 


Free Ground Freight 
Same-Day Shipping 


50 OHM, RG196A/U COAX 
Model No. Length 1-24 25-49 50-99 100 + 
PE3593-12 Ze $31.85 $29.62 $27.39 $25.48 
PE3593-24 24" 32.75 30.46 28.17 26.20 
PE3593-36 36" 33.65 31.29 28.94 26.92 
PE3593-48 48" ‘ 34.55 32.13 29.71 27.64 
PE3593-60 60" 35.40 32.92 30.44 28.32 
PE3593-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, RG223/U COAX, DOUBLE SHIELDED 


Model No. Length 1-24 25-49 50-99 100 + 
PE33670-12 125 $36.75 $34.18 $31.61 $29.40 
PE33670-24 24" 38.00 35.34 32.68 30.40 
PE33670-36 36" 39.20 36.46 33.71 31.36 
PE33670-48 48" 40.45 37.62 34.79 32.36 
PE33670-60 60" 41.65 38.73 35.82 33.32 
PE33670-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG316/U COAX 
Model No. Length 1-24 25-49 50-99 100 + 
PE33672-12 12¥ $30.65 $28.50 $26.36 $24.52 
PE33672-24 24" 31.50 29.30 27.09 25.20 
PE33672-36 36" 32.40 30.13 27 .86 25.92 
PE33672-48 48" 33.30 30.97 28.64 26.64 
PE33672-60 60" 34.20 31.81 29.41 27.36 
PE33672-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, RG316-DS COAX, DOUBLE SHIELDED 


Model No. Length 1-24 25-49 50-99 100 + 
PE34485-12 128 $33.10 $30.78 $28.47 $26.48 
PE34485-24 24" 35-50 32.83 30.36 28.24 
PE34485-36 36" 37.50 34.88 32.25 30.00 
PE34485-48 48" 39.75 36.97 34.19 31.80 
PE34485-60 60" 41.95 39.01 36.08 33.56 
PE34485-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, RG400/U COAX, DOUBLE SHIELDED 


Model No. Length 1-24 25-49 50-99 100 + 
PE34481-12 la $38.00 $35.34 $32.68 $30.40 
PE34481-24 24" 40.45 37.62 34.79 32.36 
PE34481-36 36" 42.85 39.85 36.85 34.28 
PE34481-48 48" 45.35 42.18 39.00 36.28 
PE34481-60 60" 47.75 44.41 41.07 38.20 
PE34481-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, LOW NOISE, PE-B9329 COAX (BELDEN 9329) 


Model No. Length 1-24 25-49 50-99 100 + 
PE34490-12 12% $34.30 $31.90 $29.50 $27.44 
PE34490-24 24" 36.50 33.95 31.39 29.20 
PE34490-36 36" 38.75 36.04 33.33 31.00 
PE34490-48 48" 41.00 38.13 35.26 32.80 
PE34490-60 60" 43.25 40.22 37.20 34.60 
PE34490-XX Any Same-Day Shipment / Call for Pricing 


**ROHS COMPLIANT & CUSTOM-LENGTH CABLE ASSEMBLIES MAY BE ORDERED ON OUR WEBSITE.** 
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SMB PLUG RIGHT ANGLE TO SMB PLUG RIGHT ANGLE 


WARNING!!! ALL CONNECTORS ON THIS PAGE ARE 50 OHM SMB CONNECTORS AND DO NOT MATE WITH “75 OHM SMB TYPE” CONNECTORS!!! 


50 OHM, RG58C/U COAX 
Model No. Length 1-24 25-49 50-99 100 + 
PE33654-12 12" $34.30 $31.90 $29.50 $27.44 
PE33654-24 24" 34.70 32.27, 29.84 27.76 
PE33654-36 36" 35.05 32.60 30.14 28.04 
PE33654-48 48" 35.45 32.97 30.49 28.36 
PE33654-60 60" 35.80 33.29 30.79 28.64 
PE33654-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, RG142B/U COAX, DOUBLE SHIELDED 


Model No. Length 1-24 25-49 50-99 100 + 
PE33656-12 12" $38.00 $35.34 $32.68 $30.40 
PE33656-24 24" 40.45 37.62 34.79 32.36 
PE33656-36 36" 42.85 39.85 36.85 34.28 
PE33656-48 48" 45.35 42.18 39.00 36.28 
PE33656-60 60" 47.75 44.41 41.07 38.20 
PE33656-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG174A/U COAX 
Model No. Length 1-24 25-49 50-99 100 + 
PE3916-12 12" $33.10 $30.78 $28.47 $26.48 
PE3916-24 24" 33.35 31.02 28.68 26.68 
PE3916-36 36" 33.60 31.25 28.90 26.88 
PE3916-48 48" 33.85 31.48 29.11 27.08 
PE3916-60 60" 34.05 31.67 29.28 27.24 
PE3916-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG178B/U COAX 
Model No. Length 1-24 25-49 50-99 100 + 
PE33350-12 12" $34.30 $31.90 $29.50 $27.44 
PE33350-24 24" 35.20 32.74 30.27 28.16 
PE33350-36 36" 36.10 33.57 31.05 28.88 
PE33350-48 48" 36.95 34.36 31.78 29.56 
PE33350-60 60" 37.90 55.25 32.59 30.32 
PE33350-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG188A/U COAX 
Model No. Length 1-24 25-49 50-99 100 + 
PE3589-12 128 $33.10 $30.78 $28.47 $26.48 
PE3589-24 24" 34.00 31.62 29.24 27.20 
PE3589-36 36" 34.85 32.41 29.97 27.88 
PE3589-48 48" 35.75 33.25 30.75 28.60 
PE3589-60 60" 36.65 34.08 31.52 29.32 
PE3589-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, RG188-DS COAX, DOUBLE SHIELDED 


Model No. Length 1-24 25-49 50-99 100 + 
PE34463-12 125 $35.50 $33.02 $30.53 $28.40 
PE34463-24 24" 37.75 35.11 32.47 30.20 
PE34463-36 36" 40.00 37.20 34.40 32.00 
PE34463-48 48" 42.20 39.25 36.29 33.76 
PE34463-60 60" 44.45 41.34 38.23 35.56 
PE34463-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, RG196A/U COAX 
Model No. Length 1-24 25-49 50-99 100 + 
PE3590-12 12" $34.30 $31.90 $29.50 $27.44 
PE3590-24 24" 35.20 32.74 30.27 28.16 
PE3590-36 36" 36.10 33,07) 31.05 28.88 
PE3590-48 48" 36.95 34.36 31.78 29.56 
PE3590-60 60" 37.90 35.25 32.59 30.32 
PE3590-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG223/U COAX, DOUBLE SHIELDED 
Model No. Length 1-24 25-49 50-99 100 + 
PE33121-12 12" $36.75 $34.18 $31.61 $29.40 
PE33121-24 24" 38.00 35.34 32.68 30.40 
PE33121-36 36" 39.20 36.46 33.71 31.36 
PE33121-48 48" 40.45 37.62 34.79 32.36 
PE33121-60 60" 41.65 38.73 35.82 33.32 
PE33121-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG316/U COAX 
Model No. Length 1-24 25-49 50-99 100 + 
PE3917-12 12" $33.10 $30.78 $28.47 $26.48 
PE3917-24 24" 34.00 31.62 29.24 27.20 
PE3917-36 36" 34.85 32.41 29.97 27.88 
PE3917-48 48" 35.75 33.25 30.75 28.60 
PE3917-60 60" 36.65 34.08 31.52 29.32 
PE3917-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, RG316-DS COAX, DOUBLE SHIELDED 


1-24 25-49 50-99 100 + 


$35.50 $33.02 $30.53 $28.40 
37.75 35.11 32.47 30.20 
40.00 37.20 34.40 32.00 
42.20 39.25 36.29 33.76 
44.45 41.34 38.23 35.56 
Same-Day Shipment / Call for Pricing 


50 OHM, RG400/U COAX, DOUBLE SHIELDED 


1-24 25-49 50-99 100 + 


Model No. Length 
PE33476-12 12" 
PE33476-24 24" 
PE33476-36 36" 
PE33476-48 48" 
PE33476-60 60" 
PE33476-XX Any 
Model No. Length 
PE34461-12 12% 
PE34461-24 24" 
PE34461-36 36" 
PE34461-48 48" 
PE34461-60 60" 
PE34461-XX Any 


$38.00 $35.34 $32.68 $30.40 
40.45 37.62 34.79 32.36 
42.85 39.85 36.85 34.28 
45.35 42.18 39.00 36.28 
47.75 44.41 41.07 38.20 
Same-Day Shipment / Call for Pricing 


50 OHM, LOW NOISE, PE-B9329 COAX (BELDEN 9329) 


Model No. Length 1-24 25-49 50-99 100 + 
PE34465-12 12% $36.75 $34.18 $31.61 $29.40 
PE34465-24 24" 39.00 36.27 33.54 31.20 
PE34465-36 36" 41.20 38.32 35.43 32.96 
PE34465-48 48" 43.45 40.41 37.37 34.76 
PE34465-60 60" 45.65 42.45 39.26 36.52 
PE34465-XX Any Same-Day Shipment / Call for Pricing 


**ROHS COMPLIANT & CUSTOM-LENGTH CABLE ASSEMBLIES MAY BE ORDERED ON OUR WEBSITE.** 


All Products Available Online! www.pasternack.com 


Toll-Free: 866-PASTERNACK (866-727-8376) Phone: 949-261-1920 Fax: 949-261-7451 


Free Ground Freight 
Same-Day Shipping 


SMB PLUG TO SMB JACK BULKHEAD 


USE MOUNTING HOLE BO1 ON PAGE 253 


WARNING!!! ALL CONNECTORS ON THIS PAGE ARE 50 OHM SMB CONNECTORS AND DO NOT MATE WITH “75 OHM SMB TYPE” CONNECTORS!!! 


50 OHM, RG58C/U COAX 50 OHM, RG196A/U COAX 
Model No. Length 1-24 25-49 50-99 100 + Mode? No. Length 1-24 25-49 50-99 100 + 
PE34493-12 12" $39.20 $36.46 $33.71 $31.36 PE3130-12 12m $34.30 $31.90 $29.50 $27.44 
PE34493-24 24" 39.60 36.83 34.06 31.68 - PE3130-24 24" 35.20 32.74 30.27 28.16 
PE34493-36 36" 39.95 37.15 34.36 31.96 PE3130-36 36" 36.10 33557, 31.05 28.88 
PE34493-48 48" 40.35 37.53 34.70 32.28 PE3130-48 48" 36.95 34.36 31.78 29.56 
PE34493-60 60" 40.70 37.85 35.00 32.56 PE3130-60 60" 37.90 35.25 32.59 30.32 
PE34493-XX Any Same-Day Shipment / Call for Pricing PE3130-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG142B/U COAX, DOUBLE SHIELDED 50 OHM, RG223/U COAX, DOUBLE SHIELDED 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE34495-12 12" $40.45 $37.62 $34.79 $32.36 PE34497-12 125 $39.20 $36.46 $33.71 $31.36 
PE34495-24 24" 42.85 39.85 36.85 34.28 PE34497-24 24" 40.45 37.62 34.79 32.36 
PE34495-36 36" 45.35 42.18 39.00 36.28 PE34497 -36 36" 41.65 38.73 35.82 B3t32 
PE34495-48 48" 47.75 44,41 41.07 38.20 PE34497-48 48" 42.85 39.85 36.85 34.28 
PE34495-60 60" 50.25 46.73 43.22 40.20 PE34497-60 60" 44.10 41.01 37.93 35.28 
PE34495-XX Any Same-Day Shipment / Call for Pricing PE34497-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG174A/U COAX 50 OHM, RG316/U COAX 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE33674-12 12? $33.10 $30.78 $28.47 $26.48 PE33680-12 12" $30.65 $28.50 $26.36 $24.52 
PE33674-24 24" 83.35 31.02 28.68 26.68 PE33680-24 24" 31.50 29.30 27.09 25.20 
PE33674-36 36" 33.60 31425 28.90 26.88 PE33680-36 36" 32.40 30.13 27.86 25.92 
PE33674-48 48" 33.85 31.48 29.11 27.08 PE33680-48 48" 33.30 30.97 28.64 26.64 
PE33674-60 60" 34.05 31.67 29.28 27.24 PE33680-60 60" 34.20 31.81 29.41 27.36 
PE33674-XX Any Same-Day Shipment / Call for Pricing PE33680-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG178B/U COAX 50 OHM, RG316-DS COAX, DOUBLE SHIELDED 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE33676-12 120 $34.30 $31.90 $29.50 $27.44 PE34487-12 12" $33.10 $30.78 $28.47 $26.48 
PE33676-24 24" 35.20 32.74 30.27 28.16 PE34487-24 24" 35.30 32.83 30.36 28.24 
PE33676-36 36" *)) 936510 33.57 31.05 28.88 PE34487 -36 36" 37.50 34.88 32.25 30.00 
PE33676-48 48" 36.95 34.36 31.78 29.56 PE34487 -48 48" 9575 36.97 34.19 31.80 
PE33676-60 60" 37.90 35.25 32.59 30.32 PE34487-60 60" 41.95. 39.01 36.08 33.56 
PE33676-XX Any Same-Day Shipment / Call for Pricing PE34487-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG188A/U COAX 50 OHM, RG400/U COAX, DOUBLE SHIELDED 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE3591-12 125 $30.65 $28.50 $26.36 $24.52 PE34483-12 125 $40.45 $37.62 $34.79 $32.36 
PE3591-24 24" 31.50 29.30 27.09 25.20 PE34483-24 24" 42.85 39.85 36.85 34.28 
PE3591-36 36" 32.40 30.13 27.86 25.92 PE34483-36 36" 45.35 42.18 39.00 36.28 
PE3591-48 48" Boa 30.97 28.64 26.64 PE34483-48 48" 47.75 44.41 41.07 38.20 
PE3591-60 60" 34.20 31.81 29.41 27.36 PE34483-60 60" 50.25 46.73 43.22 40.20 
PE3591-XX Any Same-Day Shipment / Call for Pricing PE34483-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG188-DS COAX, DOUBLE SHIELDED 50 OHM, LOW NOISE, PE-B9329 COAX (BELDEN 9329) 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE34489-12 127 $33.10 $30.78 $28.47 $26.48 PE34491-12 12% $34.30 $31.90 $29.50 $27.44 
PE34489-24 24" 35.30 32.83 30.36 28.24 PE34491-24 24" 36.50 33.95 31.39 29.20 
PE34489-36 36" 37.50 34.88 32.25 30.00 PE34491-36 36" 38.75 36.04 33.33 31.00 
PE34489-48 48" 39.75 36.97 34.19 31.80 PE34491-48 48" 41.00 38.13 35.26 32.80 
PE34489-60 60" 41.95 39.01 36.08 33.56 PE34491-60 60" 43.25 40.22 37.20 34.60 
PE34489-XX Any Same-Day Shipment / Call for Pricing PE34491-XX Any Same-Day Shipment / Call for Pricing 


Le a Te 


**ROHS COMPLIANT & CUSTOM-LENGTH CABLE ASSEMBLIES MAY BE ORDERED ON OUR WEBSITE. ** 


Free Ground Freight 


All Products Available Online! www.pasternack.com 87 
Same-Day Shipping 


Toll-Free: 866-PASTERNACK (866-727-8376) | Phone: 949-261-1920 Fax: 949-261-7451 


SMB PLUG RIGHT ANGLE TO SMB JACK BULKHEAD 


USE MOUNTING HOLE B01 ON PAGE 253 


WARNING!!! ALL CONNECTORS ON THIS PAGE ARE 50 OHM SMB CONNECTORS AND DO NOT MATE WITH “75 OHM SMB TYPE” CONNECTORS!!! 


50 OHM, RG58C/U COAX 
Model No. Length 1-24 25-49 50-99 100 + 
PE34469-12 12" $39.20 $36.46 $33.71 $31.36 
PE34469-24 24" 39.60 36.83 34.06 31.68 
PE34469-36 36" 39.95 37.15 34.36 31.96 
PE34469-48 48" 40.35 7255 34.70 32.28 
PE34469-60 60" 40.70 37.85 35.00 32.56 
PE34469-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, RG142B/U COAX, DOUBLE SHIELDED 


Model No. 
PE33682-12 


’ PE33682-24 


PE33682-36 
PE33682-48 
PE33682-60 
PE33682-XX 


50 OHM, RG196A/U COAX 

Length 1-24 25-49 50-99 100 + 
12" $36.75 $34.18 $31.61 $29.40 
24" 37.65 35.01 32.38 30.12 
36" 38.55 35.85 33.15 30.84 
48" 39.45 36.69 33.93 31.56 
60" 40.30 37.48 34.66 32.24 
Any Same-Day Shipment / Call for Pricing 


50 OHM, RG223/U COAX, DOUBLE SHIELDED 


Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE34471-12 12" $40.45 $37.62 $34.79 $32.36 PE34473-12 12" $40.45 $37.62 $34.79 $32.36 
PE34471-24 24" 42.85 39.85 36.85 34.28 PE34473-24 24" 41.65 38.73 35.82 33.32 
PE34471-36 36" 45.35 42.18 39.00 36.28 PE34473-36 36" 42.85 39.85 36.85 34.28 
PE34471-48 48" 47.75 44.41 41.07 38.20 PE34473-48 48" 44.10 41.01 37.93 35.28 
PE34471-60 60" 50.25 46.73 43.22 40.20 PE34473-60 60" 45.35 42.18 39.00 36.28 
PE34471-XX Any Same-Day Shipment / Call for Pricing PE34473-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG174A/U COAX 50 OHM, RG316/U COAX 
Model No. Length 1-24 —.25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE33261-12 ize $33.10 $30.78 $28.47 $26.48 PE33675-12 12" $33.10 $30.78 $28.47 $26.48 
PE33261-24 24" 33.35 31.02 28.68 26.68 PE33675-24 24" 34.00 31.62 29.24 27.20 
PE33261-36 36" 33.60 31.25 28.90 26.88 PE33675-36 36" 34.85 32.41 29.97 27.88 
PE33261-48 48" 33.85 31.48 29.11 27.08 PE33675-48 48" 35.75 33.25 30.75 28.60 
PE33261-60 60" 34.05 31.67 29.28 27.24 PE33675-60 60" 36.65 34.08 31.52 29.32 
PE33261-XX Any Same-Day Shipment / Call for Pricing PE33675-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG178B/U COAX 50 OHM, RG316-DS COAX, DOUBLE SHIELDED 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE34467-12 12? $36.75 $34.18 $31.61 $29.40 PE33349-12 122 $35.50 $33.02 $30.53 $28.40 
PE34467-24 24" 37.65 35.01 32.38 30.12 PE33349-24 24" 37.75 35.11 32.47 30.20 
PE34467-36 36" 38.55 35.85 33215 30.84 PE33349-36 36" 40.00 37.20 34.40 32.00 
PE34467-48 48" 39.45 36.69 33.93 31.56 PE33349-48 48" 42.20 39.25 36.29 33.76 
PE34467-60 60" 40.30 37.48 34.66 32.24 PE33349-60 60" 44.45 41.34 38.23 35.56 
PE34467-XX Any Same-Day Shipment / Call for Pricing PE33349-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG188A/U COAX 50 OHM, RG400/U COAX, DOUBLE SHIELDED 
Model No. Length _ 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE3594-12 12" $33.10 $30.78 $28.47 $26.48 PE34475-12 12" $40.45 $37.62 $34.79 $32.36 
PE3594-24 24" 34.00 31.62 29.24 27.20 PE34475-24 24" 42.85 39.85 36.85 34.28 
PE3594-36 36" 34.85 32.41 29.97 27.88 PE34475-36 36" 45.35 42.18 39.00 36.28 
PE3594-48 48" 35.75 33.25 30.75 28.60 PE34475-48 48" 47.75 44.41 41.07 38.20 
PE3594-60 60" 36.65 34.08 31.52 29.32 PE34475-60 60" 50.25 46.73 43.22 40.20 
PE3594-XX Any Same-Day Shipment / Call for Pricing PE34475-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, RG188-DS COAX, DOUBLE SHIELDED 50 OHM, LOW NOISE, PE-B9329 COAX (BELDEN 9329) 


Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE34477-12 12% $35.50 $33.02 $30.53 $28.40 PE34479-12 125 $36.75 $34.18 $31.61 $29.40 
PE34477-24 24" 37.75 35.11 32.47 30.20 PE34479-24 24" 39.00 36.27 33.54 31.20 
PE34477-36 36" 40.00 37.20 34.40 32.00 PE34479-36 36" 41.20 38.32 35.43 32.96 
PE34477-48 48" 42.20 39.25 36.29 33.76 PE34479-48 48" 43.45 40.41 37.37 34.76 
PE34477-60 60" 44.45 41.34 38.23 35.56 PE34479-60 60" 45.65 42.45 39.26 36.52 
PE34477-XX Any Same-Day Shipment / Call for Pricing PE34479-XX Any Same-Day Shipment / Call for Pricing 


**ROHS COMPLIANT & CUSTOM-LENGTH CABLE ASSEMBLIES MAY BE ORDERED ON OUR WEBSITE. ** 


Free Ground Freight 


88 All Products Available Online! www.pasternack.com 
Same-Day Shipping 


Toll-Free: 866-PASTERNACK (866-727-8376) Phone: 949-261-1920 Fax: 949-261-7451 


SMA MALE TO SMB PLUG 


50 OHM, RG58C/U COAX 50 OHM, RG196A/U COAX 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE3172-12 12% $33.30 $30.97 $28.64 $26.64 PE34448-12 12" $47.00 $43.71 $40.42 $37.60 
PE3172-24 24" 33.65 31.29 28.94 26.92 PE34448-24 24" 47.85 44.50 41.15 38.28 
PE3172-36 36" 34.05 31.67 29.28 27.24 PE34448-36 36" 48.80 45.38 41.97 39.04 
PE3172-48 48" 34.40 31.99 29.58 27.52 PE34448-48 48" 49.70 46.22 42.74 39.76 
PE3172-60 60" 34.80 32.36 29.93 27.84 PE34448-60 60" 50.55 47.01 43.47 40.44 
PE3172-XX Any Same-Day Shipment / Call for Pricing PE34448-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, RG142B/U COAX, DOUBLE SHIELDED 50 OHM, RG223/U COAX, DOUBLE SHIELDED 


Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE3181-12 125 $36.75 $34.18 $31.61 $29.40 PE3187-12 12% $33.70 $31.34 $28.98 $26.96 
PE3181-24 24" 39.20 36.46 Ky Al 31.36 PE3187-24 24" 34.90 32.46 30.01 27.92 
PE3181-36 36" 41.65 38.73 35.82 33.32 PE3187-36 36" 36.15 33.62 31.09 28.92 
PE3181-48 48" 44.10 41.01 37.93 35.28 PE3187-48 48" 37.35 34.74 S22 29.88 
PE3181-60 60" 46.55 43.29 40.03 37.24 PE3187-60 60" 38.60 35.90 33.20 30.88 
PE3181-XX Any Same-Day Shipment / Call for Pricing PE3187-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG174A/U COAX 50 OHM, RG316/U COAX 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE3908-12 Wye) $33.25 $30.92 $28.60 $26.60 PE3810-12 12" $33.55 $31.20 $28.85 $26.84 
PE3908-24 24" 33.45 ep ee ih 28.77 26.76 PE3810-24 24" 34.45 32.04 29.63 27.56 
PE3908-36 36" 33.70 31.34 28.98 26.96 PE3810-36 36" 35.30 32.83 30.36 28.24 
PE3908-48 48" 33.95 31.57 29.20 27.16 PE3810-48 48" 36.20 33.67 31.13 28.96 
PE3908-60 60" 34.20 31.81 29.41 27.36 PE3810-60 60" 37.05 34.46 31.86 29.64 
PE3908-XX Any Same-Day Shipment / Call for Pricing PE3810-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG178B/U COAX 50 OHM, RG316-DS COAX, DOUBLE SHIELDED 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE3548-12 L2> $47.00 $43.71 $40.42 $37.60 PE33657-12 120 $36.65 $34.08 $31.52 $29.32 
PE3548-24 24" 47.85 44.50 41.15 38.28 PE33657-24 24" 38.90 36.18 33.45 peal 
PE3548-36 36" 48.80 45.38 41.97 39.04 PE33657-36 36" 41.10 38.22 S5255 32.88 
PE3548-48 48" 49.70 46.22 42.74 39.76 PE33657-48 48" 43.35 40.32 37.28 34.68 
PE3548-60 60" 50.55 47.01 43.47 40.44 PE33657-60 60" 45.55 42.36 39.17 36.44 
PE3548-XX Any Same-Day Shipment / Call for Pricing PE33657-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG188A/U COAX 50 OHM, RG400/U COAX, DOUBLE SHIELDED 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE3755-12 123 $33.55 $31.20 $28.85 $26.84 PE34452-12 127 $36.75 $34.18 $31.61 $29.40 
PE3755-24 24" 34.45 32.04 29.63 27.56 PE34452-24 24" 39.20 36.46 A ay lh 31.36 
PE3755-36 36" 35.30 32.83 30.36 28.24 PE34452-36 36" 41.65 38.73 35.82 33.32 
PE3755-48 48" 36.20 33.67 o2.43 28.96 PE34452-48 48" 44.10 41.01 37.93 35.28 
PE3755-60 60" 37.05 34.46 31.86 29.64 PE34452-60 60" 46.55 43.29 40.03 37.24 
PE3755-XX Any Same-Day Shipment / Call for Pricing PE34452-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, RG188-DS COAX, DOUBLE SHIELDED 50 OHM, LOW NOISE, PE-B9329 COAX (BELDEN 9329) 


Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE3722-12 128 $36.65 $34.08 $31.52 $29.32 PE34455-12 128 $37.90 $35.25 $32.59 $30.32 
PE3722-24 24" 38.90 36.18 33.45 31.12 PE34455-24 24" 40.10 37.29 34.49 32.08 
PE3722-36 36" 41.10 38.22 35.35 32.88 PE34455-36 36" 42.30 39.34 36.38 33.84 
PE3722-48 48" 43.35 40.32 37.28 34.68 PE34455-48 48" 44.55 41.43 38.31 35.64 
PE3722-60 60" 45.55 42.36 39.17 36.44 PE34455-60 60" 46.75 43.48 40.21 37.40 
PE3722-XX Any Same-Day Shipment / Call for Pricing PE34455-XX Any Same-Day Shipment / Call for Pricing 


aa SS 


**ROHS COMPLIANT & CUSTOM-LENGTH CABLE ASSEMBLIES MAY BE ORDERED ON OUR WEBSITE. ** 
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Free Ground Freight + All Products Available Online! www.pasternack.com 89 
Same-Day Shipping Toll-Free: 866-PASTERNACK (866-727-8376) | Phone: 949-261-1920 Fax: 949-261-7451 


75 OHM SMB PLUG TO 75 OHM BNC MALE 


75 OHM SMC PLUG TO 75 OHM BNC MALE 


75 OHM, RG59B/U COAX 75 OHM, RG59B/U COAX 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE33270-12 IZ $36.75 $34.18 $31.61 $29.40 PE33330-12 12e $36.75 $34.18 $31.61 $29.40 
PE33270-24 24" 37.10 34.50 31.91 29.68 PE33330-24 24" 37.10 34.50 31.91 29.68 
PE33270-36 36" 37.50 34.88 32.25 30.00 PE33330-36 36" 37.50 34.88 32.25 30.00 
PE33270-48 48" 37.90 35.25 32.59 30.32 PE33330-48 48" 37.90 35.25 32.59 30.32 
PE33270-60 60" 38.30 35.62 32.94 30.64 PE33330-60 60" 38.30 35.62 32.94 30.64 
PE33270-XX Any Same-Day Shipment / Call for Pricing PE33330-XX Any Same-Day Shipment / Call for Pricing 
75 OHM, RG179B/U COAX 75 OHM, RG179B/U COAX 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE33247-12 12% $36.75 $34.18 $31.61 $29.40 PE33586-12 128 $36.75 $34.18 $31.61 $29.40 
PE33247-24 24" 37.65 35.01 32.38 30.12 PE33586-24 24" 37.65 35.01 32.38 30.12 
PE33247-36 36" 38.55 35.85 33.15 30.84 PE33586-36 36" 38.55 35.85 33515 30.84 
PE33247-48 48" 39.45 36.69 33.93 31.56 PE33586-48 48" 39.45 36.69 33.93 31.56 
PE33247-60 60" 40.30 37.48 34.66 32.24 PE33586-60 60" 40.30 37.48 34.66 32.24 
PE33247-XX Any Same-Day Shipment / Call for Pricing PE33586-XX Any Same-Day Shipment / Call for Pricing 
75 OHM, PE-B8128 COAX (BELDEN 8218) 75 OHM, PE-B8128 COAX (BELDEN 8218) 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE33644-12 127 $36.75 $34.18 $31.61 $29.40 PE33646-12 12" $36.75 $34.18 $31.61 $29.40 
PE33644-24 24" 37.30 34.69 32.08 29.84 PE33646-24 24" 37.30 34.69 32.08 29.84 
PE33644-36 36" 37.90 3525 32.59 30.32 PE33646-36 36" 37.90 35.25 32.59 30.32 
PE33644-48 48" 38.45 35.76 33.07 30.76 PE33646-48 48" 38.45 35.76 33.07 30.76 
PE33644-60 60" 39.00 36.27 33.54 31.20 PE33646-60 60" 39.00 36.27 33.54 31.20 
PE33644-XX Any Same-Day Shipment / Call for Pricing PE33646-XX Any Same-Day Shipment / Call for Pricing 


WARNING: ALL SMB AND SMC CONNECTORS ON THIS PAGE ARE STANDARD “75 OHM” CONNECTORS. 


THESE CONNECTORS WILL NOT MATE TO 50 OHM OR “MINI 75 OHM” CONNECTORS. 


75 OHM SMB PLUG TO 75 OHM SMB PLUG 


75 OHM SMC PLUG TO 75 OHM SMC PLUG 


75 OHM, RG59B/U COAX 75 OHM, RG59B/U COAX 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE3041-12 a2. $42.85 $39.85 $36.85 $34.28 PE3362-12 12" $42.85 $39.85 $36.85 $34.28 
PE3041-24 24" 43.30 40.27 37.24 34.64 PE3362-24 24" 43.30 40.27 37.24 34.64 
PE3041-36 36" 43.65 40.59 37.54 34.92 PE3362-36 36" 43.65 40.59 37.54 34.92 
PE3041-48 48" 44.05 40.97 37.88 35.24 PE3362-48 48" 44.05 40.97 37.88 35.24 
PE3041-60 60" 44.40 41.29 38.18 o5.5e PE3362-60 60" 44.40 41.29 38.18 35.52 
PE3041-XX Any Same-Day Shipment / Call for Pricing PE3362-XX Any Same-Day Shipment / Call for Pricing 
75 OHM, RG179B/U COAX 75 OHM, RG179B/U COAX 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE3100-12 120 $42.85 $39.85 $36.85 $34.28 PE3376-12 12" $42.85 $39.85 $36.85 $34.28 
PE3100-24 24" 43.80 40.73 37.67 35.04 PE3376-24 24" 43.80 40.73 37.67 35.04 
PE3100-36 36" 44.65 41.52 38.40 35.72 PE3376-36 36" 44.65 41.52 38.40 35.72 
PE3100-48 48" 45.55 42.36 39.17 36.44 PE3376-48 48" 45.55 42.36 39.17 36.44 
PE3100-60 60" 46.45 43.20 39.95 37.16 PE3376-60 60" 46.45 43.20 39.95 37.16 
PE3100-XX Any Same-Day Shipment / Call for Pricing PE3376-XX Any Same-Day Shipment / Call for Pricing 
75 OHM, PE-B8128 COAX (BELDEN 8218) 75 OHM, PE-B8128 COAX (BELDEN 8218) 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE3112-12 12" $42.85 $39.85 $36.85 $34.28 PE3388-12 12" $42.85 $39.85 $36.85 $34.28 
PE3112-24 24" 43.45 40.41 Vay 34.76 PE3388-24 24" 43.45 40.41 37.37 34.76 
PE3112-36 36" 44.00 40.92 37.84 35.20 PE3388-36 36" 44.00 40.92 37.84 35.20 
PE3112-48 48" 44.55 41.43 38.31 35.64 PE3388-48 48" 44.55 41.43 38.31 35.64 
PE3112-60 60" 45.10 41.94 38.79 36.08 PE3388-60 60" 45.10 41.94 38.79 36.08 
PE3112-XX Any Same-Day Shipment / Call for Pricing PE3388-XX Any Same-Day Shipment / Call for Pricing 


**ROHS COMPLIANT & CUSTOM-LENGTH CABLE ASSEMBLIES MAY BE ORDERED ON OUR WEBSITE.** 


Free Ground Freight 


90 All Products Available Online! www.pasternack.com 
Same-Day Shipping 


Toll-Free: 866-PASTERNACK (866-727-8376) | Phone: 949-261-1920 Fax: 949-261-7451 


MINI 75 OHM SMB PLUG TO 
MINI 75 OHM SMB PLUG 


m—c FTC 


75 OHM, RGS9B/U COAX 


MINI 75 OHM SMB PLUG RIGHT ANGLE TO 
MINI 75 OHM SMB PLUG RIGHT ANGLE 


a ae 


75 OHM, RGS9B/U COAX 


Model No. Length 50-99 100 + Model No. Length 25-49 50-99 100 + 
PE34681-12 IZ aie aT 3) $26.36 $24.52 PE34692-12 122 Ee $31.90 $29.50 $27.44 
PE34681-24 24" 31.00 28.83 26.66 24.80 PE34692-24 24" 34.70 32.27 29.84 27.76 
PE34681-36 36" 31.40 29.20 27.00 20042 PE34692-36 36" 35.05 32.60 30.14 28.04 
PE34681-48 48" $1.75 29.53 (ise hl 25.40 PE34692-48 48" 35.45 32.97 30.49 28.36 
 PE34681-60 60" S215 29.90 27.65 ANH Ya PE34692-60 60" 35.80 33.29 30.79 28.64 
- PE34681-XX Any Same-Day Shipment / Call for Pricing PE34692-XX Any Same-Day Shipment / Call for Pricing 


75 OHM, RG1 73B/U COAX 


75 OHM, RG179B/U COAX 


Model No. Length 25-49 50-99 100 + Model No. Length 25-49 50-99 100 + 
PE34683-12 LZ or) $26.23 $24.25 $22.56 PE34694-12 12" awa $29.62 $27.39 $25.48 
PE34683-24 24" 29.10 27.06 25.03 23.28 PE34694-24 24" 32.75 30.46 28.17 26.20 
PE34683-36 36" 29.95 27.85 25.76 23.96 PE34694-36 36" 33.65 31.29 28.94 26.92 
PE34683-48 48" 30.85 28.69 26.53 24.68 PE34694-48 48" 34.55 S013 29.71 27.64 
PE34683-60 60" S175 29.53 Ah tk 25.40 PE34694-60 60" 35.40 32.92 30.44 28.32 
PE34683-XX Any Same-Day Shipment / Call for Pricing PE34694-XX Any Same-Day Shipment / Call for Pricing 


75 OHM, RG187A/U COAX 


75 OHM, RG187A/U COAK 


| Model No. Length 24 25-49 50-99 100 + Model No. Length 5-49 50-99 100 + 
PE34685-12 125 pais $26.23 $24.25 $22.56 PE34696-12 12 saree sai 62 $27.39 $25.48 
PE34685-24 24" 29.10 27.06 25.03 23.28 PE34696-24 24" 32.75 30.46 28.17 26.20 
PE34685-36 36" 29.95 27.85 25.76 23.96 PE34696-36 36" 33.65 31.29 28.94 26.92 
PE34685-48 48" 30.85 28.69 26.53 24.68 PE34696-48 48" 34.55 32.43 29.71 27.64 
PE34685-60 60" 31.75 29.53 rai heeil 25.40 PE34696-60 60" 35.40 32.92 30.44 28.32 
PE34685-XX Any Same-Day Shipment / Call for Pricing PE34696-XX Any Same-Day Shipment / Call for Pricing 


WARNING: ALL SMB CONNECTORS ON THIS PAGE ARE MINI 75 OHM SMB CONNECTORS. 


THESE CONNECTORS WILL NOT MATE TO STANDARD 75 OHM SMB CONNECTORS. 


MINI 75 OHM SMB PLUG TO 
MINI 75 OHM SMB PLUG RIGHT ANGLE 


75 OHM, RGS9B/U COAX 


MINI 75 OHM SMB PLUG TO 
75 OHM BNC MALE 


75 OHM, RGS9B/U COAX 


Model No. Length 25-49 50-99 100 + Model No. Length 50-99 100 + 
PE34687-12 Way we $30.78 $28.47 $26.48 PE34701-12 125 ce , ro if $28.47 $26.48 
PE34687-24 24" 33.00 31.16 28.81 26.80 PE34701-24 24" 33.50 31.16 28.81 26.80 
PE34687-36 36" 33.85 31.48 29.11 27.08 PE34701-36 36" 33.85 31.48 29.11 27.08 
PE34687-48 48" 34.25 31.85 29.46 27.40 PE34701-48 48" 34.25 31.85 29.46 27.40 
PE34687-60 60" 34.60 32.18 29.76 27.68 PE34701-60 60" 34.60 32.18 29.76 27.68 
PE34687-XX Any Same-Day Shipment / Call for Pricing PE34701-XX Any Same-Day Shipment / Call for Pricing 


75 OHM, RG179B/U COAX 


75 OHM, RG179B/U CORK 


Model No. Length -24 25-49 50-99 100 + Model No. Length 50-99 100 + 
PE34689-12 T2r ates $28.50 $26.36 $24.52 PE34703-12 12 its ut za $26.36 $24.52 
PE34689-24 24" 31.50 29.30 27.09 25.20 PE34703-24 24" 31.50 29.30 27.09 25.20 
PE34689-36 36" 32.40 30.13 27.86 25.92 PE34703-36 36" 32.40 30.13 27.86 25.92 
PE34689-48 48" go.oU 30.97 28.64 26.64 PE34703-48 48" 33.30 30.97 28.64 26.64 
PE34689-60 60" 34.20 31.81 29.41 27.36 PE34703-60 60" 34.20 31.81 29.41 27.36 
PE34689-XX Any Same-Day Shipment / Call for Pricing PE34703-XX Any Same-Day Shipment / Call for Pricing 


75 OHM, RG1 B7A/U COAX 


75 OHM, RG187A/U COAX 


Model No. Length 50-99 100 + Model No. Length 50-99 100 + 
PE34690-12 Lee raat ri fi $26.36 $24.52 PE34705-12 12% ote ie = $26.36 $24.52 
PE34690-24 24" 31.50 29.30 27.09 25.20 PE34705-24 24" 31.50 29.30 27.09 25.20 
PE34690-36 36" 32.40 30.13 27.86 25.92 PE34705-36 36" 32.40 30.13 27.86 25.92 
PE34690-48 48" 33.30 30.97 28.64 26.64 PE34705-48 48" 33.30 30.97 28.64 26.64 
PE34690-60 60" 34.20 31.81 29.41 27.36 PE34705-60 60" 34.20 31.81 29.41 27.36 
PE34690-XX Any Same-Day Shipment / Call for Pricing PE34705-XX Any Same-Day Shipment / Call for Pricing 


a 


**ROHS COMPLIANT & CUSTOM-LENGTH CABLE ASSEMBLIES MAY BE ORDERED ON OUR WEBSITE. ** 
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Same-Day Shipping Toll-Free: 866-PASTERNACK (866-727-8376) | Phone: 949-261-1920 Fax: 949-261-7451 


GR874 TO GR874 


50 OHM, RGSBC/U COAX 


Model No. Length 50-99 100 + 
PE3211-12 12” rare site $115.93 $107.84 
PE3211-24 24" 135.15 125.69 116.23 108.12 
PE3211-36 36" 135.55 126.06 116.57 108.44 
PE3211-48 48" 135.90 126.39 116.87 108.72 
PE3211-60 60" 136.30 126.76 117.22 109.04 
PE3211-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG142B/U COAX, DOUBLE SHIELDED 
Model No. Cen 25-49 50-99 100 + 
PE3200-12 ee nes $125.36 $115.93 $107.84 
PE3200-24 24" 137.20 127.60 117.99 109.76 
PE3200-36 36" 139.70 129.92 120.14 111.76 
PE3200-48 48" 142.10 132.15 122.21 113.68 
PE3200-60 60" 144.60 134.48 124.36 115.68 
PE3200-XX Any Same-Day Shipment / Call for Pricing 


GR874 TO BNC MALE 


50 OHM, RG214/U COAX, DOUBLE SHIELDED 


Model No. Length -49 50-99 100 + 
PE3145-12 12" siaae oar $89.57 $83.32 
PE3145-24 24" 107.45 99.93 92.41 85.96 
PE3145-36 36" 110.80 103.04 95.29 88.64 
PE3145-48 48" 114.20 106.21 98.21 91.36 
PE3145-60 60" 117.50 109.28 101.05 94.00 
PE3145-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG223/U COAX, DOUBLE SHIELDED 
Model No. Length 100 + 
PE3182-12 12" ays iD oa $78.40 
PE3182-24 24" 99.25 92.30 85.36 79.40 
PE3182-36 36" 100.45 93.42 86.39 80.36 
PE3182-48 48" 101.70 94.58 87.46 81.36 
PE3182-60 60" 102.90 95.70 88.49 82.32 
PE3182-XX Any Same-Day Shipment / Call for Pricing 


SSMB PLUG TO SSMB PLUG 
aa—as.rt—“‘CSOC—/7iiE 


90 OHM, RG196A/U COAX 


50 OHM, RG214/U COAX, DOUBLE SHIELDED 


Model No. Length 100 + 
PE3158-12 12" aa sen REC $117.60 
PE3158-24 24" 150.40 139.87 129.34 120.32 
PE3158-36 36" 153.70 142.94 132.18 122.96 
PE3158-48 48" 157.05 146.06 135.06 125.64 
PE3158-60 60" 160.40 149.17 137.94 128.32 
PE3158-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG223/U COAX, DOUBLE SHIELDED 
Model No. 25-49 50-99 100 + 
PE3190-12 aT cle $125.36 $115.93 $107.84 
PE3190-24 24" 136.00 126.48 116.96 108.80 
PE3190-36 36" 137.20 127.60 117.99 109.76 
PE3190-48 48" 138.40 128.71 119.02 110.72 
PE3190-60 60" 139.70 129.92 120.14 111.76 
PE3190-XX Any Same-Day Shipment / Call for Pricing 


GR874 TO N MALE 


50 OHM, RG214/U COAX, DOUBLE SHIELDED 


Model No. Length 100 + 
PE3133-12 12" TG $5566 ar $83.32 
PE3133-24 24" 107.45 99.93 92.41 85.96 
PE3133-36 36" 110.80 103.04 95.29 88.64 
PE3133-48 48" 114.20 106.21 98.21 91.36 
PE3133-60 60" 117.50 109.28 101.05 94.00 
PE3133-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG223/U COAX, DOUBLE SHIELDED 
Model No. Length 50-99 100 + 
PE3170-12 Ze ra far $84.28 $78.40 
PE3170-24 24" 99.25 92.30 85.36 79.40 
PE3170-36 36" 100.45 93.42 86.39 80.36 
PE3170-48 438" 101.70 94.58 87.46 81.36 
PE3170-60 60" 102.90 95.70 88.49 82.32 
PE3170-XX Any Same-Day Shipment / Call for Pricing 


SSMB PLUG RIGHT ANGLE TO 
SSMB PLUG RIGHT ANGLE 


50 OHM, RG196A/U COAX 


Model No. Length 25-49 50-99 100 + 
PE3122-12 12" 50 $35.34 $32.68 $30.40 
PE3122-24 24" 38.90 36.18 33.45 S112 
PE3122-36 36" 39.75 36.97 34.19 31.80 
PE3122-48 48" 40.65 37.80 34.96 32.52 
PE3122-60 60" 41.55 38.64 35.73 33.24 
PE3122-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG316/U COAX 
Model No. Length 50-99 100 + 
PE3139-12 12" eer rae $31.61 $29.40 
PE3139-24 24" 37.65 35.01 32.38 30.12 
PE3139-36 36" 38.55 35.85 33.15 30.84 
PE3139-48 48" 39.45 36.69 33.93 31.56 
PE3139-60 60" 40.30 37.48 34.66 32.24 
PE3139-XX Any Same-Day Shipment / Call for Pricing 


Model No. Length 24 25-49 50-99 
PE3134-12 12% ai $41.01 $37.93 
PE3134-24 24" 45.00 41.85 38.70 
PE3134-36 36" 45.90 42.69 39.47 
PE3134-48 48" 46.75 43.48 40.21 
PE3134-60 60" 47.65 44.31 40.98 
PE3134-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG316/U COAX 
Model No. Length |. 25-49 50-99 100 + 
PE3157-12 125 meas $39.85 $36.85 $34.28 
PE3157-24 24" 43.80 40.73 37.67 35.04 
PE3157-36 36" 44.65 41.52 38.40 35.72 
PE3157-48 48" 45.55 42.36 39.17 36.44 
PE3157-60 60" 46.45 43.20 39.95 37.16 
PE3157-XX Any Same-Day Shipment / Call for Pricing 


**ROHS COMPLIANT & CUSTOM-LENGTH CABLE ASSEMBLIES MAY BE ORDERED ON OUR WEBSITE.** 
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All Products Available Online! www.pasternack.com 


Toll-Free: 866-PASTERNACK (866-727-8376) Phone: 949-261-1920 Fax: 949-261-7451 


Free Ground Freight 
Same-Day Shipping 


MCX PLUG TO MCX PLUG 


50 OHM, RG174A/U COAX 


Model No. Length 50-99 100 + 
PE3295-12 Wen bass TG $20.04 $18.64 
PE3295-24 24" 23.55 21.90 20.25 18.84 
PE3295-36 36" 23.80 re ve 20.47 19.04 
PE3295-48 48" 24.00 22e3e 20.64 19.20 
PE3295-60 60" 24.25 22.55 20.86 19.40 
PE3295-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG188A/U COAX 
Model No. Length 50-99 100 + 
PE3290-12 Lee re Gre $20.04 $18.64 
PE3290-24 24" 24.20 22.51 20.81 19.36 
PE3290-36 36" 25.05 23.30 21.54 20.04 
PE3290-48 48" 25.95 24.13 22.32 20.76 
PE3290-60 60" 26.80 24.92 23.05 21.44 
PE3290-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG196A/U | COAX 
Model No. Length 50-99 100 + 
PE3293-12 12h ast re $21.07 $19.60 
PE3293-24 24" 25.40 23.62 21.84 20.32 
PE3293-36 36" 26.30 24.46 22.62 21.04 
PE3293-48 48" 27/15 25.25 23.35 21072 
PE3293-60 60" 28.10 26.13 24.17 22.48 
PE3293-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG316/U COAX 
Model No. Length 50-99 100 + 
PE3297-12 12" Be rats $20.04 $18.64 
PE3297-24 24" 24.20 22.51 20.81 19.36 
PE3297-36 36" 25.05 23.30 21.54 20.04 
PE3297-48 48" 25.95 24.13 22.32 20.76 
PE3297-60 60" 26.80 24.92 23.05 21.44 
PE3297-XX Any Same-Day Shipment / Call for Pricing 


MCX PLUG RIGHT ANGLE TO 
MCX PLUG RIGHT ANGLE 


50 OHM, RG174A/U_ COAX 


Model No. Length 50-99 100 + 
PE3304-12 Whe ae ron $27.39 $25.48 
PE3304-24 24" 32.10 29.85 27.61 25.68 
PE3304-36 36" 32.35 30.09 27.82 25.88 
PE3304-48 48" 32.55 30.27 27.99 26.04 
PE3304-60 60" 32.85 30.55 28.25 26.28 
PE3304-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG188A/U COAX 
Model No. Length 50-99 100 + 
PE3299-12 125 cane ae $27.39 $25.48 
PE3299-24 24" 32.75 30.46 28.17 26.20 
PE3299-36 36" 33.65 31.29 28.94 26.92 
PE3299-48 48" 34.55 32.13 29.71 27.64 
PE3299-60 60" 35.40 32.92 30.44 28.32 
PE3299-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG196A/U COAX 
Model No. Length 50-99 100 + 
PE3301-12 125 Het TRL $28.47 $26.48 
PE3301-24 24" 34.00 31.62 29.24 27.20 
PE3301-36 36" 34.85 32.41 29.97 27.88 
PE3301-48 48" 35.75 33.25 30.75 28.60 
PE3301-60 60" 36.65 34.08 31.52 29.32 
PE3301-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG316/U COAX 
Model No. Length 50-99 100 + 
PE3306-12 12" ane roe $27.39 $25.48 
PE3306-24 24" ese7 5 30.46 28.17 26.20 
PE3306-36 36" 33.65 31.29 28.94 26.92 
PE3306-48 48" 34.55 BPM ga i 29.71 27.64 
PE3306-60 60" 35.40 32.92 30.44 28.32 
PE3306-XX Any Same-Day Shipment / Call for Pricing 


MCX PLUG RIGHT ANGLE TO MCX PLUG 


50 OHM, RG174A/U COAX 


Model No. Length 50-99 100 + 
PE3314-12 2 a6 at $26.36 $24.52 
PE3314-24 24" 30.85 28.69 26.53 24.68 
PE3314-36 36" 31.10 28.92 26.75 24.88 
PE3314-48 48" 31.35 29.16 26.96 25.08 
PE3314-60 60" 31.60 29.39 27.18 25.28 
PE3314-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG188A/U COAX 
Model No. Length 50-99 100 + 
PE3309-12 12" eae ic $26.36 $24.52 
PE3309-24 24" 31.50 29.30 27.09 25.20 
PE3309-36 36" 32.40 30.13 27 .86 25.92 
PE3309-48 48" 33.30 30.97 28.64 26.64 
PE3309-60 60" 34.20 31.81 29.41 27 .36 
PE3309-XX Any Same-Day Shipment / Call for Pricing 


Free Ground Freight 
Same-Day Shipping 


50 OHM, RG196A/U COAX 


Model No. Length 50-99 100 + 
PE3311-12 12 ae eee $27.39 $25.48 
PE3311-24 24" 3275 30.46 28.17 26.20 
PE3311-36 36" 33.65 31.29 28.94 26.92 
PE3311-48 48" 34.55 32233 29.71 27.64 
PE3311-60 60" 35.40 32.92 30.44 28.32 
PE3311-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG31 6/U COAX 
Model No. Length 50-99 —:100 + 
PE3316-12 125 eas orn $26.36 $24.52 
PE3316-24 24" 31.50 29.30 27.09 25.20 
PE3316-36 36" 32.40 30.13 27 .86 25.92 
PE3316-48 48" 33.30 30.97 28.64 26.64 
PE3316-60 60" 34.20 31.81 29.41 27.36 
PE3316-XX Any Same-Day Shipment / Call for Pricing 


**ROHS COMPLIANT & CUSTOM-LENGTH CABLE ASSEMBLIES MAY BE ORDERED ON OUR WEBSITE. ** 


All Products Available Online! www.pasternack.com 
Toll-Free: 866-PASTERNACK (866-727-8376) 


Phone: 949-261-1920 
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Fax: 949-261-7451 


7/16 DIN MALE TO 7/16 DIN MALE 


50 OHM, RG58C/U COAX 50 OHM, RG225/U COAX, DOUBLE SHIELDED 


Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE3183-12 125 $133.90 $124.53 $115.15 ($107.12 PE36136-12 12° $155.95 $145.03 $134.12 $124.76 
PE3183-24 24" 134.25 124.85 115.46 107.40 PE36136-24 24" 178.20 165.73 153.25 142.56 
PE3183-36 36" 134.60 125.18 115.76 107.68 PE36136-36 36" 200.50 186.47 172.43 160.40 
PE3183-48 48" 135.00 125.55 116.10 108.00 PE36136-48 48" 222.75 207.16 191.57 178.20 
PE3183-60 60" 135.35 125.88 116.40 108.28 PE36136-60 60" 245.05 227.90 210.74 196.04 
PE3183-XX Any Same-Day Shipment / Call for Pricing PE36136-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, RG142B/U COAX, DOUBLE SHIELDED 50 OHM, RG393/U COAX, DOUBLE SHIELDED 


Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE3189-12 12" $137.10 $127.50 $117.91 $109.68 PE3205-12 ize $145.35 $135.18 $125.00 $116.28 
PE3189-24 24" 139.60 129.83 120.06 111.68 PE3205-24 24" 153.15 142.43 131.71 122.52 
PE3189-36 36" 142.00 132.06 122.12 113.60 PE3205-36 36" 160.95 149.68 138.42 128.76 
PE3189-48 48" 144.50 134.39 124.27 115.60 PE3205-48 48" 168.70 156.89 145.08 134.96 
PE3189-60 60" 146.90 136.62 126.33 117.52 PE3205-60 60" 176.55 164.19 151.83 141.24 
PE3189-XX Any Same-Day Shipment / Call for Pricing PE3205-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG213/U COAX 50 OHM, RG400/U COAX, DOUBLE SHIELDED 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE3199-12 12" $139.70 $129.92 $120.14 $111.76 PE34360-12 12F $137.10 $127 .50;; $117.91 $109.68 
PE3199-24 24" 140.55 130.71 120.87 112.44 PE34360-24 24" 139.60 129.83 120.06 111.68 
PE3199-36 36" 141.45 131.55 121.65 113.16 PE34360-36 36" 142.00 132.06 122.12 113.60 
PE3199-48 48" 142.35 132.39 122.42 113.88 PE34360-48 48" 144.50 134.39 124,27 115.60 
PE3199-60 60" 143.20 133.18 123.15 114.56 PE34360-60 60" 146.90 136.62 126.33 117.52 
PE3199-XX Any Same-Day Shipment / Call for Pricing PE34360-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, RG214/U COAX, DOUBLE SHIELDED 50 OHM, RG401/U (.250” BARE COPPER) 


Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE3185-12 123 $143.10 $133.08 $123.07 $114.48 PE36138-12 12% $153.70 $142.94 $132.18 $122.96 
PE3185-24 24" 146.45 136.20 125.95 117.16 PE36138-24 24" 160.40 149.17 137.94 128.32 
PE3185-36 36" 149.85 139.36 128.87 119.88 PE36138-36 36" 167.05 155.36 143.66 133.64 
PE3185-48 48" 153.15 142.43 rn al 122.52 PE36138-48 48" 173.75 161.59 149.43 139.00 
PE3185-60 60" 156.50 145.55 134.59 125.20 PE36138-60 60" 180.45 167.82 155.19 144.36 
PE3185-XX Any Same-Day Shipment / Call for Pricing PE36138-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG217/U COAX 50 OHM, PE-SR401FL (.250” RE-SHAPEABLE) 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE36134-12 12" $190.50 $177.17 $163.83 $152.40 PE36140-12 125 $155.95 $145.03 $134.12 $124.76 
PE36134-24 24" 192.70 179.21 165.72 154.16 PE36140-24 24" 162.60 151.22 139.84 130.08 
PE36134-36 36" 194.95 181.30 167.66 155.96 PE36140-36 36" 169.35 157.50 145.64 135.48 
PE36134-48 48" 197.15 183.35 169.55 157.72 PE36140-48 48" 176.00 163.68 151.36 140.80 
PE36134-60 60" 199.35 185.40 171.44 159.48 PE36140-60 60" 182.65 169.86 157.08 146.12 
PE36134-XX Any Same-Day Shipment / Call for Pricing PE36140-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG218/U COAX 50 OHM, RG402/U (.141” BARE COPPER) 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE35900-12 i25 $197.70 $183.86 $170.02 $158.16 PE36142-12 12% $152.05 $141.41 $130.76 $121.64 
PE35900-24 24" 203.25 189.02 174.80 162.60 PE36142-24 24" 155.40 144.52 133.64 124.32 
PE35900-36 36" 208.80 194.18 179.57 167.04 PE36142-36 36" 158.70 147.59 136.48 126.96 
PE35900-48 48" 214.40 199.39 184.38 171.52 PE36142-48 48" 162.05 150.71 139.36 129.64 
PE35900-60 60" 220.00 204.60 189.20 176.00 PE36142-60 60" 165.40 153.82 142.24 132.32 
PE35900-XX Any Same-Day Shipment / Call for Pricing PE36142-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, RG223/U COAX, DOUBLE SHIELDED 50 OHM, PE-SR402FL (.141” RE-SHAPEABLE) 


Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE3192-12 125 $136.50 $126.95 $117.39 $109.20 PE36144-12 12" $154.30 $143.50 $132.70 $123.44 
PE3192-24 24" 137.70 128.06 118.42 110.16 PE36144-24 24" 157.60 146.57 135.54 126.08 
PE3192-36 36" 138.95 129.22 119.50 111.16 PE36144-36 36" 160.95 149.68 138.42 128.76 
PE3192-48 48" 140.20 130.39 120.57 112.16 PE36144-48 48" 164.30 152.80 141.30 131.44 
PE3192-60 60" 141.40 131.50 121.60 113.12 PE36144-60 60" 167.60 155.87 144.14 134.08 
PE3192-XX Any Same-Day Shipment / Call for Pricing PE36144-XX Any Same-Day Shipment / Call for Pricing 


**ROHS COMPLIANT & CUSTOM-LENGTH CABLE ASSEMBLIES MAY BE ORDERED ON OUR WEBSITE.** 
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7/16 DIN MALE TO N MALE 


52 OHM, RG8A/U COAX 50 OHM, RG223/U COAX, DOUBLE SHIELDED 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE35284-12 Zn $83.55 $77.70 $71.85 $66.84 PE33144-12 12" $80.20 $74.59 $68.97 $64.16 
PE35284-24 24" 84.45 78.54 72.63 67.56 PE33144-24 24" 81.40 75.70 70.00 65.12 
PE35284-36 36" 85.35 79.38 73.40 68.28 PE33144-36 36" 82.60 76.82 71.04 66.08 
PE35284-48 48" 86.20 80.17 74.13 68.96 PE33144-48 48" 83.90 78.03 Jena 67.12 
PE35284-60 60" 87.10 81.00 74.91 69.68 PE33144-60 60" 85.10 79.14 73.19 68.08 
PE35284-XX Any Same-Day Shipment / Call for Pricing PE33144-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG58C/U COAX 50 OHM, RG393/U COAX, DOUBLE SHIELDED 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE3207-12 12% $80.20 $74.59 $68.97 $64.16 PE34357-12 12" $83.55 $77.70 $71.85 $66.84 
PE3207-24 24" 80.60 74.96 69.32 64.48 PE34357-24 24" 91.30 84.91 78.52 73.04 
PE3207-36 36" 80.95 75.28 69.62 64.76 PE34357-36 36" 99.15 92.21 85.27 79.32 
PE3207-48 48" 81.35 75.66 69.96 65.08 PE34357-48 48" 106.90 99.42 91.93 85.52 
PE3207-60 60" 81.70 75.98 70.26 65.36 PE34357-60 60" 114.75 106.72 98.69 91.80 
PE3207-XX Any Same-Day Shipment / Call for Pricing PE34357-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG142B/U COAX, DOUBLE SHIELDED 50 OHM, RG400/U COAX, DOUBLE SHIELDED 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE3216-12 2a $80.20 $74.59 $68.97 $64.16 PE34359-12 12% $80.20 $74.59 $68.97 $64.16 
PE3216-24 24" 82.60 76.82 71.04 66.08 PE34359-24 24" 82.60 76.82 71.04 66.08 
PE3216-36 36" 85.10 79.14 73.19 68.08 PE34359-36 36" 85.10 79.14 73.19 68.08 
PE3216-48 48" 87.55 81.42 75.29 70.04 PE34359-48 48" 87.55 81.42 75.29 70.04 
PE3216-60 60" 90.00 83.70 77.40 72.00 PE34359-60 60" 90.00 83.70 77.40 72.00 
PE3216-XX Any Same-Day Shipment / Call for Pricing PE34359-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG213/U COAX 50 OHM, RG401/U (.250” BARE COPPER) 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE34098-12 em $83.55 $77.70 $71.85 $66.84 PE36174-12 12" $94.70 $88.07 $81.44 $75.76 
PE34098-24 24" 84.45 78.54 72.63 67.56 PE36174-24 24" 98.00 91.14 84.28 78.40 
PE34098-36 36" 85.35 79.38 73.40 68.28 PE36174-36 36" 101.35 94.26 87.16 81.08 
PE34098-48 48" 86.20 80.17 74.13 68.96 PE36174-48 48" 104.70 97.37 90.04 83.76 
PE34098-60 60" 87.10 81.00 74.91 69.68 PE36174-60 60" 108.00 100.44 92.88 86.40 
PE34098-XX Any Same-Day Shipment / Call for Pricing PE36174-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG214/U COAX, DOUBLE SHIELDED 50 OHM, PE-SR401FL (.250” RE-SHAPEABLE) 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE3218-12 125 $83.55 $77.70 $71.85 $66.84 PE36178-12 12" $96.90 $90.12 $83 .33 $77.52 
PE3218-24 24" 86.85 80.77 74.69 69.48 PE36178-24 24" 100.25 93.23 86.22 80.20 
PE3218-36 36" 90.25 83.93 77.62 72.20 PE36178-36 36" 103.60 96.35 89.10 82.88 
PE3218-48 48" 93.60 87.05 80.50 74.88 PE36178-48 48" 106.90 99.42 91.93 85.52 
PE3218-60 60" 96.90 90.12 83.33 TW ply s PE36178-60 60" 110.25 102.53 94.82 88.20 
PE3218-XX Any Same-Day Shipment / Call for Pricing PE36178-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG217/U COAX 50 OHM, RG402/U (.141” BARE COPPER) 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE36170-12 12" $100.25 $93.23 $86.22 $80.20 PE35963-12 125 $94.70 $88.07 $81.44 $75.76 
PE36170-24 24" 102.45 95.28 88.11 81.96 PE35963-24 24" 98.00 91.14 84.28 78.40 
PE36170-36 36" 104.70 97 .37 90.04 83.76 PE35963-36 36" 101.35 94.26 87.16 81.08 
PE36170-48 48" 106.90 99.42 91.93 85.52 PE35963-48 48” 104.70 97.37 90.04 83.76 
PE36170-60 60" 109.15 101.51 93.87 87 .32 PE35963-60 60" 108.00 100.44 92.88 86.40 
PE36170-XX Any Same-Day Shipment / Call for Pricing PE35963-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG218/U COAX 50 OHM, PE-SR402FL (.141” RE-SHAPEABLE) 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE36172-12 125 $133.65 $124.29 $114.94 $106.92 PE35965-12 12K $96.90 $90.12 $83.33 $77.52 
PE36172-24 24" 139.25 129.50 119.76 111.40 PE35965-24 24" 100.25 93.23 86.22 80.20 
PE36172-36 36" 144.80 134.66 124.53 115.84 PE35965-36 36" 103.60 96.35 89.10 82.88 
PE36172-48 48" 150.40 139.87 129.34 120.32 PE35965-48 48" 106.90 99.42 91.93 85.52 
PE36172-60 60" 155.95 145.03 134.12 124.76 PE35965-60 60" 110.25 102.53 94.82 88.20 
PE36172-XX Any Same-Day Shipment / Call for Pricing PE35965-XX Any Same-Day Shipment / Call for Pricing 


**ROHS COMPLIANT & CUSTOM-LENGTH CABLE ASSEMBLIES MAY BE ORDERED ON OUR WEBSITE.** 
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7/16 DIN MALE TO SMA MALE 


52 OHM, RG8A/U COAX 50 OHM, RG393/U COAX, DOUBLE SHIELDED 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE36157-12 12% $94.70 $88.07 $81.44 $75.76 PE36163-12 125 $98.00 $91.14 $84.28 $78.40 
PE36157-24 24" 95.55 88.86 82.17 76.44 PE36163-24 24" 105.80 98.39 90.99 84.64 
PE36157-36 36" 96.45 89.70 82.95 77.16 PE36163-36 36" 113.65 105.69 97.74 90.92 
PE36157-48 48" 97.35 90.54 83.72 77.88 PE36163-48 48" 121.40 112.90 104.40 97.12 
PE36157-60 60" 98.20 91.33 84.45 78.56 PE36163-60 60" 129.20 120.16 111.11 103.36 
PE36157-XX Any Same-Day Shipment / Call for Pricing PE36163-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG58C/U COAX 50 OHM, RG400/U COAX, DOUBLE SHIELDED 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE3221-12 Ze $91.90 $85.47 $79.03 $73.52 PE36165-12 12" $91.90 $85.47 $79.03 $73.52 
PE3221-24 24" 92.25 85.79 79.34 73.80 PE36165-24 24" 94.35 87.75 81.14 75.48 
PE3221-36 36" 92.65 86.16 79.68 74.12 PE36165-36 36" 96.80 90.02 83.25 77.44 
PE3221-48 48" 93.00 86.49 79.98 74.40 PE36165-48 48" 99.25 92.30 85.36 79.40 
PE3221-60 60" 93.40 86.86 80.32 74.72 PE36165-60 60" 101.70 94.58 87.46 81.36 
PE3221-XX Any Same-Day Shipment / Call for Pricing PE36165-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG142B/U COAX, DOUBLE SHIELDED 50 OHM, RG401/U (.250” BARE COPPER) 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE3224-12 12s $91.90 $85.47 $79.03 $73.52 PE36167-12 12° $94.70 $88.07 $81.44 $75.76 
PE3224-24 24" 94.35 87.75 81.14 75.48 PE36167-24 24" 98.00 91.14 84.28 78.40 
PE3224-36 36" 96.80 90.02 83.25 77.44 PE36167-36 36" 101.35 94.26 87.16 81.08 
PE3224-48 48" 99.25 92.30 85.36 79.40 PE36167-48 48" 104.70 97.37 90.04 83.76 
PE3224-60 60" 101.70 94.58 87.46 81.36 PE36167-60 60" 108.00 100.44 92.88 86.40 
PE3224-XX Any Same-Day Shipment / Call for Pricing PE36167-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG213/U COAX 50 OHM, PE-SR401FL (.250” RE-SHAPEABLE) 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE36159-12 i Bs $94.70 $88.07 $81.44 $75.76 PE36169-12 hea $96.90 $90.12 $83.33 $77.52 
PE36159-24 24" 95.55 88.86 82.17 76.44 PE36169-24 24" 100.25 93.23 86.22 80.20 
PE36159-36 36" 96.45 89.70 82.95 77.16 PE36169-36 36" 103.60 96.35 89.10 82.88 
PE36159-48 48" 97.35 90.54 83.72 77.88 PE36169-48 48" 106.90 99.42 91.93 85.52 
PE36159-60 60" 98.20 91.33 84.45 78.56 PE36169-60 60" 110.25 102.53 94.82 88.20 
PE36159-XX Any Same-Day Shipment / Call for Pricing PE36169-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG214/U COAX, DOUBLE SHIELDED 50 OHM, RG402/U (.141” BARE COPPER) 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE3233-12 Len $98.00 $91.14 $84.28 $78.40 PE36171-12 12° $94.70 $88.07 $81.44 $75.76 
PE3233-24 24" 101.35 94.26 87.16 81.08 PE36171-24 24" 98.00 91.14 84.28 78.40 
PE3233-36 36" 104.70 97.37 90.04 83.76 PE36171-36 36" 101.35 94.26 87.16 81.08 
PE3233-48 48" 108.00 100.44 92.88 86.40 PE36171-48 48" 104.70 97.37 90.04 83.76 
PE3233-60 60" 111.40 103.60 95.80 89.12 PE36171-60 60" 108.00 100.44 92.88 86.40 
PE3233-XX Any Same-Day Shipment / Call for Pricing PE36171-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG223/U COAX, DOUBLE SHIELDED 50 OHM, PE-SR402FL (.141” RE-SHAPEABLE) 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE36161-12 12" $89.10 $82.86 $76.63 $71.28 PE36173-12 12" $96.90 $90.12 $83.33 $77.52 
PE36161-24 24" 90.35 84.03 77.70 72.28 PE36173-24 24" 100.25 93.23 86.22 80.20 
PE36161-36 36" 91.55 85.14 78.73 73.24 PE36173-36 36" 103.60 96.35 89.10 82.88 
PE36161-48 48" 92.75 86.26 79.77 74.20 PE36173-48 48" 106.90 99.42 91.93 85.52 
PE36161-60 60" 94.05 87.47 80.88 75.24 PE36173-60 60" 110.25 102.53 94.82 88.20 
PE36161-XX Any Same-Day Shipment / Call for Pricing PE36173-XX Any Same-Day Shipment / Call for Pricing 


**ROHS COMPLIANT & CUSTOM-LENGTH CABLE ASSEMBLIES MAY BE ORDERED ON OUR WEBSITE. ** 
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[3 LMR*° EQUIVALENT CABLE ASSEMBLIES 


The Pasternack Wireless Data jumper series is ideal where PIM (Passive Intermodulation Distortion) 
is a concern, such as WiFi or GSM base station applications. The connectors are low PIM designs and 
the coax has a lightweight, low-loss construction. The cables are fully interchangeable with 
standard 7/16 DIN jumpers. 


7/16 DIN MALE TO 7/16 DIN MALE 


ae 50 OHM, PE-T195 COAX 50 OHM, PE-T400 COAX 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE37952-36 36" $79.95 $74.35 $68.76 $63.96 PE37954-36 36" $89.95 $83.65 $77.36 $71.96 
PE37952-48 48" 80.95 75.28 69.62 64.76 PE37954-48 48" 91.45 85.05 78.65 73.16 
PE37952-60 60" 81.95 76.21 70.48 65.56 PE37954-60 60" 92.95 86.44 79.94 74.36 
PE37952-72 den 82.95 77.14 71.34 66.36 PE37954-72 esis 94.45 87.84 81.23 75.56 
PE37952-120 120" 86.95 80.86 74.78 69.56 PE37954-120 120" 100.45 93.42 86.39 80.36 
PE37940-XX Any Same-Day Shipment / See Website for Pricing PE37954-XX Any Same-Day Shipment / See Website for Pricing 
50 OHM, PE-T240 COAX 50 OHM, PE-T600 COAX 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE37953-36 36" $84.95 $79.00 $73.06 $67.96 PE37955-36 36" $99.95 $92.95 $85.96 $79.96 
PE37953-48 48" 86.15 80.12 74.09 68.92 PE37955-48 48" 102.95 95.74 88.54 82.36 
PE37953-60 60" 87.35 81.24 75312 69.88 PE37955-60 60" 105.95 98.53 91.12 84.76 
PE37953-72 T2) 88.55 82.35 76.15 70.84 PE37955-72 72% 108.95 101.32 93.70 87.16 
PE37953-120 120" 93.35 86.82 80.28 74.68 PE37955-120 120" 120.95 112.48 104.02 96.76 
PE37953-XX Any Same-Day Shipment / See Website for Pricing PE37955-XX Any Same-Day Shipment / See Website for Pricing 


7/16 DIN MALE TO 7/16 DIN 7/16 DIN MALE TO 
eee MALE RIGHT ANGLE 7/16 DIN FEMALE 


PLOIDY 


50 OHM, PE-T195 COAX 50 OHM, PE-T195 COAX 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE37956-36 36" $89.95 $83.65 $77.36 $71.96 PE37960-36 36" $94.95 $88.30 $81.66 $75.96 
PE37956-48 48" 90.95 84.58 78.22 72.76 PE37960-48 48" 95.95 89.23 82.52 76.76 
PE37956-60 60" 91.95 85.51 79.08 73.56 PE37960-60 60" 96.95 90.16 83.38 77.56 
PE37956-72 ig 92.95 86.44 79.94 74.36 PE37960-72 je. 97.95 91.09 84.24 78.36 
PE37956-120 120" 96.95 90.16 83.38 77.56 PE37960-120 120" 101.95 94.81 87.68 81.56 
PE37956-XX Any Same-Day Shipment / See Website for Pricing PE37960-XX Any Same-Day Shipment / See Website for Pricing 
50 OHM, PE-T240 COAX 50 OHM, PE-T240 COAX 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE37957-36 Bor, $94.95 $88.30 $81.66 $75.96 PE37961-36 36" $89.95 $83.65 $77 .36 $71.96 
PE37957-48 48" 96.15 89.42 82.69 76.92 PE37961-48 48" 91.15 84.77 78.39 72.92 
PE37957-60 60" 97.35 90.54 83.72 77.88 PE37961-60 60" 92.35 85.89 79.42 73.88 
PE37957-72 ee 98.55 91.65 84.75 78.84 PE37961-72 72. 93.55 87.00 80.45 74.84 
PE37957-120 120" 104.55 97.25 89.90 83.65 PE37961-120 120" 98.35 91.47 84.58 78.68 
PE37957-XX Any Same-Day Shipment / See Website for Pricing PE37961-XX Any Same-Day Shipment / See Website for Pricing 
50 OHM, PE-T400 COAX 50 OHM, PE-T400 COAX 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE37958-36 36" $99.95 $92.95 $85.96 $79.96 PE37962-36 36" $94.95 $88.30 $81.66 $75.96 
PE37958-48 48" 101.45 94.35 87.25 81.16 PE37962-48 48" 96.45 89.70 82.95 77.16 
PE37958-60 60" 102.95 95.74 88.54 82.36 PE37962-60 60" 97.45 90.63 83.81 77.96 
PE37958-72 We 104.45 97.14 89.83 83.56 PE37962-72 eg 99.45 92.49 85.53 79.56 
PE37958-120 120" 110.45 102.72 94.99 88.36 PE37962-120 120" 105.45 98.07 90.69 84.36 
PE37958-XX Any Same-Day Shipment / See Website for Pricing PE37962-XX Any Same-Day Shipment / See Website for Pricing 
50 OHM, PE-T600 COAX 50 OHM, PE-T600 COAX 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE37959-36 36" $114.95 $106.90 $98.86 $91.96 PE37963-36 36" $109.95 $102.25 $94.56 $87 .96 
PE37959-48 48" 117.95 109.69 101.44 94.36 PE37963-48 48" 112.95 105.04 97.14 90.36 
PE37959-60 60" 120.95 112.48 104.02 96.76 PE37963-60 60" 115.95 107.83 99.72 92.76 
PE37959-72 v2" 123.95 115.27 106.60 99.16 PE37963-72 ve" 118.95 110.62 102.30 95.16 
PE37959-120 120" 135.95 126.43 116.92 108.76 PE37963-120 120" 130.95 121.78 112.62 104.76 
PE37959-XX Any Same-Day Shipment / See Website for Pricing PE37963-XX Any Same-Day Shipment / See Website for Pricing 


**ROHS COMPLIANT & CUSTOM-LENGTH CABLE ASSEMBLIES MAY BE ORDERED ON OUR WEBSITE. ** 
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the coax has a lightweight, low-loss construction. 
standard Type N jumpers. 


[= LMR EQUIVALENT CABLE ASSEMBLIES 


The Pasternack Wireless Data jumper series is ideal where PIM (Passive Intermodulation Distortion) 
is a concern, such as WiFi or GSM base station applications. 


50 OHM, PE-T195 COAX 
Model No. Length 1-24 25-49 50-99 100 + 
PE37940-36 36" $29.95 $27.85 $25.76 $23.96 
PE37940-48 48" 30.95 28.78 26.62 24.76 
PE37940-60 60" 31.95 29.71 27.48 25.56 
PE37940-72 v2" 32.95 30.64 28.34 26.36 
PE37940-120 120" 36.95 34.36 31.78 29.56 
PE37940-XX Any Same-Day Shipment / See Website for Pricing 

50 OHM, PE-T240 COAX 
Model No. Length 1-24 25-49 50-99 100 + 
PE37941-36 36" $35.95 $33.43 $30.92 $28.76 
PE37941-48 48" S7eL5 34.55 31.95 29.72 
PE37941-60 60" 38.35 35.67 32.98 30.68 
PE37941-72 Wen 39.55 36.78 34.01 31.64 
PE37941-120 120" 44.35 41.25 38.14 35.48 
PE37941-XX Any Same-Day Shipment / See Website for Pricing 


N MALE TO N MALE 


= 


50 OHM, PE-T195 COAX 
Model No. Length 1-24 25-49 50-99 100 + 
PE37944-36 36" $39.95 $37.15 $34.36 $31.96 
PE37944-48 48" 40.95 38.08 35.22 32.76 
PE37944-60 60" 41.95 39.01 36.08 33.56 
PE37944-72 Tes 42.95 39.94 36.94 34.36 
PE37944-120 120" 46.95 43.66 40.38 37.56 
PE37944-XX Any Same-Day Shipment / See Website for Pricing 
50 OHM, PE-T240 COAX 
Model No. Length 1-24 25-49 50-99 100 + 
PE37945-36 36" $45.95 $42.73 $39.52 $36.76 
PE37945-48 48" 47.15 43.85 40.55 37.72 
PE37945-60 60" 48.35 44.97 41.58 38.68 
PE37945-72 72" 49.55 46.08 42.61 39.64 
PE37945-120 120" 54.35 50.55 46.74 43.48 
PE37945-XX Any Same-Day Shipment / See Website for Pricing 
50 OHM, PE-T400 COAX 
Model No. Length 1-24 25-49 50-99 100 + 
PE37946-36 36" $55.95 $52.03 $48.12 $44.76 
PE37946-48 48" 57.45 53.43 49.41 45.96 
PE37946-60 60" 58.95 54.82 50.70 47.16 
PE37946-72 72" 60.45 56.22 51.99 48.36 
PE37946-120 120" 66.45 61.80 57.15 53.16 
PE37946-XX Any Same-Day Shipment / See Website for Pricing 
50 OHM, PE-T600 COAX 
Model No. Length 1-24 25-49 50-99 100 + 
PE37947-36 36" $79.95 $74.35 $68.76 $63.96 
PE37947-48 48" 82.95 77.14 71.34 66.36 
PE37947-60 60" 85.95 79.93 73.92 71.16 
PE37947-72 Ag 88.95 82.72 76.50 71.16 
PE37947-120 120" 100.95 93.88 86.82 80.76 
PE37947-XX Any Same-Day Shipment / See Website for Pricing 


N MALE TO N MALE 


The connectors are low PIM designs and 
The cables are fully interchangeable with 


50 OHM, PE-T400 COAX 
Model No. Length 1-24 25-49 50-99 100 + 
PE37942-36 36" $44.95 $41.80 $38.66 $35.96 
PE37942-48 48" 46.45 43.20 39.95 37.16 
PE37942-60 60" 47.95 44.59 41.24 38.36 
PE37942-72 fen 49.45 45.99 42.53 39.56 
PE37942-120 120" 55.45 51.57 47.69 44.36 
PE37942-XX Any Same-Day Shipment / See Website for Pricing 

50 OHM, PE-T600 COAX 
Model No. Length 1-24 25-49 50-99 100 + 
PE37943-36 36" $69.95 $65.05 $60.16 $55.96 
PE37943-48 48" 72.95 67.84 62.74 58.36 
PE37943-60 60" 75.95 70.63 65.32 60.76 
PE37943-72 en 78.95 73.42 67.90 63.16 
PE37943-120 120" 90.95 84.58 78.22 72.76 
PE37943-XX Any Same-Day Shipment / See Website for Pricing 


N MALE TO N FEMALE 


50 OHM, PE-T195 COAX 
Model No. Length 1-24 25-49 50-99 100 + 
PE37948-36 36" $34.95 $32.50 $30.06 $27.96 
PE37948-48 48" 35.95 33.43 30.92 28.76 
PE37948-60 60" 36.95 34.36 31.78 29.56 
PE37948-72 iftse 37.95 35.29 32.64 30.36 
PE37948-120 120" 41.95 39.01 36.08 33.56 
PE37948-XX Any Same-Day Shipment / See Website for Pricing 
50 OHM, PE-T240 COAX 
Model No. Length 1-24 25-49 50-99 100 + 
PE37949-36 36" $40.95 $38.08 $35.22 $32.76 
PE37949-48 48" 42.15 39.20 36.25 33.72 
PE37949-60 60" 43.35 40.32 37.28 34.68 
PE37949-72 fen 44.55 41.43 38.31 35.64 
PE37949-120 120" 49.35 45.90 42.44 39.48 
PE37949-XX Any Same-Day Shipment / See Website for Pricing 
50 OHM, PE-T400 COAX 
Model No. Length 1-24 25-49 50-99 100 + 
PE37950-36 36" $49.95 $46.45 $42.96 $39.96 
PE37950-48 48" 51.45 47.85 44.25 41.16 
PE37950-60 60" 52.95 49.24 45.54 42.36 
PE37950-72 en 54.45 50.64 46.83 43.56 
PE37950-120 120" 60.45 56.22 51.99 48.36 
PE37950-XX Any Same-Day Shipment / See Website for Pricing 
50 OHM, PE-T600 COAX 
Model No. Length ~ 1-24 25-49 50-99 100 + 
PE37951-36 36" $74.95 $69.70 $64.46 $59.96 
PE37951-48 48" 77.95 72.49 67.04 62.36 
PE37951-60 60" 80.95 75.28 69.62 64.76 
PE37951-72 trae 83.95 78.07 72.20 67.16 
PE37951-120 120" 95.95 89.23 82.52 76.76 
PE37951-XX Any Same-Day Shipment / See Website for Pricing 


**ROHS COMPLIANT & CUSTOM-LENGTH CABLE ASSEMBLIES MAY BE ORDERED ON OUR WEBSITE.** 


All Products Available Online! www.pasternack.com 


Toll-Free: 866-PASTERNACK (866-727-8376) Phone: 949-261-1920 Fax: 949-261-7451 


Free Ground Freight 
Same-Day Shipping 


MINI UHF MALE TO MINI UHF MALE 


| 50 OHM, RGS8C/U COAX 50 OHM, RG223/U COAX, DOUBLE SHIELDED 
Model No. Length 50-99 100 + Model No. Length 
PE3258-12 120; ae nL $12.64 $11.76 PE3265-12 127 au nee ies $15.68 
PE3258-24 24" 15.10 14.04 12.99 12.08 PE3265-24 24" 20.80 19.34 17.89 16.64 
PE3258-36 36" 15.45 14.37 13.29 12.36 PE3265-36 36" 22.05 20.51 18.96 17.64 
PE3258-48 48" 15.85 14.74 13.63 12.68 PE3265-48 48" 23.30 21.67 20.04 18.64 
PE3258-60 60" 16.20 15.07 13.93 12.96 PE3265-60 60" 24.50 22.79 21.07 19.60 
PE3258-XX Any Same-Day Shipment / Call for Pricing PE3265-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG142B/U COAX, DOUBLE SHIELDED 50 OHM, RG400/U COAX, DOUBLE SHIELDED 
Model No. Length 100 + Model No. Length 100 + 
PE3263-12 12 ee) sie nay $15.68 PE3269-12 12% TK Stay ATHY $15.68 
PE3263-24 24" 22.05 20.51 18.96 17.64 PE3269-24 24" 22.05 20.51 18.96 17.64 
PE3263-36 36" 24.50 22.79 21.07 19.60 PE3269-36 36" 24.50 22.79 21.07 19.60 
PE3263-48 48" 26.95 25.06 23.18 21.56 PE3269-48 48" 26.95 25.06 23.18 21.56 
PE3263-60 60" 29.40 27.34 25.28 23.52 PE3269-60 60" 29.40 27.34 25.28 23.52 
PE3263-XX Any Same-Day Shipment / Call for Pricing PE3269-XX Any Same-Day Shipment / Call for Pricing 


MINI UHF MALE TO SMA MALE MINI UHF MALE TO N MALE 


50 OHM, RGS8C/U COAX 50 OHM, RGS8C/U COAX 
Model No. Length 50-99 100 + Model No. Length 50-99 100 + 
PE3273-12 12" wi her $21.07 $19.60 PE3282-12 pee ier ERT $21.07 $19.60 
PE3273-24 24" 24.90 23.16 21.41 19.92 PE3282-24 24" 24.90 23.16 21.41 19.92 
PE3273-36 36" 20.25 23.48 aie 20.20 PE3282-36 36" 25.25 23.48 Cine 20.20 
PE3273-48 48" 25.65 23.85 22.06 20.52 PE3282-48 48" 25.65 23.85 22.06 20.52 
PE3273-60 60" 26.00 24.18 22.36 20.80 PE3282-60 60" 26.00 24.18 22.36 20.80 
PE3273-XX Any Same-Day Shipment / Call for Pricing PE3282-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG142B/U COAX, DOUBLE SHIELDED 50 OHM, RG142B/U COAX, DOUBLE SHIELDED 
Model No. Length 100 + Model No. Length 
PE3275-12 125 are aie PS: $20.60 PE3285-12 125 Tan TORE TTT bi 60 
PE3275-24 24" 28.20 26.23 24.25 22.56 PE3285-24 24" 28.20 26.23 24.25 22.56 
PE3275-36 36" 30.65 28.50 26.36 24.52 PE3285-36 36" 30.65 28.50 26.36 24.52 
PE3275-48 48" 33.10 30.78 28.47 26.48 PE3285-48 48" 33.10 30.78 28.47 26.48 
PE3275-60 60" 35.50 33.02 30.53 28.40 PE3285-60 60” 35.50 33.02 30.53 28.40 
PE3275-XX Any Same-Day Shipment / Call for Pricing PE3285-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG223/U COAX, DOUBLE SHIELDED | 50 OHM, RG223/U COAX, DOUBLE SHIELDED 
Model No. Length 100 + Model No. Length 
PE3271-12 125 at uri one $19.60 PE3280-12 125 Bais sis aia $19.60 
PE3271-24 24" 25.75 23.95 22.15 20.60 PE3280-24 24" 25.75 23.95 22.15 20.60 
PE3271-36 36" 26.95 25.06 23.18 21.56 PE3280-36 36" 26.95 25.06 23.18 21.56 
PE3271-48 48" 28.20 26.23 24.25 22.56 PE3280-48 48" 28.20 26.23 24.25 22.56 
PE3271-60 60" 29.40 27.34 25.28 23.52 PE3280-60 60" 29.40 27.34 25.28 23.52 
PE3271-XX Any Same-Day Shipment / Call for Pricing PE3280-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG400/U COAX, DOUBLE SHIELDED 50 OHM, RG400/U COAX, DOUBLE SHIELDED 
Model No. Length 100 + Model No. Length 
PE3278-12 125 ae pare on fe $20.60 PE3288-12 12" ae ee erie $20.60 
PE3278-24 24" 28.20 26.23 24.25 22.56 PE3288-24 24" 28.20 26.23 24.25 22.56 
PE3278-36 36" 30.65 28.50 26.36 24.52 PE3288-36 36" 30.65 28.50 26.36 24.52 
PE3278-48 48" 33.10 30.78 28.47 26.48 PE3288-48 48" 33410 30.78 28.47 26.48 
PE3278-60 60" 35.50 33.02 30.53 28.40 PE3288-60 60" 35.50 33.02 30.53 28.40 
| PE3278-XX Any Same-Day Shipment / Call for Pricing PE3288-XX Any Same-Day Shipment / Call for Pricing 


| **ROHS COMPLIANT & CUSTOM-LENGTH CABLE ASSEMBLIES MAY BE ORDERED ON OUR WEBSITE.** 


eee 
Free Ground Freight + Aj| Products Available Online! www.pasternack.com 99 
Same-Day Shipping Toll-Free: 866-PASTERNACK (866-727-8376) Phone: 949-261-1920 Fax: 949-261-7451 


75 OHM N MALE TO 75 OHM N MALE 


75 OHM, RGGA/U COAX 75 OHM, RG179B/U COAX 
Model No. Length 25-49 50-99 100 + Model No. Length 50-99 100 + 
PE3612-12 128 Gia $36.46 $33.71 $31.36 PE3307-12 12" ee sii ie $39.00 $36.28 
PE3612-24 24" 40.10 S7e29 34.49 32.08 PE3307-24 24" 46.20 42.97 39.73 36.96 
PE3612-36 36" 41.00 38.13 35.26 32.80 PE3307-36 36" 47.10 43.80 40.51 37.68 
PE3612-48 48" 41.85 38.92 35.99 33.48 PE3307-48 48" 48.05 44.69 41.32 38.44 
PE3612-60 60" 42.75 39.76 36.77 34.20 PE3307-60 60" 48.90 45.48 42.05 39.12 
PE3612-XX Any Same-Day Shipment / Call for Pricing PE3307-XX Any Same-Day Shipment / Call for Pricing 

75 OHM, RGTIA/U COAX 75 OHM, RG187A/U COAX 
Model No. Length 25-49 50-99 100 + Model No. Length 25-49 50-99 100 + 
PE3616-12 12s niet $41.01 $37.93 $35.28 PE3581-12 12. a5 35 $42.18 $39.00 $36.28 
PE3616-24 24" 45.00 41.85 38.70 36.00 PE3581-24 24" 46.20 42.97 39.73 36.96 
PE3616-36 36" 45.90 42.69 39.47 36.72 PE3581-36 36" 47.10 43.80 40.51 37.68 
PE3616-48 48" 46.75 43.48 40.21 37.40 PE3581-48 48" 48.05 44.69 41.32 38.44 
PE3616-60 60" 47.65 44.31 40.98 38.12 PE3581-60 60" 48.90 45.48 42.05 39.12 
PE3616-XX Any Same-Day Shipment / Call for Pricing PE3581-XX Any Same-Day Shipment / Call for Pricing 

75 OHM, RGS9B/U COAX 75 OHM, RG216/U COAX 
Model No. Length 25-49 50-99 100 + Model No. Length 50-99 100 + 
PE3528-12 12" ane $37.62 $34.79 $32.36 PE3618-12 12 ae rah $37.93 $35.28 
PE3528-24 24" 40.80 37.94 35.09 32.64 PE3618-24 24" 45.00 41.85 38.70 36.00 
PE3528-36 36" 41.20 38.32 35.43 32.96 PE3618-36 36" 45.90 42.69 39.47 36.72 
PE3528-48 48" 41.55 38.64 35.73 33.24 PE3618-48 48" 46.75 43.48 40.21 37.40 
PE3528-60 60" 41.95 39.01 36.08 33.56 PE3618-60 60" 47.65 44.31 40.98 38.12 
PE3528-XX Any Same-Day Shipment / Call for Pricing PE3618-XX Any Same-Day Shipment / Call for Pricing 


WARNING: 75 OHM N CONNECTORS DO NOT MATE WITH STANDARD 50 OHM CONNECTORS. 
ALL 75 OHM BNC MALES ON THIS PAGE WILL MATE TO STANDARD 50 OHM BNC CONNECTORS. 


75 OHM N MALE T0 75 OHM BNC MALE 


RSS 
SKS 


VOOM, 

75 OHM, RGGA/U COAX 75 OHM, RG179B/U COAX 
Model No. Length 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE3341-12 t25 ERE ee $31.61 $29.40 PE3398-12 12% $38.00 $35.34 $32.68 $30.40 
PE3341-24 24" 37.65 35.01 32.38 30.12 PE3398-24 24" 38.90 36.18 33.45 31.12 
PE3341-36 36" 38.55 35.85 33.15 30.84 PE3398-36 36" 39.75 36.97 34.19 31.80 
PE3341-48 48" 39.45 36.69 33.93 31.56 PE3398-48 48" 40.65 37.80 34.96 32.52 
PE3341-60 60" 40.30 37.48 34.66 32.24 PE3398-60 60" 41.55 38.64 35.73 33.24 
PE3341-XX Any Same-Day Shipment / Call for Pricing PE3398-XX Any Same-Day Shipment / Call for Pricing 

75 OHM, RGTTA/U COAX 75 OHM, RG187A/U COAX 
Model No. Length 25-49 50-99 100+ Model No. Length 25-49 50-99 100 + 
PE3396-12 125 ube $37.62 $34.79 $32.36 PE3400-12 12" ane $35.34 $32.68 $30.40 
PE3396-24 24" 41.30 38.41 35.52 33.04 PE3400-24 24" 38.90 36.18 33.45 31.12 
PE3396-36 36" 42.20 39.25 36.29 33.76 PE3400-36 36" 39.75 36.97 34.19 31.80 
PE3396-48 48" 43.15 40.13 37.11 34.52 PE3400-48 48" 40.65 37.80 34.96 32.52 
PE3396-60 60" 44.00 40.92 37.84 35.20 PE3400-60 60" 41.55 38.64 35:73 33.24 
PE3396-XX Any Same-Day Shipment / Call for Pricing PE3400-XX Any Same-Day Shipment / Call for Pricing 

75 OHM, RGS9B/U COAX 75 OHM, RG21 6/U COAX 
Model No. Length 50-99 100 + Model No. Length 25-49 50-99 100 + 
PE33605-12 125 ee ara $29.50 $27.44 PE3404-12 12" ee $37.62 $34.79 $32.36 
PE33605-24 24" 34.70 32.27 29.84 27.76 PE3404-24 24" 41.30 38.41 35.52 33.04 
PE33605-36 36" 35.05 32.60 30.14 28.04 PE3404-36 36" 42.20 39.25 36.29 33.76 
PE33605-48 48" 35.45 32.97 30.49 28.36 PE3404-48 48" 43.15 40.13 Sheka 34.52 
PE33605-60 60" 35.80 33.29 30.79 28.64 PE3404-60 60" 44.00 40.92 37.84 35.20 
PE33605-XX Any Same-Day Shipment / Call for Pricing PE3404-XX Any Same-Day Shipment / Call for Pricing 


**ROHS COMPLIANT & CUSTOM-LENGTH CABLE ASSEMBLIES MAY BE ORDERED ON OUR WEBSITE.** 


100 = All Products Available Online! www.pasternack.com _ Free Ground Freight 
Toll-Free: 866-PASTERNACK (866-727-8376) | Phone: 949-261-1920 Fax: 949-261-7451 Same-Day Shipping 


75 OHM BNC MALE TO 75 OHM BNC MALE 


75 OHM, RGGA/U COAX 


75 OHM, RG179B/U CORK 


Model No. Length 25-49 50-99 100 + Model No. Length 50-99 100 + 
PE33197-12 Ze Tg se rce $23.18 $21.56 PE33401-12 12% et eas $21.07 $19.60 
PE33197-24 24" 27.85 25.90 23.95 22.28 PE33401-24 24" 25.40 23.62 21.84 20.32 
PE33197-36 36" 28.75 26.74 24.73 23.00 PE33401-36 36" 26.30 24.46 22.62 21.04 
PE33197-48 48" 29.65 27.57 25.50 23.72 PE33401-48 48" 27.445 25.25 23435 21.72 
PE33197-60 60" 30.50 28.37 26.23 24.40 PE33401-60 60" 28.10 26.13 24.17 22.48 
PE33197-XX Any Same-Day Shipment / Call for Pricing PE33401-XX Any Same-Day Shipment / Call for Pricing 
75 OHM, RGTIA/U COAX 75 OHM, RG216/U COAX 
Model No. Length 25-49 50-99 100 + Model No. Length 50-99 100 + 
PE33399-12 12" hi os $28.50 $26.36 $24.52 PE33403-12 12 saates Baten $26.36 $24.52 
PE33399-24 24" 31.50 29.30 27.09 25.20 PE33403-24 24" 31.50 29.30 27.09 25.20 
PE33399-36 36" 32.40 30.13 27.86 25.92 PE33403-36 36" 32.40 30.13 27.86 25.92 
PE33399-48 48" 33.30 30.97 28.64 26.64 PE33403-48 48" 33.30 30.97 28.64 26.64 
PE33399-60 60" 34.20 31.81 29.41 27.36 PE33403-60 60" 34.20 31.81 29.41 27.36 
PE33399-XX Any Same-Day Shipment / Call for Pricing PE33403-XX Any Same-Day Shipment / Call for Pricing 
75 OHM, RGS9B/U COAX 75 OHM, PE- 'BB128 COAX 
Model No. Length 50-99 100 + Model No. Length 50-99 100 + 
PE33188-12 12" Br aT $21.07 $19.60 PE33405-12 Zn ae aL $21.07 $19.60 
PE33188-24 24" 24.90 23.16 21.41 19.92 PE33405-24 24" 25.05 23.30 21.54 20.04 
PE33188-36 36" 25.25 23.48 2Le72 20.20 PE33405-36 36" 25.60 23.81 22.02 20.48 
PE33188-48 48" 25.65 23.85 22.06 20.52 PE33405-48 48" 26.15 24.32 22.49 20.92 
PE33188-60 60" 26.00 24.18 22.36 20.80 PE33405-60 60" 26.70 24.83 22.96 21.36 
PE33188-XX Any Same-Day Shipment / Call for Pricing PE33405-XX Any Same-Day Shipment / Call for Pricing 


75 OHM, RGG6A/U COAX 


75 OHM, RG179B/U COAX 


Model No. Length 50-99 100 + Model No. Length 50-99 100 + 
PE33407-12 Zn Sis ahi $31.61 $29.40 PE33412-12 12" Mt eta] $32.68 $30.40 
PE33407-24 24" 37.65 35.01 32.38 30.12 PE33412-24 24" 38.90 36.18 33.45 31.12 
PE33407-36 36" 38.55 35.85 Bom 30.84 PE33412-36 36" 39.75 36.97 34.19 31.80 
PE33407-48 48" 39.45 36.69 33.93 31.56 PE33412-48 48" 40.65 37.80 34.96 Pash ye 
PE33407-60 60" 40.30 37.48 34.66 32.24 PE33412-60 60" 41.55 38.64 35.73 33.24 
PE33407-XX Any Same-Day Shipment / Call for Pricing PE33412-XX Any Same-Day Shipment / Call for Pricing 
75 OHM, RGTIA/U COAX 75 OHM, RG187A/U COAX 
Model No. Length 25-49 50-99 100 + Model No. Length 50-99 100 + 
PE33409-12 12" ei ae $37.62 $34.79 $32.36 PE33414-12 125 500 ae $32.68 $30.40 
PE33409-24 24" 41.30 38.41 35.52 33.04 PE33414-24 24" 38.90 36.18 33.45 31.12 
PE33409-36 36" 42.20 39.25 36.29 33.76 PE33414-36 36" 39.75 36.97 34.19 31.80 
PE33409-48 48" 43.15 40.13 oy Agi bel 34.52 PE33414-48 48" 40.65 37.80 34.96 32.52 
PE33409-60 60" 44.00 40.92 37.84 35.20 PE33414-60 60" 41.55 38.64 35.73 33.24 
PE33409-XX Any Same-Day Shipment / Call for Pricing PE33414-XX Any Same-Day Shipment / Call for Pricing 
75 OHM, RGS9B/U COAX 75 OHM, RG216/U COAX 
Model No. Length 50-99 100 + Model No. Length 50-99 100 + 
PE33196-12 12" pat TH) $29.50 $27.44 PE33416-12 12% cus SRS $34.79 $32.36 
PE33196-24 24" 34.70 32.27 29.84 27.76 PE33416-24 24" 41.30 38.41 35.52 33.04 
PE33196-36 36" 35.05 32.60 30.14 28.04 PE33416-36 36" 42.20 39.25 36.29 33.76 
PE33196-48 48" 35.45 32.97 30.49 28.36 PE33416-48 48" 43.15 40.13 “ye 34.52 
PE33196-60 60" 35.80 33.29 30.79 28.64 PE33416-60 60" 44.00 40.92 37.84 35.20 
PE33196-XX Same-Day Shipment / Call for Pricing PE33416-XX Any Same-Day Shipment / Call for Pricing 


**ROHS COMPLIANT & CUSTOM-LENGTH CABLE ASSEMBLIES MAY BE ORDERED ON OUR WEBSITE. ** 


Free Ground Freight 
Same-Day Shipping 


All Products Available Online! www.pasternack.com 101 


Toll-Free: 866-PASTERNACK (866-727-8376) | Phone: 949-261-1920 Fax: 949-261-7451 


75 OHM BNC MALE RIGHT ANGLE TO 
75 OHM BNC MALE RIGHT ANGLE 


a 75 OHM, RGG6A/U COAK 75 OHM, RG179B/U COAX —== 
Model No. Length 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE33426-12 125 ‘ie 45 $39.85 $36.85 $34.28 PE33432-12 12” $47.75 $44.41 $41.07 $38.20 
PE33426-24 24" 43.80 40.73 37.67 35.04 PE33432-24 24" 48.70 45.29 41.88 38.96 
PE33426-36 36" 44.65 41.52 38.40 35.72 PE33432-36 36" 49.55 46.08 42.61 39.64 
PE33426-48 48" 45.55 42.36 39.17 36.44 PE33432-48 48" 50.45 46.92 43.39 40.36 
PE33426-60 60" 46.45 43.20 39.95 37.16 PE33432-60 60" 51.35 47.76 44.16 41.08 
PE33426-XX Any Same-Day Shipment / Call for Pricing PE33432-XX Any Same-Day Shipment / Call for Pricing 
75 OHM, RG11A/U COAX 75 OHM, RG1 87A/U COAX 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 25-49 50-99 100 + 
PE33428-12 125 $46.55 $43.29 $40.03 $37.24 PE33434-12 ie ae $44.41 $41.07 $38.20 
PE33428-24 24" 47.45 44.13 40.81 37.96 PE33434-24 24" 48.70 45.29 41.88 38.96 
PE33428-36 36" 48.35 44.97 41.58 38.68 PE33434-36 36" 49.55 46.08 42.61 39.64 
PE33428-48 48" 49.25 45.80 42.36 39.40 PE33434-48 48" 50.45 46.92 43.39 40.36 
PE33428-60 60" 50.15 46.64 43.13 40.12 PE33434-60 60" 51°35 47.76 44.16 41.08 
PE33428-XX Any Same-Day Shipment / Call for Pricing PE33434-XX Any Same-Day Shipment / Call for Pricing 
75 OHM, RGS9B/U COAX 75 OHM, RG216/U COAX 
Model No. Length 25-49 50-99 100 + Model No. Length 50-99 100 + 
PE33430-12 128 RT $41.01 $37.93 $35.28 PE33436-12 i2* ee re $40.03 $37.24 
PE33430-24 24" 44.50 41.39 38.27 35.60 PE33436-24 24" 47.45 44.13 40.81 37.96 
PE33430-36 36" 44.85 41.71 38.57 35.88 PE33436-36 36" 48.35 44.97 41.58 38.68 
PE33430-48 48" 45.25 42.08 38.92 36.20 PE33436-48 48" 49.25 45.80 42.36 39.40 
PE33430-60 60" 45.65 42.45 39.26° 36.52 PE33436-60 60" 50.15 46.64 43.13 40.12 
PE33430-XX Any Same-Day Shipment / Call for Pricing PE33436-XX Any Same-Day Shipment / Call for Pricing 


75 OHM BNC MALE TO 75 OHM BNC FEMALE BULKHEAD 


USE MOUNTING HOLE B06 ON PAGE 253 


75 OHM, RGG6A/U COAX 75 OHM, RG179B/U COAX 
Model No. Length 50-99 100 + Model No. Length 50-99 100 + 
PE33417-12 ize rar sseide $33.71 $31.36 PE33421-12 12% rar eid $39.00 $36.28 
PE33417-24 24" 40.10 37.29 34.49 32.08 PE33421-24 24" 46.20 42.97 39.73 36.96 
PE33417-36 36" 41.00 38.13 35.26 32.80 PE33421-36 36" 47.10 43.80 40.51 37.68 
PE33417-48 48" 41.85 38.92 35.99 33.48 PE33421-48 48" 48.05 44.69 41.32 38.44 
PE33417-60 60" 42.75 39.76 36.77 34.20 PE33421-60 60" 48.90 45.48 42.05 39.12 
PE33417-XX Any Same-Day Shipment / Call for Pricing PE33421-XX Any Same-Day Shipment / Call for Pricing 

75 OHM, RGTIAU COAX 75 OHM, RG216/U COAX 
Model No. Length 25-49 50-99 100 + Model No. Length 50-99 100 + 
PE33419-12 Ura aap $41.01 $37.93 $35.28 PE33423-12 12F rR ate $37.93 $35.28 
PE33419-24 24" 45.00 41.85 38.70 36.00 PE33423-24 24" 45.00 41.85 38.70 36.00 
PE33419-36 36" 45.90 42.69 39.47 36.72 PE33423-36 36" 45.90 42.69 39.47 36.72 
PE33419-48 48" 46.75 43.48 40.21 37.40 PE33423-48 48" 46.75 43.48 40.21 37.40 
PE33419-60 60" 47.65 44.31 40.98 38.12 PE33423-60 60" 47.65 44,31 40.98 38.12 
PE33419-XX Any Same-Day Shipment / Call for Pricing PE33423-XX Any Same-Day Shipment / Call for Pricing 

75 OHM, RGS9B/U COAX 75 OHM, PE-B8128 COAX 
Model No. Length 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE33179-12 125 See $37.62 $34.79 $32.36 PE33425-12 12" $42.85 $39.85 $36.85 $34.28 
PE33179-24 24" 40.80 37.94 35.09 32.64 PE33425-24 24" 43.45 40.41 areae 34.76 
PE33179-36 36" 41.20 38.32 35.43 32.96 PE33425-36 36" 44.00 40.92 37.84 35.20 
PE33179-48 48" 41.55 38.64 35.73 33.24 PE33425-48 48" 44.55 41.43 38.31 35.64 
PE33179-60 60" 41.95 39.01 36.08 33.56 PE33425-60 60" 45.10 41.94 38.79 36.08 
PE33179-XX Any Same-Day Shipment / Call for Pricing PE33425-XX Any Same-Day Shipment / Call for Pricing 


**ROHS COMPLIANT & CUSTOM-LENGTH CABLE ASSEMBLIES MAY BE ORDERED ON OUR WEBSITE. ** 
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75 OHM BNC MALE TO 75 OHM BNC FEMALE 


75 OHM, RGGA/U COAX 


Model No. Length 50-99 100 + 
PE33437-12 Len sath Gru $32.68 $30.40 
PE33437-24 24" 38.90 36.18 33.45 31,12 
PE33437-36 36" 39.75 36.97 34.19 31.80 
PE33437-48 48" 40.65 37.80 34.96 32.52 
PE33437-60 60" 41.55 38.64 S5n73 33.24 
PE33437-XX Any Same-Day Shipment / Call for Pricing 
75 OHM, RGTIAU COAX 
Model No. Length 50-99 100 + 
PE33439-12 12" Saat ait $36.85 $34.28 
PE33439-24 24" 43.80 40.73 37.67 35.04 
PE33439-36 36" 44.65 41.52 38.40 Sonne 
PE33439-48 48" 45.55 42.36 39.17 36.44 
PE33439-60 60" 46.45 43.20 39.95 37.16 
PE33439-XX Any Same-Day Shipment / Call for Pricing 
75 OHM, RGS9B/U COAX 
Model No. Length 50-99 100 + 
PE33441-12 125 anh eis $33.71 $31.36 
PE33441-24 24" 39.60 36.83 34.06 31.68 
PE33441-36 36" 39.95 Ey lly 34.36 31.96 
PE33441-48 48" 40.35 37.53 34.70 32.28 
PE33441-60 60" 40.70 37.85 35.00 32.56 
PE33441-XX Any Same-Day Shipment / Call for Pricing 


75 OHM, RG179B/U COAX 


Model No. Length 50-99 100 + 
PE33443-12 125 oR oe $36.85 $34.28 
PE33443-24 24" 43.80 40.73 37.67 35.04 
PE33443-36 36" 44.65 41.52 38.40 35.72 
PE33443-48 48" 45.55 42.36 39.17 36.44 
PE33443-60 60" 46.45 43.20 39.95 37.16 
PE33443-XX Any Same-Day Shipment / Call for Pricing 
75 OHM, RG1 87AU COAK 
Model No. Length 50-99 100 + 
PE33445-12 125 ee mir $36.85 $34.28 
PE33445-24 24" 43.80 40.73 37.67 35.04 
PE33445-36 36" 44.65 41.52 38.40 35.72 
PE33445-48 48" 45.55 42.36 39.17 36.44 
PE33445-60 60" 46.45 43.20 39.95 37.16 
PE33445-XX Any Same-Day Shipment / Call for Pricing 
75 OHM, RG216/U COAX 
Model No. Length 25-49 50-99 100 + 
PE33447-12 12h Fiat $39.85 $36.85 $34.28 
PE33447-24 24" 43.80 40.73 37.67 35.04 
PE33447 -36 36" 44.65 41.52 38.40 35.72 
PE33447-48 48" 45.55 42.36 39.17 36.44 
PE33447-60 60" 46.45 43.20 39.95 37.16 
PE33447-XX Any Same-Day Shipment / Call for Pricing 


75 OHM BNC FEMALE TO 75 OHM BNC FEMALE 


75 OHM, RGG6A/U COAX 


Model No. Length 25-49 50-99 100 + 
PE33448-12 2s 6B $36.46 $33.71 $31.36 
PE33448-24 24" 40.10 37.29 34.49 32.08 
PE33448-36 36" 41.00 38.13 35.26 32.80 
PE33448-48 48" 41.85 38.92 35.99 33.48 
PE33448-60 60" 42.75 39.76 36.77 34.20 
PE33448-XX Any Same-Day Shipment / Call for Pricing 
75 OHM, RGTIA/U COAX 
Model No. Length 25-49 50-99 100 + 
PE33450-12 123 EO $41.01 $37 .93 $35.28 
PE33450-24 24" 45.00 41.85 38.70 36.00 
PE33450-36 36" 45.90 42.69 39.47 36.72 
PE33450-48 48" 46.75 43.48 40.21 37.40 
PE33450-60 60" 47.65 44.31 40.98 38.12 
PE33450-XX Any Same-Day Shipment / Call for Pricing 
75 OHM, RGS9B/U COAX 
Model No. Length 50-99 100 + 
PE33452-12 12° ae Gas $34.79 $32.36 
PE33452-24 24" 40.80 37.94 35.09 32.64 
PE33452-36 36" 41.20 38.32 35.43 32.96 
PE33452-48 48" 41.55 38.64 35.73 33.24 
PE33452-60 60" 41.95 39.01 36.08 33.56 
PE33452-XX Any Same-Day Shipment / Call for Pricing 


a, 


Free Ground Freight 
Same-Day Shipping 


75 OHM, RG179B/U COAX 


Model No. Length 50-99 100 + 
PE33451-12 12u eins atTk $39.00 $36.28 
PE33451-24 24" 46.20 42.97 39.73 36.96 
PE33451-36 36" 47.10 43.80 40.51 37.68 
PE33451-48 48" 48.05 44.69 41.32 38.44 
PE33451-60 60" 48.90 45.48 42.05 39.12 
PE33451-XX Any Same-Day Shipment / Call for Pricing 
75 OHM, RG187A/U COAX 
Model No. Length 50-99 100 + 
PE33456-12 aye ae aE $39.00 $36.28 
PE33456-24 24" 46.20 42.97 39.73 36.96 
PE33456-36 36" 47.10 43.80 40.51 37.68 
PE33456-48 48" 48.05 44.69 41.32 38.44 
PE33456-60 60" 48.90 45.48 42.05 39.12 
PE33456-XX Any Same-Day Shipment / Call for Pricing 
75 OHM, RG21 6/U COAX 
Model No. Length 50-99 100 + 
PE33458-12 ny - iG ah $37.93 $35.28 
PE33458-24 24" 45.00 41.85 38.70 36.00 
PE33458-36 36" 45.90 42.69 39.47 36.72 
PE33458-48 48" 46.75 43.48 40.21 37.40 
PE33458-60 60" 47.65 44.31 40.98 38.12 
PE33458-XX Any Same-Day Shipment / Call for Pricing 


**ROHS COMPLIANT & CUSTOM-LENGTH CABLE ASSEMBLIES MAY BE ORDERED ON OUR WEBSITE. ** 
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Phone: 949-261-1920 
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Fax: 949-261-7451 


TNC MALE TO TNC MALE 


ALL CABLE ASSEMBLIES ON THIS PAGE UTILIZE STANDARD 50 OHM INTERFACE CONNECTORS 


52 OHM, RG8A/U COAX 
Model No. Length 1-24 25-49 50-99 100 + 
PE3418-12 12" $47.75 $44.41 $41.07 $38.20 
PE3418-24 24" 48.70 45.29 41.88 38.96 
PE3418-36 36" 49.55 46.08 42.61 39.64 
PE3418-48 48" 50.45 46.92 43.39 40.36 
PE3418-60 60" nyt Hats 1) 47.76 44.16 41.08 
PE3418-XX Any Same-Day Shipment / Call for Pricing 


53.9 OHM, RGSSB/U COAX, DOUBLE SHIELDED | 


Model No. Length 

PE3504-12 12" ES oy roe ane 
PE3504-24 24" 25.15 23.39 21.63 20.12 
PE3504-36 36" 25.85 24.04 22.23 20.68 
PE3504-48 48" 26.50 24.65 22.79 21.20 
PE3504-60 60" 27.15 25.25 23.35 21.72 
PE3504-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, RGS8C/U COAX 


Model No. Length 25-49 50-99 100 + 
PE3394-12 12" i $19.34 $17.89 $16.64 
PE3394-24 24" 21.20 19.72 18.23 16.96 
PE3394-36 36" 21.55 20.04 18.53 17.24 
PE3394-48 48" 21.95 20.41 18.88 17.56 
PE3394-60 60" 22.30 20.74 19.18 17.84 
PE3394-XX Any Same-Day Shipment / Call for Pricing 


75 OHM, RGS9B/U COAX 


Model No. Length 50-99 100 + 
PE3402-12 12F sree wurst $17.89 $16.64 
PE3402-24 24" 21.20 19.72 18.23 16.96 
PE3402-36 36" 21.55 20.04 18.53 17.24 
PE3402-48 48" 21.95 20.41 18.88 17.56 
PE3402-60 60" 22.30 20.74 19.18 17.84 
PE3402-XX Any Same-Day Shipment / Call for Pricing 


93 OHM, RG62A/U COAX 


Model No. Length 50-99 100 + 
PE3408-12 125 nie ae $20.04 $18.64 
PE3408-24 24" 23.65 21.99 20.34 18.92 
PE3408-36 36" 24.05 22.37 20.68 19.24 
PE3408-48 48" 24.40 22.69 20.98 19.52 
PE3408-60 60" 24.80 23.06 21.33 19.84 
PE3408-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, RG142B/U COAX, DOUBLE SHIELDED 


Model No. ength 100 + 
PE3544-12 12" are ane Ge $19.60 
PE3544-24 24" 26.95 25.06 23.18 21.56 
PE3544-36 36" 29.40 27.34 25.28 23.52 
PE3544-48 48" 31.85 29.62 27.39 25.48 
PE3544-60 60" 34.30 31.90 29.50 27.44 
PE3544-XX Any Same-Day Shipment / Call for Pricing 


90 OHM, RG174A/U COAX 


Model No. Length 25-49 50-99 100 + 
PE3425-12 125 an $19.34 $17.89 $16.64 
PE3425-24 24" 21.05 19.58 18.10 16.84 
PE3425-36 36" 21.30 19.81 18.32 17.04 
PE3425-48 48" 21.55 20.04 18.53 17.24 
PE3425-60 60" 21.80 20.27 18.75 17.44 
PE3425-XX Any Same-Day Shipment / Call for Pricing 


75 OHM, RG179B/U COAX 


Model No. Length 25-49 50-99 100 + 
PE3430-12 12” aT $23.95 $22.15 $20.60 
PE3430-24 24" 26.60 24.74 22.88 21.28 
PE3430-36 36" 27.50 25.58 23.65 22.00 
PE3430-48 48" 28.40 26.41 24.42 22.72 
PE3430-60 60" 29.30 27.25 25.20 23.44 
PE3430-XX Any Same-Day Shipment / Call for Pricing 


90 OHM, RG188A/U COAX 


Model No. Length 50-99 100 + 
PE3434-12 iz ah MBE $22.15 $20.60 
PE3434-24 24" 26.60 24.74 22.88 21.28 
PE3434-36 36" 27.50 25.58 23.65 22.00 
PE3434-48 48" 28.40 26.41 24.42 22.72 
PE3434-60 60" 29.30 27.25 25.20 23.44 
PE3434-XX Any Same-Day Shipment / Call for Pricing 


30 OHM, RG213/U COAX 


Model No. Length 50-99 100 + 
PE3421-12 12" aD aaa $41.07 $38.20 
PE3421-24 24" 48.70 45.29 41.88 38.96 
PE3421-36 36" 49.55 46.08 42.61 39.64 
PE3421-48 48" 50.45 46.92 43.39 40.36 
PE3421-60 60" 51.35 47.76 44.16 41.08 
PE3421-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, RG214/U COAX, DOUBLE SHIELDED 


Model No. Length 

PE3435-12 123 ri naa ara $38.20 
PE3435-24 24" 51.10 47.52 43.95 40.88 
PE3435-36 36" 54.45 50.64 46.83 43.56 
PE3435-48 48" 57.80 53.75 49.71 46.24 
PE3435-60 60" 61.15 56.87 52.59 48.92 
PE3435-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, .RG223/U COAX, DOUBLE SHIELDED 


Model N Length 100 + 
PE3414- 7 12" ae aie ee $19.60 
PE3414-24 24" 25.75 23.95 22.15 20.60 
PE3414-36 36" 26.95 25.06 23.18 21.56 
PE3414-48 48" 28.20 26.23 24.25 22.56 
PE3414-60 60" 29.40 27.34 25.28 23.52 
PE3414-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, RG31 6/U COAX 


Model No. Length 25-49 50-99 100 + 
PE3747-12 Ze Gast $23.95 $22.15 $20.60 
PE3747-24 24" 26.60 24.74 22.88 21.28 
PE3747-36 36" 27.50 25.58 23.65 22.00 
PE3747-48 48" 28.40 26.41 24.42 22.72 
PE3747-60 60" 29.30 27.25 25.20 23.44 
PE3747-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, RG400/U COAX, DOUBLE SHIELDED 


Model No. ength 25-49 50-99 100 + 
PE3608-12 ei aca $22.79 $21.07 $19.60 
PE3608-24 24" 26.95 25.06 23.18 21.56 
PE3608-36 36" 29.40 27.34 25.28 23.52 
PE3608-48 48" 31.85 29.62 27.39 25.48 
PE3608-60 60" 34.30 31.90 29.50 27.44 
PE3608-XX Any Same-Day Shipment / Call for Pricing 


**ROHS COMPLIANT & CUSTOM-LENGTH CABLE ASSEMBLIES MAY BE ORDERED ON OUR WEBSITE.** 


104 All Products Available Online! www.pasternack.com 
Toll-Free: 866-PASTERNACK (866-727-8376) Phone: 949-261-1920 Fax: 949-261-7451 


Free Ground Freight 
Same-Day Shipping 


SEMI-RIGID & RE-SHAPEABLE CABLE ASSEMBLIES 
TNC MALE TO TNC MALE 


50 OHM, RG402/U (.141” BARE COPPER) 50 OHM, RG405/U (.085” BARE COPPER) 


Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE3074-12 lyse $42.10 $39.15 $36.21 $33.68 PE33391-12 128 $43.35 $40.32 $37.28 $34.68 
PE3074-24 24" 45.45 42.27 39.09 36.36 PE33391-24 24" 46.65 43.38 40.12 37.32 
PE3074-36 36" 48.80 45.38 41.97 39.04 PE33391-36 36" 50.00 46.50 43.00 40.00 
PE3074-48 48" 52.10 48.45 44.81 41.68 PE33391-48 48" 53.35 49.62 45.88 42.68 
PE3074-60 60" 55.45 51.57 47.69 44.36 PE33391-60 60" 56.70 52.73 48.76 45.36 
PE3074-XX Any Same-Day Shipment / Call for Pricing PE33391-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, PE-SR402AL (.141” TINNED ALUMINUM) 50 OHM, PE-SR405AL (.085” TINNED ALUMINUM) 


Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE34279-12 12" $47.00 $43.71 $40.42 $37.60 PE34284-12 125 $48.25 $44.87 $41.50 $38.60 
PE34279-24 24" 50.35 46.83 43.30 40.28 PE34284-24 24" 51.55 47.94 44.33 41.24 
PE34279-36 36" 53.70 49.94 46.18 42.96 PE34284-36 36" 54.90 51.06 47.21 43.92 
PE34279-48 48" 57.00 53.01 49.02 45.60 PE34284-48 48" 58.25 54.17 50.10 46.60 
PE34279-60 60" 60.35 56.13 51.90 48.28 PE34284-60 60" 61.60 57.29 52.98 49.28 
PE34279-XX Any Same-Day Shipment / Call for Pricing PE34284-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, PE-SR402FL (.141” RE-SHAPEABLE) 50 OHM, PE-SR405FL (.085” RE-SHAPEABLE) 


Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE3466-12 12" $47.00 $43.71 $40.42 $37.60 PE3684-12 125 $48.25 $44.87 $41.50 $38.60 
PE3466-24 24" 50.35 46.83 43.30 40.28 PE3684-24 24" 51.55 47.94 44.33 41.24 
PE3466-36 36" 53.70 49.94 46.18 42.96 PE3684-36 36" 54.90 51.06 47.21 43.92 
PE3466-48 48" 57.00 53.01 49.02 45.60 PE3684-48 48" 58.25 54.17 50.10 46.60 
PE3466-60 60" 60.35 56.13 51.90 48.28 PE3684-60 60" 61.60 57.29 52.98 49.28 
PE3466-XX Any Same-Day Shipment / Call for Pricing PE3684-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, PE-047SR (.047” BARE COPPER) 50 OHM, RG401/U (.250” BARE COPPER) 


Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE34273-12 12% $50.70 $47.15 $43.60 $40.56 PE34271-12 12% $64.60 $60.08 $55.56 $51.68 
PE34273-24 24" 54.05 50.27 46.48 43.24 PE34271-24 24" 71.30 66.31 61.32 57.04 
PE34273-36 36" 57.35 53.34 49.32 45.88 PE34271-36 36" 77.95 72.49 67.04 62.36 
PE34273-48 48" 60.70 56.45 52.20 48.56 PE34271-48 48" 84.65 78.72 72.80 67.72 
PE34273-60 60" 64.05 59.57 55.08 51.24 PE34271-60 60" 91.30 84.91 78.52 73.04 
PE34273-XX Any Same-Day Shipment / Call for Pricing PE34271-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, PE-SRO47AL (.047” TINNED ALUMINUM) 50 OHM, PE-SR401AL (.250” TINNED ALUMINUM) 


Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE34277-12 len $56.80 $52.82 $48.85 $45.44 PE34275-12 128 $70.75 $65.80 $60.85 $56.60 
PE34277-24 24" 60.15 55.94 51.73 48.12 PE34275-24 24" 77.40 71.98 66.56 61.92 
PE34277-36 36" 63.50 59.06 54.61 50.80 PE34275-36 36" 84.10 78.21 esas 67.28 
PE34277-48 48" 66.80 62.12 57.45 53.44 PE34275-48 48" 90.80 84.44 78.09 72.64 
PE34277-60 60" 70.15 65.24 60.33 56.12 PE34275-60 60" 97.45 90.63 83.81 77.96 
PE34277-XX Any Same-Day Shipment / Call for Pricing PE34275-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, PE-SRO47FL (.047” RE-SHAPEABLE) 50 OHM, PE-SR401FL (.250” RE-SHAPEABLE) 


Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE34280-12 12% $56.80 $52.82 $48.85 $45.44 PE34282-12 126 $70.75 $65.80 $60.85 $56.60 
PE34280-24 24" 60.15 55.94 51.73 48.12 PE34282-24 24" 77.40 71.98 66.56 61.92 
PE34280-36 36" 63.50 59.06 54.61 50.80 PE34282-36 36" 84.10 78.21 12n30 67.28 
PE34280-48 48" 66.80 62.12 57.45 53.44 PE34282-48 48" 90.80 84.44 78.09 72.64 
PE34280-60 60" 70.15 65.24 60.33 56.12 PE34282-60 60" 97.45 90.63 83.81 77.96 
PE34280-XX Any Same-Day Shipment / Call for Pricing PE34282-XX Any Same-Day Shipment / Call for Pricing 
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**ROHS COMPLIANT & CUSTOM-LENGTH CABLE ASSEMBLIES MAY BE ORDERED ON OUR WEBSITE.** 
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LC MALE TO LC MALE BNC MALE T0 
ALLIGATOR CLIPS 


CABLE LENGTH IS LENGTH STATED PLUS APPROXIMATELY 
Sal OF BLACK & RED TEST LEAD 


50 OHM, RG142B/U_ COAX 53.5 OHM, RGSSB/U COAX, DOUBLE SHIELDED 
Model No. Length 50-99 100 + Model No. 25-49 50-99 100 + 
PE33541-60 60" OEE Th $210.74 $196.04 PE34536-12 Saat ao $18.23 $16.86 $15.68 
PE33541-72 72" 247.50 230.18 212.85 198.00 PE34536-24 24" 20.25 18.83 17.42 16.20 
PE33541-84 84" 249.90 232.41 214.91 199.92 PE34536-36 36" 20.95 19.48 18.02 16.76 
PE33541-96 96" 252.40 234.73 217.06 201.92 PE34536-48 48" 21.60 20.09 18.58 17.28 
PE33541-108 108" 254.80 236.96 219.13 203.84 PE34536-60 60" Bene 20.69 19.14 17.80 
PE33541-XXX Any Same-Day Shipment / Call for Pricing PE34536-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG214/U COAX, DOUBLE SHIELDED 50 OHM, RGS8C/U COAX 
Model No. Length 50-99 100 + Model No. Length 50-99 100 + 
PE33491-60 60" ais ished ore $213.84 PE3501-12 20 sib} nee $15.82 $14.72 
PE33491-72 ye 270.70 251.75 232.80 216.56 PE3501-24 24" 18.75 17.44 16.13 15.00 
PE33491-84 84" 274.00 254.82 235.64 219.20 PE3501-36 36" 19.15 17.81 16.47 15.32 
PE33491-96 96" 277330 257.94 238.52 221.88 PE3501-48 48" 19.50 18.14 16.77 15.60 
PE33491-108 108" 280.70 261.05 241.40 224.56 PE3501-60 60" 19.90 18.51 shy Aes | 15.92 
PE33491-XXX Any Same-Day Shipment / Call for Pricing PE3501-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG217/U COAX 75 OHM, RG59B/U COAX 
Model No. Length 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE33537-60 60" Sian oA $210.74 $196.04 PE3954-12 12" $20.80 $19.34 $17.89 $16.64 
PE33537-72 iff 247.25 229.94 212.64 197.80 PE3954-24 24" 21.20 19.72 18.23 16.96 
PE33537-84 84" 249.50 232.04 214.57 199.60 PE3954-36 36" 21355 20.04 18.53 17.24 
PE33537-96 96" 251.75 234.13 216.51 201.40 PE3954-48 48" 21.95 20.41 18.88 17.56 
PE33537-108 108" 253.95 236.17 218.40 203.16 PE3954-60 60" 22.30 20.74 19.18 17.84 
PE33537-XXX Any Same-Day Shipment / Call for Pricing PE3954-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG218/U COAX 93 OHM, RG62A/U COAX 
Model No. Length 50-99 100 + Model No. Length 50-99 100 + 
PE3960-60 60" EE Seer $239.47 $222.76 PE34532-12 ten aaa ara $17.89 $16.64 
PE3960-72 72" 284.00 264.12 244.24 227.20 PE34532-24 24" 21.20 19.72 18.23 16.96 
PE3960-84 84" 289.60 269.33 249.06 231.68 PE34532-36 36" 21.55 20.04 18.53 17.24 
PE3960-96 96" 295.15 274.49 253.83 236.12 PE34532-48 48" 21.95 20.41 18.88 17.56 
PE3960-108 108" 300.70 279.65 258.60 240.56 PE34532-60 60" 22.30 20.74 19.18 17.84 
PE3960-XXX Any Same-Day Shipment / Call for Pricing PE34532-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG219/U COAX 50 OHM, RG142B/U COAX, DOUBLE SHIELDED 
Model No. Length 50-99 100 + Model No. ength 
PE34023-60 60" aH eae $316.09 $294.04 PE3571-12 12° rR oe nae ae 
PE34023-72 72" 389.85 362.56 335.27 311.88 PE3571-24 24" 20.80 19.34 17.89 16.64 
PE34023-84 84" 412.15 383.30 354.45 329.72 PE3571-36 36" 23.30 21.67 20.04 18.64 
PE34023-96 96" 434.40 403.99 373.58 347.52 PE3571-48 48" 25.75 23.95 22.15 20.60 
PE34023-108 108" 456.65 424.68 392.72 365.32 PE3571-60 60" 28.20 26.23 24.25 22.56 
PE34023-XXX Any Same-Day Shipment / Call for Pricing PE3571-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG225/U COAX, DOUBLE SHIELDED 50 OHM, RG223/U COAX, DOUBLE SHIELDED 
Model No. ength 100 + Model No. Length + 
PE34538-60 cn cae ree ean $222.76 PE3346-12 2: TEL ait a re 
PE34538-72 qe" 300.75 279.70 258.65 240.60 PE3346-24 24" 19.60 18.23 16.86 15.68 
PE34538-84 84" 323.00 300.39 277.78 258.40 PE3346-36 36" 20.80 19.34 17.89 16.64 
PE34538-96 96" 345.25 321.08 296.92 276.20 PE3346-48 48" 22.05 20.51 18.96 17.64 
PE34538-108 108" 367.55 341.82 316.09 294.04 PE3346-60 60" 23.30 21.67 20.04 18.64 
PE34538-XXX Any Same-Day Shipment / Call for Pricing PE3346-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG393/U COAX 50 OHM, RG400/U COAX, DOUBLE SHIELDED 
Model No. Length 50-99 100 + Model No. Length 
PE33539-60 60" aaa oro $239.47 $222.76 PE34534-12 12s aa au ines $14.72 
PE33539-72 dem 286.25 266.21 246.18 229.00 PE34534-24 24" 20.80 19.34 17.89 16.64 
PE33539-84 84" 294.05 273.47 252.88 235.24 PE34534-36 36" 23.30 21.67 20.04 18.64 
PE33539-96 96" 301.85 280.72 259.59 241.48 PE34534-48 48" 25.75 23.95 22.15 20.60 
PE33539-108 108" 309.60 287.93 266.26 247 .68 PE34534-60 60" 28.20 26.23 24.25 22.56 
PE33539-XXX Any Same-Day Shipment / Call for Pricing PE34534-XX Any Same-Day Shipment / Call for Pricing 
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LENGTH FOR ALL CABLES ON THIS PAGE IS DETERMINED AS FOLLOWS: 
LENGTH STATED PLUS APPROXIMATELY 6” OF RED & BLACK TEST LEAD 


BNC MALE TO MINIATURE 
ALLIGATOR CLIPS 


BNC MALE TO MINIATURE 
STACKING BANANA PLUGS 


50 OHM, RGS8C/U COAX 


50 OHM, RGS8C/U COAX 


Model No. Length 25-49 50-99 100 + Model No. Length 50-99 100 + 
PE33546-12 12? = # $21.16 $19.57 $18.20 PE33557-12 12" ae = roi 7 $19.57 $18.20 
PE33546-24 24" 23.15 21,53 19.91 18.52 PE33557-24 24" 23.15 21,53 19.91 18.52 
PE33546-36 36" 23.50 21.86 20.21 18.80 PE33557-36 36" 23.50 21.86 20.21 18.80 
PE33546-48 48" 23.85 22.18 20.51 19.08 PE33557-48 48" 23.85 22.18 20.51 19.08 
PE33546-60 60" 24.25 22.55 20.86 19.40 PE33557-60 60" 24.25 22.55 20.86 19.40 
PE33546-XX Any Same-Day Shipment / Call for Pricing PE33557-XX Any Same-Day Shipment / Call for Pricing 


75 OHM, RGS9B/U COAX 75 OHM, RGS9B/U COAX 
Model No. Length 25-49 50-99 100 + Model No. Length 50-99 100 + 
PE33548-12 12% on te $22.37 $20.68 $19.24 PE33559-12 12° ri = oy $20.68 $19.24 
PE33548-24 24" 24.45 22.74 21.03 19.56 PE33559-24 24" 24.45 22.74 21.03 19.56 
PE33548-36 36" 24.80 23.06 21.33 19.84 PE33559-36 36" 24.80 23.06 21.33 19.84 
PE33548-48 48" 25.20 23.44 21.67 20.16 PE33559-48 48" 25.20 23.44 21.67 20.16 
PE33548-60 60" 25.55 23.76 21.97 20.44 PE33559-60 60" 25.55 23.76 21.97 20.44 
PE33548-XX Any Same-Day Shipment / Call for Pricing PE33559-XX Any Same-Day Shipment / Call for Pricing 


BNC MALE uo SAFETY HOOKS 


BNC MALE T0 
STACKING TIP PLUGS 


50 OHM, RGS8C/U COAX 


50 OHM, RGS8C/U COAX 


Model No. Length 25-49 50-99 100 + Model No. Length 50-99 100 + 
PE33009-12 i2e ar i $21.16 $19.57 $18.20 PE33561-12 12" oe # a 7 $19.57 $18.20 
PE33009-24 24" 23.15 21.53 19.91 18.52 PE33561-24 24" 23.15 21.53 19.91 13.52 
PE33009-36 36" 23.50 21.86 20.21 18.80 PE33561-36 36" 23.50 21.86 20.21 18.80 
PE33009-48 48" 23.85 22.18 20.51 19.08 PE33561-48 48" 23.85 22.18 20.51 19.08 
PE33009-60 60" 24.25 22.55 20.86 19.40 PE33561-60 60" 24.25 22.55 20.86 19.40 
PE33009-XX Any Same-Day Shipment / Call for Pricing PE33561-XX Any Same-Day Shipment / Call for Pricing 
75 OHM, RGS9B/U COAX Ls OHM, RGS9B/U COAX 
Model No. Length 25-49 50-99 100 + Model No. Length 50-99 100 + 
PE33550-12 pak a if $22.37 $20.68 $19.24 PE33563-12 125 ar 7 ay * $20.68 $19.24 
PE33550-24 24" 24.45 22.74 21.03 19.56 PE33563-24 24" 24.45 22.74 21.03 19.56 
PE33550-36 36" 24.80 23.06 21.33 19.84 PE33563-36 36" 24.80 23.06 rate 19.84 
PE33550-48 48" 25.20 23.44 21.67 20.16 PE33563-48 48" 25.20 23.44 21.67 20.16 
PE33550-60 60" 25.55 23.76 21.97 20.44 PE33563-60 60" 25.55 23.76 21.97 20.44 
PE33550-XX Any Same-Day Shipment / Call for Pricing PE33563-XX Any Same-Day Shipment / Call for Pricing 


BNC MALE TO 
UNTERMINATED WIRES 


BNC MALE TO STANDARD 
STACKING BANANA PLUGS 


50 OHM, RGS8C/U COAX 


50 OHM, RG5S8C/U COAX 


Model No. Length 24s 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE33552-12 122 a 75 $21.16 $19.57 $18.20 PE33565-12 We $21.35 $19.86 $18.36 $17.08 
PE33552-24 24" 7s (ag Hes 2ie5o 19.91 18.52 PE33565-24 24" 7B NT g' 20.23 18.71 17.40 
PE33552-36 36" 23.50 21.86 20.21 18.80 PE33565-36 36" 22.10 20.55 19.01 17.68 
PE33552-48 48" 23.85 22.18 20.51 19.08 PE33565-48 48" 22.50 20.93 19.35 18.00 
PE33552-60 60" 24.25 22.55 20.86 19.40 PE33565-60 60" 22.95 21.34 19.74 18.36 
PE33552-XX Any Same-Day Shipment / Call for Pricing PE33565-XX Any Same-Day Shipment / Call for Pricing 
75 OHM, RGS9B/U COAK 75 OHM, RGS9B/U COAK 
Model No. Length 50-99 100 + Model No. Length 50-99 100 + 
PE33554-12 Ze ar 1 no .- $20.68 $19.24 PE33567-12 12% or - rite i $19.57 $18.20 
PE33554-24 24" 24.45 22.74 21.03 19.56 PE33567-24 24" 23.45 21.53 19.91 18.52 
PE33554-36 36" 24.80 23.06 7A Gas Et 19.84 PE33567-36 36" 23.50 21.86 20.21 18.80 
PE33554-48 48" 25.20 23.44 21.67 20.16 PE33567-48 48" 23.85 22.18 20.51 19.08 
PE33554-60 60" 25.55 23.76 21.97 20.44 PE33567-60 60" 24.25 22.55 20.86 19.40 
PE33554-XX Any Same-Day Shipment / Call for Pricing PE33567-XX Any Same-Day Shipment / Call for Pricing 
**ROHS COMPLIANT & CUSTOM-LENGTH CABLE ASSEMBLIES MAY BE ORDERED ON OUR WEBSITE.** 
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SMC PLUG TO SMC PLUG 
ee lL 


WARNING!!! ALL CONNECTORS ON THIS PAGE ARE “50 OHM SMC” CONNECTORS AND DO NOT MATE WITH “75 OHM SMC TYPE” CONNECTORS!!! 


50 OHM, RGS8C/U COAX 50 OHM, RG196A/U COAX 
Model No. Length 50-99 100 + Model No. Length 50-99 100 + 
PE33641-12 12" are aa $27.39 $25.48 PE3596-12 120 Satie ates $22.15 $20.60 
PE33641-24 24" 32.20 29.95 27.69 25.76 PE3596-24 24" 26.60 24.74 22.88 21.28 
PE33641-36 36" 32.60 30.32 28.04 26.08 PE3596-36 36" 27.50 25.58 23.65 22.00 
PE33641-48 48" 33.00 30.69 28.38 26.40 PE3596-48 48" 28.40 26.41 24.42 22.72 
PE33641-60 60" 33.40 31.06 28.72 26.72 PE3596-60 60" 29.30 27.25 25.20 23.44 
PE33641-XX Any Same-Day Shipment / Call for Pricing PE3596-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG142B/U COAX, DOUBLE SHIELDED 50 OHM, RG223/U COAX, DOUBLE SHIELDED 
Model No. Length 100 + Model No. Length 50-99 100 + 
PE3490-12 12 aL wae aT $25.48 PE33647-12 12° stieE a3 ane $25.48 
PE3490-24 24" 34.30 31.90 29.50 27.44 PE33647-24 24" 33.10 30.78 28.47 26.48 
PE3490-36 36" 36.75 34.18 31.61 29.40 PE33647-36 36" 34.30 31.90 29.50 27.44 
PE3490-48 48" 39.20 36.46 33.71 31.36 PE33647-48 48" 35.50 33.02 30.53 28.40 
PE3490-60 60" 41.65 38.73 35.82 33.32 PE33647-60 60" 36.75 34.18 31.61 29.40 
PE3490-XX Any Same-Day Shipment / Call for Pricing PE33647-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG174A/U COAX 50 OHM, RG316/U COAX 
Model No. Length 50-99 100 + Model No. Length 50-99 100 + 
PE3883-12 120 eae Sai $21.07 $19.60 PE3808-12 12a aes roe $21.07 $19.60 
PE3883-24 24" 24.75 23.02 21.29 19.80 PE3808-24 24" 25.40 23.62 21.84 20.32 
PE3883-36 36" 25.00 23029 21.50 20.00 PE3808-36 36" 26.30 24.46 22.62 21.04 
PE3883-48 48" 25.25 23.48 21.72 20.20 PE3808-48 48" 27.15 25.25 23.35 21.72 
PE3883-60 60" 25.50 2aene 21.93 20.40 PE3808-60 60" 28.10 26.13 24.17 22.48 
PE3883-XX Any Same-Day Shipment / Call for Pricing PE3808-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG178B/U_ COAX 50 OHM, RG316-DS COAX, DOUBLE SHIELDED 
Model No. Length 50-99 100 + Model No. Length 100 + 
PE3902-12 12" hE 50308 $22.15 $20.60 PE34721-12 128 ara ea a $21.56 
PE3902-24 24" 26.60 24.74 22.88 21.28 PE34721-24 24" 29.20 27.16 25.11 23.36 
PE3902-36 36" 27.50 25.58 23.65 22.00 PE34721-36 36" 31.40 29.20 27.00 25.12 
PE3902-48 48" 28.40 26.41 24.42 22.72 PE34721-48 48" 33.65 31.29 28.94 26.92 
PE3902-60 60" 29.30 27.25 25.20 23.44 PE34721-60 60" 35.85 33.34 30.83 28.68 
PE3902-XX Any Same-Day Shipment / Call for Pricing PE34721-XX Any Same-Day Shipment / Call for Pricing 
90 OHM, RG188A/U | COAX 50 OHM, RG400/U COAX, DOUBLE SHIELDED 
Model No. Length 50-99 100 + Model No. Length 25-49 50-99 100 + 
PE3595-12 iP Ay ath ie $21.07 $19.60 PE34494-12 i2Zy ik z $29.62 $27.39 $25.48 
PE3595-24 24" 25.40 23.62 21.84 20.32 PE34494-24 24" 34.30 31.90 29.50 27.44 
PE3595-36 36" 26.30 24.46 22.62 21.04 PE34494-36 36" 36.75 34.18 31.61 29.40 
PE3595-48 48" 27.15 25.25 23035 2ie72 PE34494-48 48" 39.20 36.46 33.71 31.36 
PE3595-60 60" 28.10 26.13 24.17 22.48 PE34494-60 60" 41.65 38.73 35.82 33.32 
PE3595-XX Any Same-Day Shipment / Call for Pricing PE34494-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG188- DS COAX, DOUBLE SHIELDED 50. OHM, LOW NOISE, PE- B9329 COAX {(BELDEN 8329) 
Model No. Length 100 + Model No. Length 
PE33154-12 12" Tate era sii $21.56 Sa 12 12” iad See ae ae 
PE33154-24 24" 29.20 27.16 25.11 23.36 PE34501-24 24" 30.40 28.27 26.14 24.32 
PE33154-36 500 31.40 29.20 27.00 25.12 PE34501-36 36" 32.60 30.32 28.04 26.08 
PE33154-48 48" 33.65 31.29 28.94 26.92 PE34501-48 48" 34.85 32.41 29.97 27.88 
PE33154-60 60" 35.85 33.34 30.83 28.68 PE34501-60 60" 37.05 34.46 31.86 29.64 
PE33154-XX Any Same-Day Shipment / Call for Pricing PE34501-XX Any Same-Day Shipment / Call for Pricing 
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SMC PLUG TO SMC PLUG RIGHT ANGLE 


WARNING!!! ALL CONNECTORS ON THIS PAGE ARE “50 OHM SMC” CONNECTORS AND DO NOT MATE WITH “75 OHM SMC TYPE” CONNECTORS!!! 


50 OHM, RGS8C/U COAX 50 OHM, RG196A/U_ COAX 
Model No. Length 50-99 100 + Model No. Length 50-99 100 + 
PE33658-12 12h ah a $29.50 $27.44 PE3601-12 128 vat ‘nies $27.39 $25.48 
PE33658-24 24" 34.70 S2e7 29.84 27.76 PE3601-24 24" $2275 30.46 28.17 26.20 
PE33658-36 36" 35.05 32.60 30.14 28.04 PE3601-36 36" 33:05 31.29 28.94 26.92 
PE33658-48 48" 35.45 32.97 30.49 28.36 PE3601-48 48" 34.55 Beals 29.71 27.64 
PE33658-60 60" 35.80 33.29 30.79 28.64 PE3601-60 60" 35.40 32.92 30.44 28.32 
PE33658-XX Any Same-Day Shipment / Call for Pricing PE3601-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG142B/U COAX, DOUBLE SHIELDED 50 OHM, RG223/U COAX, DOUBLE SHIELDED 
Model No. Length 100 + Model No. Length 
PE33660-12 12h aoe eet sree $30.40 PE33664-12 Iau aD Sine Biel $29.40 
PE33660-24 24" 40.45 37.62 34.79 32.36 PE33664-24 24" 38.00 35.34 32.68 30.40 
PE33660-36 36" 42.85 39.85 36.85 34.28 PE33664-36 36" 39.20 36.46 33.71 31.36 
PE33660-48 48" 45.35 42.18 39.00 36.28 PE33664-48 48" 40.45 37.62 34.79 32.36 
PE33660-60 60" 47.75 44.41 41.07 38.20 PE33664-60 60" 41.65 38.73 35.82 33.32 
PE33660-XX Any Same-Day Shipment / Call for Pricing PE33664-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG174A/U_ COAX 50 OHM, RG316/U COAX 
Model No. Length 50-99 100 + Model No. Length 50-99 100 + 
PE33556-12 12% ie aD $28.47 $26.48 PE33363-12 12h Cae ort $26.36 $24.52 
PE33556-24 24" 33.35 31.02 28.68 26.68 PE33363-24 24" 31.50 29.30 27.09 25.20 
PE33556-36 36" 33.60 Sed 28.90 26.88 PE33363-36 36" 32.40 30.13 27.86 25.92 
PE33556-48 48" 33.85 31.48 29.11 27.08 PE33363-48 48" 33.30 30.97 28.64 26.64 
PE33556-60 60" 34.05 31.67 29.28 27.24 PE33363-60 60" 34.20 31.81 29.41 27.36 
PE33556-XX Any Same-Day Shipment / Call for Pricing PE33363-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG178B/U COAX 50 OHM, RG316-DS COAX, DOUBLE SHIELDED 
Model No. Length 50-99 100 + Model No. Length 100 + 
PE34492-12 12) ahiae sas $27.39 $25.48 PE34518-12 128 i OTE WT $26.48 
PE34492-24 24" 32.75 30.46 28.17 26.20 PE34518-24 24" 35.30 32.83 30.36 28.24 
PE34492-36 36" 33.65 31.29 28.94 26.92 PE34518-36 36" 37.50 34.88 32.25 30.00 
PE34492-48 48" 34.55 32.15 29.71 27.64 PE34518-48 48" 39.75 36.97 34.19 31.80 
PE34492-60 60" 35.40 32.92 30.44 28.32 PE34518-60 60" 41.95 39.01 36.08 33.56 
PE34492-XX Any Same-Day Shipment / Call for Pricing PE34518-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG188A/U COAX 50 OHM, RG400/U COAX, DOUBLE SHIELDED 
Model No. Length 25-49 50-99 100 + Model No. Length 
PE3600-12 12 aot $28.50 $26.36 $24.52 PE34496-12 12h a Ser rue $30.40 
PE3600-24 24" 31.50 29.30 27.09 25.20 PE34496-24 24" 40.45 37.62 34.79 32.36 
PE3600-36 36" 32.40 30.13 27.86 2592 PE34496-36 36" 42.85 39.85 36.85 34.28 
PE3600-48 48" 33.30 30.97 28.64 26.64 PE34496-48 48" 45.35 42.18 39.00 36.28 
PE3600-60 60" 34.20 31.81 29.41 27.36 PE34496-60 60" 47.75 44.41 41.07 38.20 
PE3600-XX Any Same-Day Shipment / Call for Pricing PE34496-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG188-DS COAX, DOUBLE SHIELDED 50 OHM, LOW NOISE, PE- B9329 COAX {BELDEN 8329) 
Model No. Length 100 + Model No. Length 
PE34499-12 12% er aE Swe $26.48 PE34502-12 12h ara ioe ae AC 
PE34499-24 24" 35.30 32.83 30.36 28.24 PE34502-24 24" 36.50 33.95 31.39 29.20 
PE34499-36 36" 37.50 34.88 32.25 30.00 PE34502-36 36% 38.75 36.04 33.335 31.00 
PE34499-48 48" 39.75 36.97 34.19 31.80 PE34502-48 48" 41.00 38.13 35.26 32.80 
PE34499-60 60" 41.95 39.01 36.08 33.56 PE34502-60 60" 43.25 40.22 37.20 34.60 
PE34499-XX Any Same-Day Shipment / Call for Pricing PE34502-XX Any Same-Day Shipment / Call for Pricing 
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SMC PLUG RIGHT ANGLE TO SMC PLUG RIGHT ANGLE 


WARNING!!! ALL CONNECTORS ON THIS PAGE ARE “50 OHM SMC” CONNECTORS AND DO NOT MATE WITH “75 OHM SMC TYPE” CONNECTORS!!! 


50 OHM, RGS8C/U COAX 


Model No. Length 50-99 100 + 
PE33643-12 12" ass Ste $29.50 $27.44 
PE33643-24 24" 34.70 32.27 29.84 27.76 
PE33643-36 36" 35.05 32.60 30.14 28.04 
PE33643-48 48" 35.45 32.97 30.49 28.36 
PE33643-60 60" 35.80 33.29 30.79 28.64 
PE33643-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, RG142B/U COAX, DOUBLE SHIELDED | 


Model No. Length 

PE33645-12 125 ati CFT ane aie 
PE33645-24 24" 40.45 37.62 34.79 32.36 
PE33645-36 36" 42.85 39.85 36.85 34.28 
PE33645-48 48" 45.35 42.18 39.00 36.28 
PE33645-60 60" 47.75 44.41 41.07 38.20 
PE33645-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, RG174A/U COAX 


Model No. Length 50-99 100 + 
PE3918-12 125 ORT aT $28.47 $26.48 
PE3918-24 24" 33535 31.02 28.68 26.68 
PE3918-36 36" 33.60 31.25 28.90 26.88 
PE3918-48 48" 33.85 31.48 29.11 27.08 
PE3918-60 60" 34.05 31.67 29.28 27.24 
PE3918-XX Any Same-Day Shipment / Call for Pricing 


90 OHM, RG178B/U_ COAX 


Model No. Length 50-99 100 + 
PE3765-12 120 0 at $29.50 $27.44 
PE3765-24 24" 35.20 32.74 30.27 28.16 
PE3765-36 36" 36.10 33.57 31.05 28.88 
PE3765-48 48" 36.95 34.36 31.78 29.56 
PE3765-60 60" 37.90 35.25 32.59 30.32 
PE3765-XX Any Same-Day Shipment / Call for Pricing 


90 OHM, RG188A/U COAX 


Model No. Length 25-49 50-99 100 + 
PE3597-12 12" oR $30.78 $28.47 $26.48 
PE3597-24 24" 34.00 31.62 29.24 27.20 
PE3597-36 36" 34.85 32.41 29.97 27.88 
PE3597-48 48" 35.75 33.25 30.75 28.60 
PE3597-60 60" 36.65 34.08 31.52 29.32 
PE3597-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, RG188- DS COAX, DOUBLE SHIELDED 


Model No. Length -49 100 + 
PE34464-12 i2n art Tm ae $28.40 
PE34464-24 24" 37.75 35.11 32.47 30.20 
PE34464-36 36" 40.00 37.20 34.40 32.00 
PE34464-48 48" 42.20 39.25 36.29 33.76 
PE34464-60 60" 44.45 41.34 38.23 35.56 
PE34464-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, RG196A/U COAX 
Model No. Length 1-24 25-49 50-99 100 + 
PE3598-12 12% $34.30 $31.90 $29.50 $27.44 
PE3598-24 24" 35.20 32.74 30.27 28.16 
PE3598-36 36" 36.10 33.57 31.05 28.88 
PE3598-48 48" 36.95 34.36 31.78 29.56 
PE3598-60 60" 37.90 35.25 32.59 30.32 
PE3598-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, RG223/U COAX, DOUBLE SHIELDED 


Model No. "Length 

PE33649-12 120 aint rer ii $29.40 
PE33649-24 24" 38.00 35.34 32.68 30.40 
PE33649-36 36" 39.20 36.46 33.71 31.36 
PE33649-48 48" 40.45 37.62 34.79 32.36 
PE33649-60 60" 41.65 38.73 35.82 33.32 
PE33649-XX Any Same-Day Shipment / Call for Pricing 


90 OHM, RG316/U COAX 


Model No. Length 50-99 100 + 
PE3919-12 12 CAT aot $28.47 $26.48 
PE3919-24 24" 34.00 31.62 29.24 27.20 
PE3919-36 36" 34.85 32.41 29.97 27.88 
PE3919-48 48" S5.709 33.25 30.75 28.60 
PE3919-60 60" 36.65 34.08 31.52 29.32 
PE3919-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, RG316-DS COAX, DOUBLE SHIELDED | 


Model No. Length 

PE34462-12 12" ane ai noe catia 
PE34462-24 24" 37.75 35.11 32.47 30.20 
PE34462-36 36" 40.00 37.20 34.40 32.00 
PE34462-48 48" 42.20 39.25 36.29 33.76 
PE34462-60 60" 44.45 41.34 38.23 35.56 
PE34462-XX Any Same-Day Shipment / Call for Pricing 


90 OHM, RG400/U COAX, DOUBLE SHIELDED 


Model No. Length 

PE34459-12 122 aati an ae $30.40 
PE34459-24 24" 40.45 37.62 34.79 32.36 
PE34459-36 36" 42.85 39.85 36.85 34.28 
PE34459-48 48" 45.35 42.18 39.00 36.28 
PE34459-60 60" 47.75 44.41 41.07 38.20 
PE34459-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, LOW NOISE, PE-B9329 COAX (BELDEN 9329) 
50-99 00 + 


Model No. Length 1-24 

PE34466-12 125 $36.75 are $31.61 $29.40 
PE34466-24 24" 39.00 36.27 33.54 31.20 
PE34466-36 36" 41.20 38.32 35.43 32.96 
PE34466-48 48" 43.45 40.41 37.37 34.76 
PE34466-60 60" 45.65 42.45 39.26 36.52 
PE34466-XX Any Same-Day Shipment / Call for Pricing 


**ROHS COMPLIANT & CUSTOM-LENGTH CABLE ASSEMBLIES MAY BE ORDERED ON OUR WEBSITE.** 
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SMC PLUG RIGHT ANGLE TO SMC JACK BULKHEAD 


USE MOUNTING HOLE BO1 ON PAGE 253 


WARNING!!! ALL CONNECTORS ON THIS PAGE ARE “50 OHM SMC” CONNECTORS AND DO NOT MATE WITH “75 OHM SMC TYPE” CONNECTORS!!! 


50 OHM, RG58C/U COAX 50 OHM, RG196A/U COAX 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE34476-12 128 $39.20 $36.46 $33.71 $31.36 PE33692-12 129 $36.75 $34.18 $31.61 $29.40 
PE34476-24 24" 39.60 36.83 34.06 31.68 PE33692-24 24" 37.65 35.01 32.38 30.12 
PE34476-36 36" 39.95 37.15 34.36 31.96 PE33692-36 36" 38.55 35.85 33.15 30.84 
PE34476-48 48" 40.35 37.53 34.70 32.28 PE33692-48 43" 39.45 36.69 33.93 31.56 
PE34476-60 60" 40.70 37.85 35.00 32.56 PE33692-60 60" 40.30 37.48 34.66 32.24 
PE34476-XX Any Same-Day Shipment / Call for Pricing PE33692-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, RG142B/U COAX, DOUBLE SHIELDED 50 OHM, RG223/U COAX, DOUBLE SHIELDED 


Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE34478-12 pd $40.45 $37.62 $34.79 $32.36 PE34480-12 125 $40.45 $37.62 $34.79 $32.36 
PE34478-24 24" 42.85 39.85 36.85 34.28 PE34480-24 24" 41.65 38.73 35.82 33.32 
PE34478-36 36" 45.35 42.18 39.00 36.28 PE34480-36 36" 42.85 39.85 36.85 34.28 
PE34478-48 48" 47.75 44.41 41.07 38.20 PE34480-48 48" 44.10 41.01 37.93 35.28 
PE34478-60 60" 50.25 46.73 43.22 40.20 PE34480-60 60" 45.35 42.18 39.00 36.28 
PE34478-XX Any Same-Day Shipment / Call for Pricing PE34480-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG174A/U COAX 50 OHM, RG316/U COAX 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE34078-12 125 $33.10 $30.78 $28.47 $26.48 PE34472-12 125 $33.10 $30.78 $28.47 $26.48 
PE34078-24 24" 33.35 31.02 28.68 26.68 PE34472-24 24" 34.00 31.62 29.24 27.20 
PE34078-36 36" 33.60 B25 28.90 26.88 PE34472-36 36" 34.85 32.41 29.97 27.88 
PE34078-48 48" 33.85 31.48 29.11 27.08 PE34472-48 48" 35.75 35.05 30.75 28.60 
PE34078-60 60" 34.05 31.67 29.28 27.24 PE34472-60 60" 36.65 34.08 31.52 29.32 
PE34078-XX Any Same-Day Shipment / Call for Pricing PE34472-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG178B/U COAX 50 OHM, RG316-DS COAX, DOUBLE SHIELDED 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE34470-12 2s $36.75 $34.18 $31.61 $29.40 PE34474-12 125 $35.50 $33.02 $30.53 $28.40 
PE34470-24 24" 37.65 35.01 32.38 30.12 PE34474-24 24" 37.75 35.11 32.47 30.20 
PE34470-36 36" 38.55 35.85 33.15 30.84 PE34474-36 36" 40.00 37.20 34.40 32.00 
PE34470-48 48" 39.45 36.69 33.93 31.56 PE34474-48 48" 42.20 39.25 36.29 33.76 
PE34470-60 60" 40.30 37.48 34.66 32.24 PE34474-60 60" 44.45 41.34 38.23 35.56 
PE34470-XX Any Same-Day Shipment / Call for Pricing PE34474-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG188A/U COAX 50 OHM, RG400/U COAX, DOUBLE SHIELDED 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE3602-12 125 $33.10 $30.78 $28.47 $26.48 PE34482-12 125 $40.45 $37.62 $34.79 $32.36 
PE3602-24 24" 34.00 31.62 29.24 27.20 PE34482-24 24" 42.85 39.85 36.85 34.28 
PE3602-36 36" 34.85 32.41 29.97 27.88 PE34482-36 36" 45.35 42.18 39.00 36.28 
PE3602-48 48" 35.75 33.25 30.75 28.60 PE34482-48 48" 47.75 44.41 41.07 38.20 
PE3602-60 60" 36.65 34.08 Slee 29.32 PE34482-60 60” 50.25 46.73 43.22 40.20 
PE3602-XX Any Same-Day Shipment / Call for Pricing PE34482-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, RG188-DS COAX, DOUBLE SHIELDED 50 OHM, LOW NOISE, PE-B9329 COAX (BELDEN 9329) 


Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE34484-12 12% $35.50 $33.02 $30.53 $28.40 PE34486-12 12" $36.75 $34.18 $31.61 $29.40 
PE34484-24 24" BT .2S 35a 32.47 30.20 PE34486-24 24" 39.00 36.27 33.54 31.20 
PE34484-36 36" 40.00 37.20 34.40 32.00 PE34486-36 36" 41.20 38.32 35.43 32.96 
PE34484-48 48" 42.20 39.25 36.29 33.76 PE34486-48 48" 43.45 40.41 37.37. 34.76 
PE34484-60 60" 44.45 41.34 38.23 35.56 PE34486-60 60" 45.65 42.45 39.26 36.52 
PE34484-XX Any Same-Day Shipment / Call for Pricing PE34486-XX Any Same-Day Shipment / Call for Pricing 
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SMC PLUG TO SMC JACK BULKHEAD 


USE MOUNTING HOLE B01 ON PAGE 253 


WARNING!!! ALL CONNECTORS ON THIS PAGE ARE “50 OHM SMC” CONNECTORS AND DO NOT MATE WITH “75 OHM SMC TYPE” CONNECTORS!!! 


50 OHM, RG58C/U COAX 
Model No. Length 1-24 25-49 50-99 100 + 
PE34503-12 ize $39.20 $36.46 $33.71 $31.36 
PE34503-24 24" 39.60 36.83 34.06 31.68 
PE34503-36 36" 39.95 B7 ao 34.36 31.96 
PE34503-48 48" 40.35 37.53 34.70 32.28 
PE34503-60 60" 40.70 37.85 35.00 32.56 
PE34503-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, RG142B/U COAX, DOUBLE SHIELDED 


Model No. Length 1-24 25-49 50-99 100 + 
PE34505-12 ip $40.45 $37 .62 $34.79 $32.36 
PE34505-24 24" 42.85 39.85 36.85 34.28 
PE34505-36 36" 45.35 42.18 39.00 36.28 
PE34505-48 48" 47.75 44.41 41.07 38.20 
PE34505-60 60" 50.25 46.73 43.22 40.20 
PE34505-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG174A/U COAX 
Model No. Length 1-24 25-49 50-99 100 + 
PE33580-12 125 $33.10 $30.78 $28.47 $26.48 
PE33580-24 24" 33585 31.02 28.68 26.68 
PE33580-36 36" 33.60 Slee 28.90 26.88 
PE33580-48 48" 33.85 31.48 29.11 27.08 
PE33580-60 60" 34.05 31.67 29.28 27.24 
PE33580-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG178B/U COAX 
Model No. Length 1-24 25-49 50-99 100 + 
PE33352-12 125 $34.30 $31.90 $29.50 $27.44 
PE33352-24 24" 35.20 32.74 30.27 28.16 
PE33352-36 36" 36.10 33.57 31.05 28.88 
PE33352-48 48" 36.95 34.36 31.78 29.56 
PE33352-60 60" 37.90 35.25 32.59 30.32 
PE33352-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG188A/U COAX 
Model No. Length 1-24 25-49 50-99 100 + 
PE33686-12 12% $30.65 $28.50 $26.36 $24.52 
PE33686-24 24" 31.50 29.30 27.09 25.20 
PE33686-36 36" 32.40 30.13 27.86 25.92 
PE33686-48 48" 33.30 30.97 28.64 26.64 
PE33686-60 60" 34.20 31.81 29.41 27.36 
PE33686-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, RG188-DS COAX, DOUBLE SHIELDED 


Model No. Length 1-24 25-49 50-99 100 + 
PE34500-12 12 $33.10 $30.78 $28.47 $26.48 
PE34500-24 24" 35.30 32.83 30.36 28.24 
PE34500-36 36" 37.50 34.88 32.25 30.00 
PE34500-48 48" 39.75 36.97 34.19 31.80 
PE34500-60 60" 41.95 39.01 36.08 33.56 
PE34500-XX Any Same-Day Shipment / Call for Pricing 
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50 OHM, RG196A/U COAX 
Model No. Length 1-24 25-49 50-99 100 + 
PE33688-12 12" $34.30 $31.90 $29.50 $27.44 
PE33688-24 24" 35.20 32.74 30.27 28.16 
PE33688-36 36" 36.10 33.57 31.05 28.88 
PE33688-48 48" 36.95 34.36 31.78 29.56 
PE33688-60 60" 37.90 35.25 32.59 30.32 
PE33688-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, RG223/U COAX, DOUBLE SHIELDED 


Model No. Length 1-24 25-49 50-99 100 + 
PE34507-12 125 $39.20 $36.46 $33.71 $31.36 
PE34507-24 24" 40.45 37.62 34.79 32.36 
PE34507-36 36" 41.65 38.73 35.82 33.32 
PE34507-48 48" 42.85 39.85 36.85 34.28 
PE34507-60 60" 44.10 41.01 37.93 35.28 
PE34507-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG316/U COAX 
Model No. Length 1-24 25-49 50-99 100 + 
PE33690-12 122 $30.65 $28.50 $26.36 $24.52 
PE33690-24 24" 31.50 29.30 27.09 25.20 
PE33690-36 36" 32.40 30.13 27.86 25.92 
PE33690-48 48" 33.30 30.97 28.64 26.64 
PE33690-60 60" 34.20 31.81 29.41 27.36 
PE33690-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, RG316-DS COAX, DOUBLE SHIELDED 


Model No. Length 1-24 25-49 50-99 100 + 
PE34511-12 125 $33.10 $30.78 $28.47 $26.48 
PE34511-24 24" 35.30 32.83 30.36 28.24 
PE34511-36 36" 37.50 34.88 32.25 30.00 
PE34511-48 48" 39.75 36.97 34.19 31.80 
PE34511-60 60" 41.95 39.01 36.08 33.56 
PE34511-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, RG400/U COAX, DOUBLE SHIELDED 


Model No. Length 1-24 25-49 50-99 100 + 
PE34498-12 12s $40.45 $37.62 $34.79 $32.36 
PE34498-24 24" 42.85 39.85 36.85 34.28 
PE34498-36 36" 45.35 42.18 39.00 36.28 
PE34498-48 48" 47.75 44.41 41.07 38.20 
PE34498-60 60" 50.25 46.73 43.22 40.20 
PE34498-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, LOW NOISE, PE-B9329 COAX (BELDEN 9329) 


Model No. Length 1-24 25-49 50-99 100 + 
PE34509-12 12" $34.30 $31.90 $29.50 $27.44 
PE34509-24 24" 36.50 33.95 31.39 29.20 
PE34509-36 36" 38.75 36.04 83.533 31.00 
PE34509-48 48" 41.00 38.13 35.26 32.80 
PE34509-60 60" 43.25 40.22 37.20 34.60 
PE34509-XX Any Same-Day Shipment / Call for Pricing 


**ROHS COMPLIANT & CUSTOM-LENGTH CABLE ASSEMBLIES MAY BE ORDERED ON OUR WEBSITE.** 


Toll-Free: 866-PASTERNACK (866-727-8376) 


Free Ground Freight 
Same-Day Shipping 


SMA MALE TO SMC PLUG 


50 OHM, RG58C/U COAX 50 OHM, RG196A/U COAX 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE3210-12 i2y $33.30 $30.97 $28.64 $26.64 PE34450-12 125 $47.00 $43.71 $40.42 $37.60 
PE3210-24 24" 33.65 31.29 28.94 26.92 PE34450-24 24" 47.85 44.50 41.15 38.28 
PE3210-36 36" 34.05 31.67 29.28 27.24 PE34450-36 36" 48.80 45.38 41.97 39.04 
PE3210-48 48" 34.40 31.99 29.58 27.52 PE34450-48 48" 49.70 46.22 42.74 39.76 
PE3210-60 60" 34.80 32.36 29.93 27.84 PE34450-60 60" 50.55 47.01 43.47 40.44 
PE3210-XX Any Same-Day Shipment / Call for Pricing PE34450-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, RG142B/U COAX, DOUBLE SHIELDED 50 OHM, RG223/U COAX, DOUBLE SHIELDED 


Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE3214-12 12? $36.75 $34.18 $31.61 $29.40 PE3226-12 12% $33.70 $31.34 $28.98 $26.96 
PE3214-24 24" 39.20 36.46 33.71 31.36 PE3226-24 24" 34.90 32.46 30.01 27.92 
PE3214-36 36" 41.65 38.73 35.82 BS0S2 PE3226-36 36" 36.15 33.62 31.09 28.92 
PE3214-48 48" 44.10 41.01 37.93 35.28 PE3226-48 48" 37.35 34.74 32.12 29.88 
PE3214-60 60" 46.55 43.29 40.03 37.24 PE3226-60 60" 38.60 35.90 33.20 30.88 
PE3214-XX Any Same-Day Shipment / Call for Pricing PE3226-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG174A/U COAX 50 OHM, RG316/U COAX 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE3944-12 12" $33.25 $30.92 $28.60 $26.60 PE3809-12 125 $33.55 $31.20 $28.85 $26.84 
PE3944-24 24" 33.45 31.11 28.77 26.76 PE3809-24 24" 34.45 32.04 29.63 27.56 
PE3944-36 36" 33.70 31.34 28.98 26.96 PE3809-36 36" 35.30 32.83 30.36 28.24 
PE3944-48 48" 33.95 LP 29.20 27.16 PE3809-48 48" 36.20 33.67 31.13 28.96 
PE3944-60 60" 34.20 31.81 29.41 27.36 PE3809-60 60" 37.05 34.46 31.86 29.64 
PE3944-XX Any Same-Day Shipment / Call for Pricing PE3809-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG178B/U COAX 50 OHM, RG316-DS COAX, DOUBLE SHIELDED 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE3561-12 12" $47.00 $43.71 $40.42 $37.60 PE34456-12 125 $36.65 $34.08 $31.52 $29.32 
PE3561-24 24" 47.85 44.50 41.15 38.28 PE34456-24 24" 38.90 36.18 33.45 31.12 
PE3561-36 36" 48.80 45.38 41.97 39.04 PE34456-36 36" 41.10 38.22 35.35 32.88 
PE3561-48 48" 49.70 46.22 42.74 39.76 PE34456-48 48" 43.35 40.32 37.28 34.68 
PE3561-60 60" 50.55 47.01 43.47 40.44 PE34456-60 60" 45.55 42.36 39.17 36.44 
PE3561-XX Any Same-Day Shipment / Call for Pricing PE34456-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG188A/U COAX 50 OHM, RG400/U COAX, DOUBLE SHIELDED 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE3736-12 2 $33.55 $31.20 $28.85 $26.84 PE34454-12 12? $36.75 $34.18 $31.61 $29.40 
PE3736-24 24" 34.45 32.04 29.63 27.56 PE34454-24 24" 39.20 36.46 83.71 31.36 
PE3736-36 36" 35.30 32.83 30.36 28.24 PE34454-36 36" 41.65 38.73 35.82 33.32 
PE3736-48 48" 36.20 33.67 S113 28.96 PE34454-48 48" 44.10 41.01 37.93 35.28 
PE3736-60 60" 37.05 34.46 31.86 29.64 PE34454-60 60" 46.55 43.29 40.03 37.24 
PE3736-XX Any Same-Day Shipment / Call for Pricing PE34454-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, RG188-DS COAX, DOUBLE SHIELDED 50 OHM, LOW NOISE, PE-B9329 COAX (BELDEN 9329) 


Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE34458-12 125 $36.65 $34.08 $31.52 $29.32 PE34460-12 12% $37.90 $35.25 $32.59 $30.32 
PE34458-24 24" 38.90 36.18 33.45 31.12 PE34460-24 24" 40.10 37.29 34.49 32.08 
PE34458-36 36" 41.10 38.22 35.35 32.88 PE34460-36 36" 42.30 39.34 36.38 33.84 
PE34458-48 48" 43.35 40.32 37.28 34.68 PE34460-48 48" 44.55 41.43 38.31 35.64 
PE34458-60 60" 45.55 42.36 39.17 36.44 PE34460-60 60" 46.75 43.48 40.21 37.40 
PE34458-XX Any Same-Day Shipment / Call for Pricing PE34460-XX Any Same-Day Shipment / Call for Pricing 
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SMA MALE TO TNC MALE 


53.5 OHM, RGSSB/U COAX, DOUBLE SHIELDED 


Model No. Length 

PE34250-12 2s sities OK reer Gos ie 
PE34250-24 24" 32.50 30.23 27.95 26.00 
PE34250-36 36" 33.20 30.88 28.55 26.56 
PE34250-48 48" 33.85 31.48 29.11 27.08 
PE34250-60 60" 34.55 S2er 29.71 27.64 
PE34250-XX Any Same-Day Shipment / Call for Pricing © 

50 OHM, RGS8C/U COAX 

Model No. Length 50-99 100 + 
PE3154-12 2s. mrt ra $25.28 $23.52 
PE3154-24 24" 29.80 rapper hl 25.63 23.84 
PE3154-36 36" 30.15 28.04 25.93 24.12 
PE3154-48 48" 30.55 28.41 26.27 24.44 
PE3154-60 60" 30.90 28.74 26.57 24.72 
PE3154-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, RG142B/U COAX, DOUBLE SHIELDED 


Model No. Length 
PE3664-12 12" at aT pate ae 
PE3664-24 24" 31.85 29.62 27.39 25.48 
PE3664-36 36" 34.30 31.90 29.50 27.44 
PE3664-48 48" 36.75 34.18 31.61 29.40 
PE3664-60 60" 39.20 36.46 < Fey A} 31.36 
PE3664-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG174A/U COAX 
Model No. Length 50-99 100 + 
PE3178-12 Ze Gs i0 aT $28.47 $26.48 
PE3178-24 24" 33.35 31.02 28.68 26.68 
PE3178-36 36" 33.60 31.25 28.90 26.88 
PE3178-48 48" Sa00 31.48 29.11 27.08 
PE3178-60 60" 34.05 31.67 29.28 27.24 
PE3178-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG178B/U_ COAX 
Model No. Length 50-99 100 + 
PE34248-12 120 ai ene $33.71 $31.36 
PE34248-24 24" 40.10 37.29 34.49 32.08 
PE34248-36 36" 41.00 38.13 35.26 32.80 
PE34248-48 48" 41.85 38.92 35.99 33.48 
PE34248-60 60" 42.75 39.76 36.77 34.20 
PE34248-XX Any Same-Day Shipment / Call for Pricing 
75 OHM, RG179B/U_ COAX 
Model No. Length 50-99 100 + 
PE34255-12 125 roy ae $28.47 $26.48 
PE34255-24 24" 34.00 31.62 29.24 27.20 
PE34255-36 36" 34.85 32.41 29.97 27.88 
PE34255-48 48" 35.75 33.25 30.75 28.60 
PE34255-60 60" 36.65 34.08 31.52 29.32 
PE34255-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG188A/U COAX 
Model No. Length 1-24 25-49 50-99 100 + 
PE33361-12 125 $33.10 $30.78 $28.47 $26.48 
PE33361-24 24" 34.00 31.62 29.24 27.20 
PE33361-36 36" 34.85 32.41 29.97 27.88 
PE33361-48 48" 35.75 33325 30.75 28.60 
PE33361-60 60" 36.65 34.08 31.52 29.32 
PE33361-XX Any Same-Day Shipment / Call for Pricing 
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50 OHM, RG21 3/U COAX 


50-99 100 + 


Model No. Length 

PE33673-12 i2: mE ‘eaten $63.25 $58.84 
PE33673-24 24" 74.45 69.24 64.03 59.56 
PE33673-36 36" 75.40 70.12 64.84 60.32 
PE33673-48 48" 76.30 70.96 65.62 61.04 
PE33673-60 60" Ligeo 71.84 66.44 61.80 
PE33673-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, RG214/U COAX, DOUBLE SHIELDED 


100 + 


Model No. Length 

PE3176-12 125 sates ait sais $63.72 
PE3176-24 24" 82.95 77.14 71.34 66.36 
PE3176-36 36" 86.30 80.26 74.22 69.04 
PE3176-48 48" 89.65 83.37 77.10 71.72 
PE3176-60 60" 93.00 86.49 79.98 74.40 
PE3176-XX Any Same-Day Shipment / Call for Pricing 


30 OHM, RG223/U COAX, DOUBLE SHIELDED 


Model No. Length 

PE3535-12 12™ oral aR? ee $23.52 
PE3535-24 24" 30.65 28.50 26.36 24.52 
PE3535-36 36" 31.85 29.62 27.39 25.48 
PE3535-48 48" 33.10 30.78 28.47 26.48 
PE3535-60 60" 34.30 31.90 29.50 27.44 
PE3535-XX Any Same-Day Shipment / Call for Pricing 

50 OHM, RG31 6/U COAX 

Model No. Length 50-99 100 + 
PE3174-12 Wa wae ee $28.47 $26.48 
PE3174-24 24" 34.00 31.62 29.24 27.20 
PE3174-36 36" 34.85 32.41 29.97 27.88 
PE3174-48 48" 35.75 33.25 30.75 28.60 
PE3174-60 60" 36.65 34.08 31.52 29.32 
PE3174-XX Any Same-Day Shipment / Call for Pricing 


90 OHM, RG316- DS COAX, DOUBLE SHIELDED 


Model No. Length _ 

PE34246-12 12? net au ae aie 
PE34246-24 24" 37.75 35.11 32.47 30.20 
PE34246-36 36" 40.00 37.20 34.40 32.00 
PE34246-48 48" 42.20 39.25 36.29 33.76 
PE34246-60 60" 44.45 41.34 38.23 35.56 
PE34246-XX Any Same-Day Shipment / Call for Pricing 


90 OHM, RG393/U COAX, DOUBLE SHIELDED 


Model No. Length 
PE34253-12 12" 
PE34253-24 24" 
PE34253-36 36" 
PE34253-48 48" 
PE34253-60 60" 
PE34253-XX Any 


aie Bue seaiee ue 
87.40 81.28 75.16 69.92 
95.25 88.58 81.92 76.20 
103.00 95.79 88.58 82.40 
110.80 103.04 95.29 88.64 
Same-Day Shipment / Call for Pricing 


50 OHM, RG400/U COAX, DOUBLE SHIELDED 


0 + 


Model No. "Length 

PE33948-12 128 ase ae ee $23.52 
PE33948-24 24" 31.85 29.62 27.39 25.48 
PE33948-36 36" 34.30 31.90 29.50 27.44 
PE33948-48 48" 36.75 34.18 31.61 29.40 
PE33948-60 60" 39.20 36.46 33.71 31.36 
PE33948-XX Any Same-Day Shipment / Call for Pricing 


**ROHS COMPLIANT & CUSTOM-LENGTH CABLE ASSEMBLIES MAY BE ORDERED ON OUR WEBSITE. ** 


Phone: 949-261-1920 Fax: 949-261-7451 


Free Ground Freight 
Same-Day Shipping 


SEMI-RIGID & RE-SHAPEABLE CABLE ASSEMBLIES 
SMA MALE TO TNC MALE 


50 OHM, RG402/U (.141” BARE COPPER) 


Model No. Length 1-24 25-49 50-99 100 + 
PE3089-12 ila $48.25 $44.87 $41.50 $38.60 
PE3089-24 24" 51.55 47.94 44.33 41.24 
PE3089-36 36" 54.90 51.06 47.21 43.92 
PE3089-48 48" 58.25 54.17 50.10 46.60 
PE3089-60 60" 61.60 57.29 52.98 49.28 
PE3089-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, PE-SR402AL (.141” TINNED ALUMINUM) 


Model No. Length 1-24 25-49 50-99 100 + 
PE34406-12 i2" $50.70 $47.15 $43.60 $40.56 
PE34406-24 24" 54.05 50.27 46.48 43.24 
PE34406-36 36" 57.35 53.34 49.32 45.88 
PE34406-48 48" 60.70 56.45 52.20 48.56 
PE34406-60 60" 64.05 59.57 55.08 51.24 
PE34406-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, PE-SR402FL (.141” RE-SHAPEABLE) 


Model No. Length 1-24 25-49 50-99 100 + 
PE33928-12 12" $50.70 $47.15 $43.60 $40.56 
PE33928-24 24" 54.05 50.27 46.48 43.24 
PE33928-36 36" 57.35 53.34 49.32 45.88 
PE33928-48 48" 60.70 56.45 52.20 48.56 
PE33928-60 60" 64.05 59.57 55.08 51.24 
PE33928-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, PE-047SR (.047” BARE COPPER) 


Model No. Length 1-24 25-49 50-99 100 + 
PE34408-12 125 $62.90 $58.50 $54.09 $50.32 
PE34408-24 24" 66.25 61.61 56.98 53.00 
PE34408-36 36" 69.65 64.77 59.90 Lay 4 
PE34408-48 48" 72.95 67.84 62.74 58.36 
PE34408-60 60" 76.30 70.96 65.62 61.04 
PE34408-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, PE-SRO47AL (.047” TINNED ALUMINUM) 


Model No. Length 1-24 25-49 50-99 100 + 
PE34410-12 2: $69.05 $64.22 $59.38 $55.24 
PE34410-24 24" 72.40 67.33 62.26 57.92 
PE34410-36 36" 75..75 70.45 65.15 60.60 
PE34410-48 48" 79.10 73.56 68.03 63.28 
PE34410-60 60" 82.40 76.63 70.86 65.92 
PE34410-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, PE-SRO47FL (.047” RE-SHAPEABLE) 


Model No. Length 1-24 25-49 50-99 100 + 
PE34412-12 128 $69.05 $64.22 $59.38 $55.24 
PE34412-24 24" 72.40 67.33 62.26 57.92 
PE34412-36 36" 15005 70.45 65.15 60.60 
PE34412-48 48" 79.10 73.56 68.03 63.28 
PE34412-60 60" 82.40 76.63 70.86 65.92 
PE34412-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, RG405/U (.085” BARE COPPER) 


Model No. Length 1-24 25-49 50-99 100 + 
PE33420-12 125 $50.70 $47.15 $43.60 $40.56 
PE33420-24 24" 54.05 50.27 46.48 43.24 
PE33420-36 36" 57.35 53.34 49.32 45.88 
PE33420-48 438" 60.70 56.45 52.20 48.56 
PE33420-60 60" 64.05 59.57 55.08 51.24 
PE33420-XX_ Any Same-Day Shipment / Call for Pricing 


50 OHM, PE-SR405AL (.085” TINNED ALUMINUM) 


Model No. Length 1-24 25-49 50-99 100 + 
PE34414-12 12% $53.15 $49.43 $45.71 $42.52 
PE34414-24 24" 56.45 52.50 48.55 45.16 
PE34414-36 36" 59.80 55.61 51.43 47.84 
PE34414-48 48" 63.20 58.78 54.35 50.56 
PE34414-60 60" 66.50 61.85 57.19 53.20 
PE34414-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, PE-SR405FL (.085” RE-SHAPEABLE) 


Model No. Length 1-24 25-49 50-99 100 + 
PE34416-12 125 $53.15 $49.43 $45.71 $42.52 
PE34416-24 24" 56.45 52.50 48.55 45.16 
PE34416-36 36" 59.80 55.61 51.43 47.84 
PE34416-48 48" 63.20 58.78 54.35 50.56 
PE34416-60 60" 66.50 61.85 57.19 53.20 
PE34416-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, RG401/U (.250” BARE COPPER) 


Model No. Length 1-24 25-49 50-99 100 + 
PE34418-12 Wa $64.60 $60.08 $55.56 $51.68 
PE34418-24 24" 71.30 66.31 61.32 57.04 
PE34418-36 36" 77.95 72.49 67.04 62.36 
PE34418-48 48" 84.65 78.72 72.80 67.72 
PE34418-60 60" 91.30 84.91 78.52 73.04 
PE34418-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, PE-SR401AL (.250” TINNED ALUMINUM) 


Model No. Length 1-24 25-49 50-99 100 + 
PE34420-12 12" $70.75 $65.80 $60.85 $56.60 
PE34420-24 24" 77.40 71.98 66.56 61.92 
PE34420-36 36" 84.10 78.21 7f#REE 67.28 
PE34420-48 48" 90.80 84.44 78.09 72.64 
PE34420-60 60" 97.45 90.63 83.81 77.96 
PE34420-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, PE-SR401FL (.250” RE-SHAPEABLE) 


Model No. Length 1-24 25-49 50-99 100 + 
PE34422-12 12" $70.75 $65.80 $60.85 $56.60 
PE34422-24 24" 77.40 71.98 66.56 61.92 
PE34422-36 36" 84.10 78.21 72.33 67.28 
PE34422-48 48" 90.80 84.44 78.09 72.64 
PE34422-60 60" 97.45 90.63 83.81 77.96 
PE34422-XX Any Same-Day Shipment / Call for Pricing 


**ROHS COMPLIANT & CUSTOM-LENGTH CABLE ASSEMBLIES MAY BE ORDERED ON OUR WEBSITE. ** 


Free Ground Freight  Ajl Products Available Online! www.pasternack.com 
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Same-Day Shipping Toll-Free: 866-PASTERNACK (866-727-8376) Phone: 949-261-1920 Fax: 949-261-7451 


BNC MALE TO TNC MALE 


ALL CABLE ASSEMBLIES ON THIS PAGE UTILIZE STANDARD 50 OHM INTERFACE CONNECTORS 


52 OHM, RG8A/U COAX 
Model No. Length 1-24 25-49 50-99 100 + 
PE34504-12 12" $47.75 $44.41 $41.07 $38.20 
PE34504-24 24" 48.75 45.34 41.93 39.00 
PE34504-36 36" 49.65 46.17 42.70 39.72 
PE34504-48 48" 50.60 47.06 43.52 40.48 
PE34504-60 60" 51.50 47.90 44.29 41.20 
PE34504-XX Any Same-Day Shipment / Call for Pricing 
53.5 OHM, RG55B/U COAX, DOUBLE SHIELDED 
Model No. Length 1-24 25-49 50-99 100 + 
PE3904-12 L2n $24.50 $22.79 $21.07 $19.60 
PE3904-24 24" 25.15 23.39 21.63 20.12 
PE3904-36 36" 25.85 24.04 22.23 20.68 
PE3904-48 48" 26.50 24.65 22.79 21.20 
PE3904-60 60" 27.15 25.25 23.35 21.72 
PE3904-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG58C/U COAX 
Model No. Length 1-24 25-49 50-99 100 + 
PE3497-12 ape $20.80 $19.34 $17.89 $16.64 
PE3497-24 24" 21.20 19.72 18.23 16.96 
PE3497-36 36" 21555 20.04 18.53 17.24 
PE3497-48 48" 21.95 20.41 18.88 17.56 
PE3497-60 60" 22.30 20.74 19.18 17.84 
PE3497-XX Any Same-Day Shipment / Call for Pricing 
75 OHM, RG59B/U COAX 
Model No. Length 1-24 25-49 50-99 100 + 
PE3023-12 125 $20.80 $19.34 $17.89 $16.64 
PE3023-24 24" 21.20 19.72 18.23 16.96 
PE3023-36 36" 2155 20.04 18.53 17.24 
PE3023-48 48" 21.95 20.41 18.88 17.56 
PE3023-60 60" 22.30 20.74 19.18 17.84 
PE3023-XX Any Same-Day Shipment / Call for Pricing 
93 OHM, RG62A/U COAX 
Model No. Length 1-24 25-49 50-99 100 + 
PE34508-12 1 Was $23.30 $21.67 $20.04 $18.64 
PE34508-24 24" 23.65 21.99 20.34 18.92 
PE34508-36 36" 24.05 22.37 20.68 19.24 
PE34508-48 48" 24.40 22.69 20.98 19.52 
PE34508-60 60" 24.80 23.06 21.33 19.84 
PE34508-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG142B/U COAX, DOUBLE SHIELDED 
Model No. Length 1-24 25-49 50-99 100 + 
PE3551-12 12" $20.80 $19.34 $17.89 $16.64 
PE3551-24 24" 23.30 21.67 20.04 18.64 
PE3551-36 36" 25.75 23.95 22.15 20.60 
PE3551-48 48" 28.20 26.23 24.25 22.56 
PE3551-60 60" 30.65 28.50 26.36 24.52 
PE3551-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG174A/U COAX 
Model No. Length 1-24 25-49 50-99 100 + 
PE34506-12 12% $20.80 $19.34 $17.89 $16.64 
PE34506-24 24" 21.05 19.58 18.10 16.84 
PE34506-36 36" 21.30 19.81 18.32 17.04 
PE34506-48 48" 21.55 20.04 18.53 17.24 
PE34506-60 60" 21.80 20.27 18.75 17.44 
PE34506-XX Any Same-Day Shipment / Call for Pricing 


KAAZAA] 
PERSE} 


75 OHM, RG179B/U COAX 
Model No. Length 1-24 25-49 50-99 100 + 
PE34510-12 125 $25.75 $23.95 $22.15 $20.60 
PE34510-24 24" 26.60 24.74 22.88 21.28 
PE34510-36 36" 27.50 25.58 23.65 22.00 
PE34510-48 48" 28.40 26.41 24.42 22.72 
PE34510-60 60" 29.30 27.25 25.20 23.44 
PE34510-XX Any Same-Day Shipment / Call for Pricing 

50 OHM, RG188A/U COAX 
Model No. Length 1-24 25-49 50-99 100 + 
PE34512-12 12" $25.75 $23.95 $22.15 $20.60 
PE34512-24 24" 26.60 24.74 22.88 21.28 
PE34512-36 36" 27.50 25.58 23.65 22.00 
PE34512-48 48" 28.40 26.41 24.42 22.72 
PE34512-60 60" 29.30 27.25 25.20 23.44 
PE34512-XX Any Same-Day Shipment / Call for Pricing 

50 OHM, RG213/U COAX 
Model No. Length 1-24 25-49 50-99 100 + 
PE33969-12 WA $47.75 $44.41 $41.07 $38.20 
PE33969-24 24" 48.75 45.34 41.93 39.00 
PE33969-36 36" 49.65 46.17 42.70 39.72 
PE33969-48 48" 50.60 47 .06 43.52 40.48 
PE33969-60 60" 51.50 47.90 44.29 41.20 
PE33969-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, RG214/U COAX, DOUBLE SHIELDED 


Model No. Length 1-24 25-49 50-99 100 + 
PE33701-12 125 $47.75 $44.41 $41.07 $38.20 
PE33701-24 24" 51.10 47.52 43.95 40.88 
PE33701-36 36" 54.45 50.64 46.83 43.56 
PE33701-48 48" 57.80 53.75 49.71 46.24 
PE33701-60 60" 61.15 56.87 52.59 48.92 
PE33701-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, RG223/U COAX, DOUBLE SHIELDED 


Model No. Length 1-24 25-49 50-99 100 + 
PE3498-12 12% $20.80 $19.34 $17.89 $16.64 
PE3498-24 24" 22.05 20.51 18.96 17.64 
PE3498-36 36" 23.30 21.67 20.04 18.64 
PE3498-48 48" 24.50 22.79 21.07 19.60 
PE3498-60 60" (acer: 23.95 22.15 20.60 
PE3498-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG316/U COAX 
Model No. Length 1-24 25-49 50-99 100 + 
PE33383-12 12° $25.75 $23.95 $22.15 $20.60 
PE33383-24 24" 26.60 24.74 22.88 21.28 
PE33383-36 36" 27.50 25.58 23.65 22.00 
PE33383-48 48" 28.40 26.41 24.42 22.72 
PE33383-60 60" 29.30 27.25 25.20 23.44 
PE33383-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, RG400/U COAX, DOUBLE SHIELDED 


Model No. Length 1-24 25-49 50-99 100 + 
PE33535-12 123 $20.80 $19.34 $17.89 $16.64 
PE33535-24 24" 23.30 21.67 20.04 18.64 
PE33535-36 36" 25.75 23.95 22.15 20.60 
PE33535-48 48" 28.20 26.23 24.25 22.56 
PE33535-60 60" 30.65 28.50 26.36 24.52 
PE33535-XX Any Same-Day Shipment / Call for Pricing 


**ROHS COMPLIANT & CUSTOM-LENGTH CABLE ASSEMBLIES MAY BE ORDERED ON OUR WEBSITE.** 
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Free Ground Freight 
Same-Day Shipping 
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52 OHM, RG8A/U COAX 50 OHM, RG214/U COAX, DOUBLE SHIELDED 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE33316-12 125 $53.95 $50.17 $46.40 $43.16 PE3605-12 12" $53.95 $50.17 $46.40 $43.16 
PE33316-24 24" 54.85 51.01 47.17 43.88 PE3605-24 24" 57.25 53.24 49.24 45.80 
PE33316-36 36" 55.80 51.89 47.99 44.64 PE3605-36 36" 60.60 56.36 52.12 48.48 
PE33316-48 48" 56.70 52073 48.76 45.36 PE3605-48 48" 63.95 59.47 55.00 51.16 
PE33316-60 60" 57.65 53.61 49.58 46.12 PE3605-60 60" 67.25 62.54 57.84 53.80 
PE33316-XX Any Same-Day Shipment / Call for Pricing PE3605-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG58C/U COAX 50 OHM, RG217/U COAX, DOUBLE SHIELDED 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE3457-12 125 $49.00 $45.57 $42.14 $39.20 PE34437-12 yD: $79.65 $74.07 $68.50 $63.72 
PE3457-24 24" 49.40 45.94 42.48 39.52 PE34437-24 24" 81.85 76.12 70.39 65.48 
PE3457-36 36" 49.75 46.27 42.79 39.80 PE34437 -36 364 84.10 78.21 2.33 67.28 
PE3457-48 48" 50.15 46.64 43.13 40.12 PE34437-48 48" 86.30 80.26 74.22 69.04 
PE3457-60 60" 50.50 46.97 43.43 40.40 PE34437-60 60" 88.60 82.40 76.20 70.88 
PE3457-XX Any Same-Day Shipment / Call for Pricing PE34437-XX Any Same-Day Shipment / Call for Pricing 
75 OHM, RG59B/U COAX 50 OHM, RG218/U COAX 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE33662-12 pas $51.45 $47.85 $44.25 $41.16 PE34442-12 12% $122.50 $113.93 $105.35 $98.00 
PE33662-24 24" 51.80 48.17 44.55 41.44 PE34442-24 24" 128.05 119.09 110.12 102.44 
PE33662-36 36" 52.20 48.55 44.89 41.76 PE34442-36 36" 133.65 124.29 114.94 106.92 
PE33662-48 48" 521.55 48 .87 45.19 42.04 PE34442-48 48" 139.25 129.50 119.76 111.40 
PE33662-60 60" 52.95 49.24 45.54 42.36 PE34442-60 60" 144.80 134.66 124.53 115.84 
PE33662-XX Any Same-Day Shipment / Call for Pricing PE34442-XX Any Same-Day Shipment / Call for Pricing 
93 OHM, RG62A/U COAX 50 OHM, RG223/U COAX, DOUBLE SHIELDED 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE34435-12 i2e $51.45 $47.85 $44.25 $41.16 PE3343-12 12 $49.00 $45.57 $42.14 $39.20 
PE34435-24 24" 51.80 48.17 44.55 41.44 PE3343-24 24" 50.25 46.73 43.22 40.20 
PE34435-36 36" 52.20 48.55 44.89 41.76 PE3343-36 36" 51.45 47.85 44.25 41.16 
PE34435-48 48" 52055 48.87 45.19 42.04 PE3343-48 48" 52.65 48.96 45.28 42.12 
PE34435-60 60" 52.95 49.24 45.54 42.36 PE3343-60 60" 53.95 50.17 46.40 43.16 
PE34435-XX Any Same-Day Shipment / Call for Pricing PE3343-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG141A/U COAX 50 OHM, RG225/U COAX, DOUBLE SHIELDED 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE34440-12 12K $51.45 $47.85 $44.25 $41.16 PE33098-12 12" $60.05 $55.85 $51.64 $48.04 
PE34440-24 24" 54.80 50.96 47.13 43.84 PE33098-24 24" 82.30 76.54 70.78 65.84 
PE34440-36 36" 58.15 54.08 50.01 46.52 PE33098-36 36" 104.60 97.28 89.96 83.68 
PE34440-48 48" 61.45 57.15 52.85 49.16 PE33098-48 48" 126.85 117.97 109.09 101.48 
PE34440-60 60" 64.85 60.31 55.77 51.88 PE33098-60 60" 149.15 138.71 128.27 119.32 
PE34440-XX Any Same-Day Shipment / Call for Pricing PE33098-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, RG142B/U COAX, DOUBLE SHIELDED 50 OHM, RG393/U COAX, DOUBLE SHIELDED 


Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE3518-12 Len $49.00 $45.57 $42.14 $39.20 PE3120-12 2s $53.95 $50.17 $46.40 $43.16 
PE3518-24 24" 51.45 47.85 44.25 41.16 PE3120-24 24" 61.70 57.38 53.06 49.36 
PE3518-36 36" 53.95 50.17 46.40 43.16 PE3120-36 36% 69.50 64.64 59.77 55.60 
PE3518-48 48" 56.35 52.41 48.46 45.08 PE3120-48 48" 77.30 71.89 66.48 61.84 
PE3518-60 60" 58.85 54.73 50.61 47 .08 PE3120-60 60" 85.10 79.14 73.19 68.08 
PE3518-XX Any Same-Day Shipment / Call for Pricing PE3120-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG213/U COAX 50 OHM, RG400/U COAX, DOUBLE SHIELDED 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE3522-12 125 $53.95 $50.17 $46.40 $43.16 PE3545-12 12F $49.00 $45.57 $42.14 $39.20 
PE3522-24 24" 54.85 51.01 47.17 43.88 PE3545-24 24" 51.45 47.85 44.25 41.16 
PE3522-36 36" 55.80 51.89 47.99 44.64 PE3545-36 36" 53.95 50.17 46.40 43.16 
PE3522-48 48" 56.70 52.73 48.76 45.36 PE3545-48 48" 56.35 52.41 48.46 45.08 
PE3522-60 60" 57.65 53.61 49.58 46.12 PE3545-60 60" 58.85 54.73 50.61 47.08 
PE3522-XX Any Same-Day Shipment / Call for Pricing PE3545-XX Any Same-Day Shipment / Call for Pricing 
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SEMI-RIGID & RE-SHAPEABLE CABLE ASSEMBLIES 
3.5mm MALE T0 3.5mm MALE 


50 OHM, RG402/U (.141” BARE COPPER) 50 OHM, RG405/U (.085” BARE COPPER) 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE34570-12 12% $101.90 $94.77 $87 .63 $81.52 PE34574-12 12% $104.15 $96.86 $89.57 $83.32 
PE34570-24 24" 107.35 99.84 92.32 85.88 PE34574-24 24" 107.45 99.93 92.41 85.96 
PE34570-36 36" 110.70 102.95 95.20 88.56 PE34574-36 36" 110.80 103.04 95.29 88.64 
PE34570-48 48" 111.95 104.11 96.28 89.56 PE34574-48 48" 114.20 106.21 98.21 91.36 
PE34570-60 60" 116.35 108.21 100.06 93.08 PE34574-60 60" 117.50 109.28 101.05 94.00 
PE34570-XX Any Same-Day Shipment / Call for Pricing PE34574-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, PE-SR402AL (.141” TINNED ALUMINUM) 50 OHM, PE-SR405AL (.085” TINNED ALUMINUM) 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE34572-12 125 $105.25 $97.88 $90.52 $84.20 PE34576-12 12" $107.45 $99.93 $92.41 $85.96 
PE34572-24 24" 108.60 101.00 93.40 86.88 PE34576-24 24" 110.80 103.04 95.29 88.64 
PE34572-36 36" 111.95 104.11 96.28 89.56 PE34576-36 36" 114.20 106.21 98.21 91.36 
PE34572-48 48" 115.30 107.23 99.16 92.24 PE34576-48 48" 117.50 109.28 101.05 94.00 
PE34572-60 60" 118.60 110.30 102.00 94.88 PE34576-60 60" 120.85 112.39 103.93 96.68 
PE34572-XX Any Same-Day Shipment / Call for Pricing PE34576-XX Any Same-Day Shipment / Call for Pricing 


3.5mm MALE TO 3.5mm FEMALE 


50 OHM, RG402/U (.141” BARE COPPER) 50 OHM, RG405/U (.085” BARE COPPER) 
Model No. Length 1-24 25-49 50-99 100+ Model No. Length 1-24 25-49 50-99 100 + 
PE34578-12 125 $107.45 $99.93 $92.41 $85.96 PE34582-12 12" $110.80 $103.04 $95.29 $88.64 
PE34578-24 24" 110.80 103.04 95.29 88.64 PE34582-24 24" 114.20 106.21 98.21 91.36 
PE34578-36 36" 114.20 106.21 98.21 91.36 PE34582-36 36" 117.50 109.28 101.05 94.00 
PE34578-48 48" 117.50 109.28 101.05 94.00 PE34582-48 48" 120.85 112.39 103.93 96.68 
PE34578-60 60" 120.85 112.39 103.93 96.68 PE34582-60 60" 124.20 115.51 106.81 99.36 
PE34578-XX Any Same-Day Shipment / Call for Pricing PE34582-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, PE-SR402AL (.141” TINNED ALUMINUM) 50 OHM, PE-SR405AL (.085” TINNED ALUMINUM) 
Model No. Length 1-24 25-49 50-99 100+ Model No. Length 1-24 25-49 50-99 100 + 
PE34580-12 120 $110.80 $103.04 $95.29 $88.64 PE34584-12 125 $114.20 $106.21 $98.21 $91.36 
PE34580-24 24" 114.20 106.21 98.21 91.36 PE34584-24 24" 117.50 109.28 101.05 94.00 
PE34580-36 36" 117.50 109.28 101.05 94.00 PE34584-36 36" 120.85 112.39 103.93 96.68 
PE34580-48 48" 120.85 112.39 103.93 96.68 PE34584-48 48" 124.20 115.51 106.81 99.36 
PE34580-60 60" 124.20 115.51 106.81 99.36 PE34584-60 60" 127.50 118.58 109.65 102.00 
PE34580-XX Any Same-Day Shipment / Call for Pricing PE34584-XX Any Same-Day Shipment / Call for Pricing 


USE MOUNTING HOLE B02 ON PAGE 253 


50 OHM, RG402/U (.141” BARE COPPER) 50 OHM, RG405/U (.085” BARE COPPER) 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE34586-12 ize $118.60 $110.30 $102.00 $94.88 PE34590-12 12" $120.85 $112.39 $103.93 $96.68 
PE34586-24 24" 121.95 113.41 104.88 97.56 PE34590-24 24" 124.20 115.51 106.81 99.36 
PE34586-36 36" 125.30 116.53 107.76 100.24 PE34590-36 36" 127.50 118.58 109.65 102.00 
PE34586-48 48" 128.65 119.64 110.64 102.92 PE34590-48 48" 130.90 121.74 112.57 104.72 
PE34586-60 60" 132.00 122.76 113.52 105.60 PE34590-60 60" 134.25 124.85 115.46 107.40 
PE34586-XX Any Same-Day Shipment / Call for Pricing PE34590-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, PE-SR402AL (.141” TINNED ALUMINUM) 50 OHM, PE-SR405AL (.085” TINNED ALUMINUM) 
Model No. Length _ 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE34588-12 12% $121.95 $113.41 $104.88 $97.56 PE34592-12 12" $124.20 $115.51 $106.81 $99.36 
PE34588-24 24" 125.30 116.53 107.76 100.24 PE34592-24 24" 127.50 118.58 109.65 102.00 
PE34588-36 36" 128.65 119.64 110.64 102.92 PE34592-36 36" 130.90 121.74 112.57 104.72 
PE34588-48 48" 132.00 122.76 113.52 105.60 PE34592-48 48" 134.25 124.85 115.46 107.40 
PE34588-60 60" 135.35 125.88 116.40 108.28 PE34592-60 60" 137.55 127.92 118.29 110.04 
PE34588-XX Any Same-Day Shipment / Call for Pricing PE34592-XX Any Same-Day Shipment / Call for Pricing 


**ROHS COMPLIANT & CUSTOM-LENGTH CABLE ASSEMBLIES MAY BE ORDERED ON OUR WEBSITE.** 


118 = All Products Available Online! www.pasternack.com _ Free Ground Freight 
Toll-Free: 866-PASTERNACK (866-727-8376) | Phone: 949-261-1920 Fax: 949-261-7451 Same-Day Shipping 


SEMI-RIGID & RE-SHAPEABLE CABLE ASSEMBLIES 
2.92mm MALE TO 2.92mm MALE 


50 OHM, RG402/U (.141” BARE COPPER) 50 OHM, RG405/U (.085” BARE COPPER) 


Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE34729-12 12" $55.15 $51.29 $47 .43 $44.12 PE34735-12 12" $57.35 $53.34 $49.32 $45.88 
PE34729-24 24" 58.50 54.41 50.31 46.80 PE34735-24 24" 60.70 56.45 52.20 48.56 
PE34729-36 36" 61.80 57.47 53.15 49.44 PE34735-36 36" 64.05 59.57 55.08 51.24 
PE34729-48 48" 65.15 60.59 56.03 §2):12 PE34735-48 48" 67.35 62.64 57.92 53.88 
PE34729-60 60" 68.50 63.71 58.91 54.80 PE34735-60 60" 70.75 65.80 60.85 56.60 
PE34729-XX Any Same-Day Shipment / Call for Pricing PE34735-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, PE-SR402AL (.141” TINNED ALUMINUM) 50 OHM, PE-SR405FL (.085” RE-SHAPEABLE) 


Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE34731-12 i2F $57.35 $53.34 $49.32 $45.88 PE34737-12 12" $59.60 $55.43 $51.26 $47 .68 
PE34731-24 24" 60.70 56.45 52.20 48.56 PE34737-24 24" 62.90 58.50 54.09 50.32 
PE34731-36 36" 64.05 59.57 55.08 51.24 PE34737-36 36" 66.25 61.61 56.98 53.00 
PE34731-48 48" 67.35 62.64 57.92 53.88 PE34737-48 48" 69.65 64.77 59.90 55.72 
PE34731-60 60" 70.75 65.80 60.85 56.60 PE34737-60 60" 72.95 67.84 62.74 58.36 
PE34731-XX Any Same-Day Shipment / Call for Pricing PE34737-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, PE-SR402FL (.141” RE-SHAPEABLE) 50 OHM, PE-118SR (.118” BARE COPPER) 


Model No. Length _ 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE34733-12 12, $57.35 $53.34 $49.32 $45.88 PE34739-12 12% $72.40 $67 .33 $62.26 $57.92 
PE34733-24 24" 60.70 56.45 52.20 48.56 PE34739-24 24" 83.55 77.70 71.85 66.84 
PE34733-36 36" 64.05 59.57 55.08 51.24 PE34739-36 36" 94.70 88.07 81.44 75.76 
PE34733-48 48" 67.35 62.64 57.92 53.88 PE34739-48 48" 105.80 98.39 90.99 84.64 
PE34733-60 60" 70.75 65.80 60.85 56.60 PE34739-60 60" 116.95 108.76 100.58 93.56 
PE34733-XX Any Same-Day Shipment / Call for Pricing PE34739-XX Any Same-Day Shipment / Call for Pricing 


SEMI-RIGID & RE-SHAPEABLE CABLE ASSEMBLIES 
2.92mm MALE TO 2.92mm FEMALE BULKHEAD 


USE MOUNTING HOLE B02 ON PAGE 253 


50 OHM, RG402/U (.141” BARE COPPER) 50 OHM, RG405/U (.085” BARE COPPER) 


Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE34741-12 2a $68.50 $63.71 $58.91 $54.80 PE34747-12 124 $70.75 $65.80 $60.85 $56.60 
PE34741-24 24" 71.85 66.82 61.79 57.48 PE34747-24 24" 74.10 68.91 63.73 59.28 
PE34741-36 36" 75.20 69.94 64.67 60.16 PE34747-36 36" 77.40 71.98 66.56 61.92 
PE34741-48 48" 78.55 73.05 67.55 62.84 PE34747-48 48" 80.75 75.10 69.45 64.60 
PE34741-60 60" 81.85 76.12 70.39 65.48 PE34747-60 60" 84.10 78.21 T2e33 67.28 
PE34741-XX Any Same-Day Shipment / Call for Pricing PE34747-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, PE-SR402AL (.141” TINNED ALUMINUM) 50 OHM, PE-SR405FL (.085” RE-SHAPEABLE) 


| Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
| PE34743-12 i2r $70.75 $65.80 $60.85 $56.60 PE34749-12 12" $72.95 $67.84 $62.74 $58.36 
| PE34743-24 24" 74.10 68.91 63.73 59.28 PE34749-24 24" 76.30 70.96 65.62 61.04 
| PE34743-36 36" 77.40 71.98 66.56 61.92 PE34749-36 36" 79.65 74.07 68.50 63.72 
) PE34743-48 48" 80.75 75.10 69.45 64.60 PE34749-48 48" 82.95 77.14 71.34 66.36 
| PE34743-60 60" 84.10 78.21 72.33 67.28 PE34749-60 60" 86.30 80.26 74.22 69.04 
| PE34743-XX Any Same-Day Shipment / Call for Pricing PE34749-XX Any Same-Day Shipment / Call for Pricing 


| 50 OHM, PE-SR402FL (.141” RE-SHAPEABLE) 50 OHM, PE-118SR (.118” BARE COPPER) 


Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE34745-12 12" $70.75 $65.80 $60.85 $56.60 PE34751-12 12" $85.75 $79.75 $73.75 $68.60 
| PE34745-24 24" 74.10 68.91 63.73 59.28 PE34751-24 24" 96.90 90.12 83.33 77.52 
| PE34745-36 36" 77.40 71.98 66.56 61.92 PE34751-36 36" 108.00 100.44 92.88 86.40 
| PE34745-48 48" 80.75 75.10 69.45 64.60 PE34751-48 48" 119.20 110.86 102e51 95.36 
PE34745-60 60" 84.10 78.21 72ea3 67.28 PE34751-60 60" 130.35 121.23 112.10 104.28 
PE34745-XX Any Same-Day Shipment / Call for Pricing PE34751-XX Any Same-Day Shipment / Call for Pricing 


. 
| **ROHS COMPLIANT & CUSTOM-LENGTH CABLE ASSEMBLIES MAY BE ORDERED ON OUR WEBSITE. ** 


$$$ ae 
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Same-Day Shipping Toll-Free: 866-PASTERNACK (866-727-8376) | Phone: 949-261-1920 Fax: 949-261-7451 


SEMI-RIGID & RE-SHAPEABLE 
2.4mm MALE TO 2.4mm MALE 


50 OHM, RG405/U (.085” BARE COPPER) 


Model No. Length 1-24 25-49 50-99 100 + 
PE35639-12 12" $64.05 $59.57 $55.08 $51.24 
PE35639-24 24" 67.35 62.64 57.92 53.88 
PE35639-36 36" 70.75 65.80 60.85 56.60 
PE35639-48 48" 74.10 68.91 63.73 59.28 
PE35639-60 60" 77.40 71.98 66.56 61.92 
PE35639-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, PE-SR405AL (.085” TINNED ALUMINUM) 


Model No. Length 1-24 25-49 50-99 100 + 
PE35672-12 125 $66.25 $61.61 $56.98 $53.00 
PE35672-24 24" 69.65 64.77 59.90 55.72 
PE35672-36 36" 72.95 67.84 62.74 58.36 
PE35672-48 48" 76.30 70.96 65.62 61.04 
PE35672-60 60" 79.65 74.07 68.50 63.72 
PE35672-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, PE-SR405FL (.085” RE-SHAPEABLE) 


Model No. Length 1-24 25-49 50-99 100 + 
PE35652-12 125 $66.25 $61.61 $56.98 $53.00 
PE35652-24 24" 69.65 64.77 59.90 55.72 
PE35652-36 36" 72.95 67.84 62.74 58.36 
PE35652-48 48" 76.30 70.96 65.62 61.04 
PE35652-60 60" 79.65 74.07 68.50 63.72 
PE35652-XX Any Same-Day Shipment / Call for Pricing 


SEMI-RIGID & RE-SHAPEABLE 
2.4mm MALE TO 2.92mm MALE 


50 OHM, RG405/U (.085” BARE COPPER) 


Model No. Length 1-24 25-49 50-99 100 + 
PE35660-12 2s $60.70 $56.45 $52.20 $48.56 
PE35660-24 24" 64.05 So 57 55.08 51.24 
PE35660-36 36" 67.35 62.64 57.92 53.88 
PE35660-48 48" 70.75 65.80 60.85 56.60 
PE35660-60 60" 74.10 68.91 63.73 59.28 
PE35660-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, PE-SR405AL (.085” TINNED ALUMINUM) 


Model No. Length 1-24 25-49 50-99 100 + 
PE35662-12 12" $62.90 $58.50 $54.09 $50.32 
PE35662-24 24" 66.25 61.61 56.98 53.00 
PE35662-36 36" 69.65 64.77 59.90 CL 2 
PE35662-48 48" 72.95 67.84 62.74 58.36 
PE35662-60 60" 76.30 70.96 65.62 61.04 
PE35662-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, PE-SR405FL (.085” RE-SHAPEABLE) 


Model No. Length 1-24 25-49 50-99 100 + 
PE35664-12 to $62.90 $58.50 $54.09 $50.32 
PE35664-24 24" 66.25 61.61 56.98 53.00 
PE35664-36 36" 69.65 64.77 59.90 55.72 
PE35664-48 48" 72.95 67.84 62.74 58.36 
PE35664-60 60" 76.30 70.96 65.62 61.04 
PE35664-XX Any Same-Day Shipment / Call for Pricing 


SEMI-RIGID & RE-SHAPEABLE 
2.4mm MALE T0 2.4mm FEMALE 


—| > 


50 OHM, RG405/U (.085” BARE COPPER) 


Model No. Length 1-24 25-49 50-99 100 + 
PE35654-12 12" $68.50 $63.71 $58.91 $54.80 
PE35654-24 24" 71.85 66.82 61.79 57.48 
PE35654-36 36" 75.20 69.94 64.67 60.16 
PE35654-48 48" 78.55 73.05 67.55 62.84 
PE35654-60 60" 81.85 76.12 70.39 65.48 
PE35654-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, PE-SR405AL (.085” TINNED ALUMINUM) 


Model No. Length 1-24 25-49 50-99 100 + 
PE35656-12 125 $70.75 $65.80 $60.85 $56.60 
PE35656-24 24" 74.10 68.91 63.73 59.28 
PE35656-36 36" 77.40 71.98 66.56 61.92 
PE35656-48 48" 80.75 75.10 69.45 64.60 
PE35656-60 60" 84.10 78.21 72.33 67.28 
PE35656-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, PE-SR405FL (.085” RE-SHAPEABLE) 


Model No. Length 1-24 25-49 50-99 100 + 
PE35658-12 125 $70.75 $65.80 $60.85 $56.60 
PE35658-24 24" 74.10 68.91 63.73 59.28 
PE35658-36 36" 77.40 71.98 66.56 61.92 
PE35658-48 48" 80.75 75.10 69.45 64.60 
PE35658-60 60" 84.10 78.21 72.33 67.28 
PE35658-XX Any Same-Day Shipment / Call for Pricing 


SEMI-RIGID & RE-SHAPEABLE 
2.4mm MALE TO SMA MALE 


50 OHM, RG405/U (.085” BARE COPPER) 


Model No. Length 1-24 25-49 50-99 100 + 
PE35666-12 12" $57.35 $53.34 $49.32 $45.88 
PE35666-24 24" 60.70 56.45 52.20 48.56 
PE35666-36 36" 64.05 59.57 55.08 51.24 
PE35666-48 48" 67.35 62.64 57.92 53.88 
PE35666-60 60" 70.75 65.80 60.85 56.60 
PE35666-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, PE-SR405AL (.085” TINNED ALUMINUM) 


Model No. Length 1-24 25-49 50-99 100 + 
PE35668-12 125 $59.60 $55.43 $51.26 $47.68 
PE35668-24 24" 62.90 58.50 54.09 50.32 
PE35668-36 36" 66.25 61.61 56.98 53.00 
PE35668-48 48" 69.65 64.77 59.90 55.72 
PE35668-60 60" 72.95 67.84 62.74 58.36 
PE35668-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, PE-SR405FL (.085” RE-SHAPEABLE) 


Model No. Length 1-24 25-49 50-99 100 + 
PE35670-12 125 $59.60 $55.43 $51.26 $47.68 
PE35670-24 24" 62.90 58.50 54.09 50.32 
PE35670-36 36" 66.25 61.61 56.98 53.00 
PE35670-48 48" 69.65 64.77 59.90 55.72 
PE35670-60 60" 72.95 67.84 62.74 58.36 
PE35670-XX Any Same-Day Shipment / Call for Pricing 


**ROHS COMPLIANT & CUSTOM-LENGTH CABLE ASSEMBLIES MAY BE ORDERED ON OUR WEBSITE.** 


120 = All Products Available Online! www.pasternack.com 
Phone: 949-261-1920 Fax: 949-261-7451 


Toll-Free: 866-PASTERNACK (866-727-8376) 


Free Ground Freight 
Same-Day Shipping 


SEMI-RIGID & RE-SHAPEABLE CABLE ASSEMBLIES 
1.85mm MALE TO 1.85mm MALE 


50 OHM, PE-047SR (.047” BARE COPPER) 


Model No. Length 1-24 25-49 50-99 100 + 
PE36519-12 Lae. $224.40 $208.69 $192.98 $179.52 
PE36519-24 24" 227.75 211.81 195.87 182.20 
PE36519-36 36" 231.10 214.92 198.75 184.88 
PE36519-48 48" 234.45 218.04 201.63 187 .56 
PE36519-60 60" 237.80 221.15 204.51 190.24 
PE36519-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, PE-SRO47FL (.047” RE-SHAPEABLE) 
Model No. Length 1-24 25-49 50-99 100 + 
PE36521-12 12e $224.40 $208.69 $192.98 $179.52 
PE36521-24 24" ra Be? be 211.81 195.87 182.20 
PE36521-36 36" 231.10 214.92 198.75 184.88 
PE36521-48 48" 234.45 218.04 201.63 187.56 
PE36521-60 60" 237 .80 221.15 204.51 190.24 
PE36521-XX Any Same-Day Shipment / Call for Pricing 


SEMI-RIGID & RE-SHAPEABLE CABLE ASSEMBLIES 
1.85mm MALE TO 2.4mm MALE 


50 OHM, RG405/U (.085” BARE COPPER) 


Model No. Length 1-24 25-49 50-99 100 + 
PE36527-12 12% $168.70 $156.89 $145.08 $134.96 
PE36527-24 24" 172.10 160.05 148.01 137.68 
PE36527-36 36" 175.45 163.17 150.89 140.36 
PE36527-48 48" 178.75 166.24 153.73 143.00 
PE36527-60 60" 182.10 169.35 156.61 145.68 
PE36527-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, PE-SR405FL (.085” RE-SHAPEABLE) 
Model No. Length 1-24 25-49 50-99 100 + 
PE36529-12 125 $168.70 $156.89 $145.08 $134.96 
PE36529-24 24" 172.10 160.05 148.01 137.68 
PE36529-36 36" 175.45 163.17 150.89 140.36 
PE36529-48 48" 178.75 166.24 153575 143.00 
PE36529-60 60" 182.10 169.35 156.61 145.68 
PE36529-XX Any Same-Day Shipment / Call for Pricing 


SEMI-RIGID & RE-SHAPEABLE CABLE ASSEMBLIES 
1.85mm MALE TO 3.5mm MALE 


50 OHM, RG405/U (.085” BARE COPPER) 


Model No. Length 1-24 25-49 50-99 100 + 
PE36535-12 125 $202.15 $188.00 $173.85 $161.72 
PE36535-24 24" 205.50 191.12 176.73 164.40 
PE36535-36 36" 208.80 194.18 179.57 167.04 
PE36535-48 48" 212.20 197.35 182.49 169.76 
PE36535-60 60" 215.55 200.46 185.37 172.44 
PE36535-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, PE-SR405FL (.085” RE-SHAPEABLE) 
Model No. Length 1-24 25-49 50-99 100 + 
PE36537-12 125 $202.15 $188.00 $173.85 $161.72 
PE36537-24 24" 205.50 191.12 176.73 164.40 
PE36537-36 36" 208.80 194.18 179.57 167.04 
PE36537-48 48" 212.20 197.35 182.49 169.76 
PE36537-60 60" 215.55 200.46 185.37 172.44 
PE36537-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, RG405/U (.085” BARE COPPER) 


Model No. Length 1-24 25-49 50-99 100 + 
PE36523-12 125 $213.30 $198.37 $183.44 $170.64 
PE36523-24 24" 216.65 201.48 186.32 WEE 
PE36523-36 36" 220.00 204.60 189.20 176.00 
PE36523-48 48" 223.30 207 .67 192.04 178.64 
PE36523-60 60" 226.65 210.78 194.92 181.32 
PE36523-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, PE-SR405FL (.085” RE-SHAPEABLE) 


Model No. Length 1-24 25-49 50-99 100 + 
PE36525-12 12% $213.30 $198.37 $183.44 $170.64 
PE36525-24 24" 216.65 201.48 186.32 173.32 
PE36525-36 36" 220.00 204.60 189.20 176.00 
PE36525-48 48" 223.30 207 .67 192.04 178.64 
PE36525-60 60" 226.65 210.78 194.92 181.32 
PE36525-XX Any Same-Day Shipment / Call for Pricing 


SEMI-RIGID & RE-SHAPEABLE CABLE ASSEMBLIES 
1.85mm MALE TO 2.92mm MALE 


50 OHM, RG405/U (.085” BARE COPPER) 


Model No. Length 1-24 25-49 50-99 100 + 
PE36531-12 12" $168.70 $156.89 $145.08 $134.96 
PE36531-24 24" 172.10 160.05 148.01 137.68 
PE36531-36 36" 175.45 163.17 150.89 140.36 
PE36531-48 48" 178.75 166.24 153.73 143.00 
PE36531-60 60" 182.10 169.35 156.61 145.68 
PE36531-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, PE-SR405FL (.085” RE-SHAPEABLE) 
Model No. Length 1-24 25-49 50-99 100 + 
PE36533-12 I2n $168.70 $156.89 $145.08 $134.96 
PE36533-24 24" 172.10 160.05 148.01 137.68 
PE36533-36 36" 175.45 163.17 150.89 140.36 
PE36533-48 48" 178.75 166.24 153.73 143.00 
PE36533-60 60" 182.10 169.35 156.61 145.68 
PE36533-XX Any Same-Day Shipment / Call for Pricing 


SEMI-RIGID & RE-SHAPEABLE CABLE ASSEMBLIES 
1.85mm MALE TO SMA MALE 


50 OHM, RG405/U (.085” BARE COPPER) 


Model No. Length 1-24 25-49 50-99 100 + 
PE36539-12 128 $146.45 $136.20 $125.95 $117.16 
PE36539-24 24" 149.85 139.36 128.87 119.88 
PE36539-36 36" 153.15 142.43 131.71 122.52 
PE36539-48 48" 156.50 145.55 134.59 125.20 
PE36539-60 60" 159.85 148.66 137.47 127.88 
PE36539-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, PE-SR405FL (.085” RE-SHAPEABLE) 
Model No. Length . 1-24 25-49 50-99 100 + 
PE36541-12 12* $146.45 $136.20 $125.95 $117.16 
PE36541-24 24" 149.85 139.36 128.87 119.88 
PE36541-36 36" 153.15 142.43 131.71 122.52 
PE36541-48 48" 156.50 145.55 134.59 125.20 
PE36541-60 60" 159.85 148.66 137.47 127.88 
PE36541-XX Any Same-Day Shipment / Call for Pricing 


**ROHS COMPLIANT & CUSTOM-LENGTH CABLE ASSEMBLIES MAY BE ORDERED ON OUR WEBSITE.** 


Free Ground Freight 
Same-Day Shipping 


All Products Available Online! www.pasternack.com 
Toll-Free: 866-PASTERNACK (866-727-8376) Phone: 949-261-1920 Fax: 949-261-7451 
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10-32 MALE TO 10-32 MALE 


50 OHM, RG174A/U COAX 
Model No. Length 1-24 25-49 50-99 100 + 
PE36520-12 128 $33.20 $30.88 $28.55 $26.56 
PE36520-24 24" 33.45 Sicid 28.77 26.76 
PE36520-36 36" 33.70 31.34 28.98 26.96 
PE36520-48 48" 33.95 31.57 29.20 27.16 
PE36520-60 60" 34.20 31.81 29.41 27.36 
PE36520-XX Any Same-Day Shipment / Call for Pricing 

50 OHM, RG178B/U COAX 
Model No. Length 1-24 25-49 50-99 100 + 
PE36522-12 12% $34.30 $31.90 $29.50 $27.44 
PE36522-24 24" 35.20 32.74 30.27 28.16 
PE36522-36 36" 36.10 eV 31.05 28.88 
PE36522-48 48" 36.95 34.36 31.78 29.56 
PE36522-60 60" 37.90 35.25 32.59 30.32 
PE36522-XX Any Same-Day Shipment / Call for Pricing 

50 OHM, RG316/U COAX 
Model No. Length 1-24 25-49 50-99 100 + 
PE36524-12 125 $33.20 $30.88 $28.55 $26.56 
PE36524-24 24" 34.10 31.71 29.33 27.28 
PE36524-36 36" 35.00 32.55 30.10 28.00 
PE36524-48 48" 35.85 33.34 30.83 28.68 
PE36524-60 60" 36.75 34.18 31.61 29.40 
PE36524-XX Any Same-Day Shipment / Call for Pricing 


10-32 MALE RIGHT ANGLE TO 
10-32 MALE RIGHT ANGLE 


50 OHM, RG174A/U COAX 
Model No. Length 1-24 25-49 50-99 100 + 
PE36532-12 12° $42.10 $39.15 $36.21 $33.68 
PE36532-24 24" 42.35 39.39 36.42 33.88 
PE36532-36 36" 42.55 39.57 36.59 34.04 
PE36532-48 48" 42.80 39.80 36.81 34.24 
PE36532-60 60" 43.10 40.08 37.07 34.48 
PE36532-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, RG178B/U COAX 
Model No. Length 1-24 25-49 50-99 100 + 
PE36534-12 125 $43.25 $40.22 $37.20 $34.60 
PE36534-24 24" 44.10 41.01 37.93 35.28 
PE36534-36 36" 45.00 41.85 38.70 36.00 
PE36534-48 48" 45.90 42.69 39.47 36.72 
PE36534-60 60" 46.75 43.48 40.21 37.40 
PE36534-XX Any Same-Day Shipment / Call for Pricing 

50 OHM, RG316/U COAX 
Model No. Length 1-24 25-49 50-99 100 + 
PE36536-12 12" $42.10 $39.15 $36.21 $33.68 
PE36536-24 24" 43.00 39.99 36.98 34.40 
PE36536-36 36" 43.90 40.83 37.075 SSei2 
PE36536-48 48" 44.80 41.66 38.53 35.84 
PE36536-60 60" 45.65 42.45 39.26 36.52 
PE36536-XX Any Same-Day Shipment / Call for Pricing 


10-32 MALETO © 
10-32 MALE RIGHT ANGLE 


50 OHM, RG174A/U COAX 
Model No. Length 1-24 25-49 50-99 100 + 
PE36526-12 12" $37.65 $35.01 $32.38 $30.12 
PE36526-24 24" 37.90 35.25 32.59 30.32 
PE36526-36 36" 38.15 35.48 32.81 30.52 
PE36526-48 48" 38.40 35.71 33.02 30.72 
PE36526-60 60" 38.65 35.94 33.24 30.92 
PE36526-XX Any Same-Day Shipment / Call for Pricing 

50 OHM, RG178B/U COAX 
Model No. Length 1-24 25-49 50-99 100 + 
PE36528-12 125 $38.75 $36.04 $33.33 $31.00 
PE36528-24 24" 39.65 36.87 34.10 31.72 
PE36528-36 36" 40.55 3] oh 34.87 32.44 
PE36528-48 48" 41.45 38.55 35.65 33.16 
PE36528-60 60" 42.30 39.34 36.38 33.84 
PE36528-XX Any Same-Day Shipment / Call for Pricing 

50 OHM, RG316/U COAX 
Model No. Length 1-24 25-49 50-99 100 + 
PE36530-12 12° $37.65 $35.01 $32.38 $30.12 
PE36530-24 24" 38.55 35.85 330k5 30.84 
PE36530-36 36" 39.45 36.69 33.93 31.56 
PE36530-48 48" 40.30 37.48 34.66 32.24 
PE36530-60 60" 41.20 38.32 35.43 32.96 
PE36530-XX Any Same-Day Shipment / Call for Pricing 


10-32 MALE TO BNC MALE 


50 OHM, RG174A/U COAX 
Model No. Length 1-24 25-49 50-99 100 + 
PE36538-12 12" $37.65 $35.01 $32.38 $30.12 
PE36538-24 24" 37.90 35.25 32.59 30.32 
PE36538-36 36" 38.15 35.48 32.81 30.52 
PE36538-48 48" 38.40 35.71 33.02 30.72 
PE36538-60 60" 38.65 35.94 33.24 30.92 
PE36538-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, RG178B/U COAX 
Model No. Length 1-24 25-49 50-99 100 + 
PE36540-12 1 Wd $38.75 $36.04 $33.33 $31.00 
PE36540-24 24" 39.65 36.87 34.10 S12 
PE36540-36 36" 40.55 37672 34.87 32.44 
PE36540-48 48" 41.45 38.55 35.65 33.16 
PE36540-60 60" 42.30 39.34 36.38 33.84 
PE36540-XX Any Same-Day Shipment / Call for Pricing 

50 OHM, RG316/U COAX 
Model No. Length 1-24 25-49 50-99 100 + 
PE36542-12 iz $37.65 $35.01 $32.38 $30.12 
PE36542-24 24" 38.55 35.85 33.15 30.84 
PE36542-36 36" 39.45 36.69 33.93 31.56 
PE36542-48 48" 40.30 37.48 34.66 32.24 | 
PE36542-60 60" 41.20 38.32 35.43 32.96 
PE36542-XX Any Same-Day Shipment / Call for Pricing 


**ROHS COMPLIANT & CUSTOM-LENGTH CABLE ASSEMBLIES MAY BE ORDERED ON OUR WEBSITE.** 


122 = All Products Available Online! www.pasternack.com 
Toll-Free: 866-PASTERNACK (866-727-8376) | Phone: 949-261-1920 Fax: 949-261-7451 


Free Ground Freight 
Same-Day Shipping 


SSMA MALE TO SSMA MALE 


=— ~— il 


SSMA MALE TO SMA MALE 


50 OHM, RG174A/U COAX 50 OHM, RG174A/U COAX 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE3673-12 125 $40.20 $37.39 $34.57 $32.16 PE35430-12 123 $49.15 $45.71 $42.27 $39.32 
PE3673-24 24" 40.45 37.62 34.79 32.36 PE35430-24 24" 49.40 45.94 42.48 39.52 
PE3673-36 36" 40.70 37.85 35.00 32.56 PE35430-36 36" 49.65 46.17 42.70 39.72 
PE3673-48 48" 40.95 38.08 35.22 32.76 PE35430-48 48" 49.90 46.41 42.91 39.92 
PE3673-60 60" 41.20 38.32 35.43 32.96 PE35430-60 60" 50.10 46.59 43.09 40.08 
PE3673-XX Any Same-Day Shipment / Call for Pricing PE35430-XX Any Same-Day Shipment / Call for Pricing 

50 OHM, RG178B/U COAX 50 OHM, RG178B/U COAX 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE33762-12 125 $45.00 $41.85 $38.70 $36.00 PE3058-12 122 $53.95 $50.17 $46.40 $43.16 
PE33762-24 24" 45.90 42.69 39.47 36.72 PE3058-24 24" 54.80 50.96 47.13 43.84 
PE33762-36 36" 46.75 43.48 40.21 37.40 PE3058-36 36" 55.70 51.80 47.90 44.56 
PE33762-48 48" 47.65 44.31 40.98 38.12 PE3058-48 48" 56.55 52.59 48.63 45.24 
PE33762-60 60" 48.60 45.20 41.80 38.88 PE3058-60 60" 57.45 53.43 49.41 45.96 
PE33762-XX Any Same-Day Shipment / Call for Pricing PE3058-XX Any Same-Day Shipment / Call for Pricing 

50 OHM, RG316/U COAX 50 OHM, RG316/U COAX 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE33071-12 125 $40.55 $37.71 $34.87 $32.44 PE3669-12 125 $49.45 $45.99 $42.53 $39.56 
PE33071-24 24" 41.45 38.55 35.65 33.16 PE3669-24 24" 50.35 46.83 43.30 40.28 
PE33071-36 36" 42.30 39.34 36.38 33.84 PE3669-36 36" 51.20 47.62 44.03 40.96 
PE33071-48 48" 43.25 40.22 37.20 34.60 PE3669-48 48" 52.10 48.45 44.81 41.68 
PE33071-60 60" 44.10 41.01 37.93 35.28 PE3669-60 60" 53.05 49.34 45.62 42.44 
PE33071-XX Any Same-Day Shipment / Call for Pricing PE3669-XX Any Same-Day Shipment / Call for Pricing 


SSMA MALE RIGHT ANGLE TO 


SSMA MALE RIGHT ANGLE 
TO SSMA MALE 


50 OHM, RG174A/U COAX 50 OHM, RG174A/U COAX 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE36570-12 125 $58.00 $53.94 $49.88 $46.40 PE36569-12 12" $49.15 $45.71 $42.27 $39.32 
PE36570-24 24" 58.30 54.22 50.14 46.64 PE36569-24 24" 49.40 45.94 42.48 39.52 
PE36570-36 36" 58.55 54.45 50.35 46.84 PE36569-36 36" 49.65 46.17 42.70 39.72 
PE36570-48 48" 58.80 54.68 50.57 47.04 PE36569-48 48" 49.90 46.41 42.91 39.92 
PE36570-60 60" 59.05 54.92 50.78 47.24 PE36569-60 60" 50.10 46.59 43.09 40.08 
PE36570-XX Any Same-Day Shipment / Call for Pricing PE36569-XX Any Same-Day Shipment / Call for Pricing 

50 OHM, RG178B/U COAX 50 OHM, RG178B/U COAX 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE36572-12 12" $62.80 $58.40 $54.01 $50.24 PE36571-12 i128 $53.95 $50.17 $46.40 $43.16 
PE36572-24 24" 63.75 59.29 54.83 51.00 PE36571-24 24" 54.80 50.96 47.13 43.84 
PE36572-36 36" 64.60 60.08 55.56 51.68 PE36571-36 36" 55.70 51.80 47.90 44.56 
PE36572-48 48" 65.50 60.92 56.33 52.40 PE36571-48 48" 56.55 52.59 48.63 45.24 
PE36572-60 60" 66.40 61.75 57.10 53°12 PE36571-60 60" 57.45 53.43 49.41 45.96 
PE36572-XX Any Same-Day Shipment / Call for Pricing PE36571-XX Any Same-Day Shipment / Call for Pricing 

50 OHM, RG316/U COAX 50 OHM, RG316/U COAX 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE36574-12 12" $58.40 $54.31 $50.22 $46.72 PE36573-12 127 $49.45 $45.99 $42.53 $39.56 
PE36574-24 24" 59.25 55.10 50.96 47.40 PE36573-24 24" 50.35 46.83 43.30 40.28 
PE36574-36 36" 60.15 55.94 51.73 48.12 PE36573-36 36" 51.20 47 .62 44.03 40.96 
PE36574-48 48" 61.05 56.78 52.50 48.84 PE36573-48 48" 52.10 48.45 44.81 41.68 
PE36574-60 60" 61.90 57.57 53.23 49.52 PE36573-60 60" 53.05 49.34 45.62 42.44 
PE36574-XX Any Same-Day Shipment / Call for Pricing PE36573-XX Any Same-Day Shipment / Call for Pricing 


**ROHS COMPLIANT & CUSTOM-LENGTH CABLE ASSEMBLIES MAY BE ORDERED ON OUR WEBSITE.** 


Free Ground Freight 
Same-Day Shipping 


All Products Available Online! www.pasternack.com 123 


Toll-Free: 866-PASTERNACK (866-727-8376) | Phone: 949-261-1920 Fax: 949-261-7451 


BNC MALE TO UHF MALE 
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52 OHM, RG8A/U COAX 50 OHM, RG214/U COAX, DOUBLE SHIELDED 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE34581-12 ila $24.50 $22.79 $21.07 $19.60 PE33438-12 Par: $26.95 $25.06 $23.18 $21.56 
PE34581-24 24" 25.45 23.67 21.89 20.36 PE33438-24 24" 30.30 28.18 26.06 24.24 
PE34581-36 36" 26.35 24.51 22.66 21.08 PE33438-36 36" 33.65 31.29 28.94 26.92 
PE34581-48 48" 27.30 25.39 23.48 21.84 PE33438-48 48” 36.95 34.36 31.78 29.56 
PE34581-60 60" 28.25 26.27 24.30 22.60 PE33438-60 60" 40.30 37.48 34.66 32.24 
PE34581-XX Any Same-Day Shipment / Call for Pricing PE33438-XX Any Same-Day Shipment / Call for Pricing 
53.5 OHM, RG55B/U COAX, DOUBLE SHIELDED 50 OHM, RG223/U COAX, DOUBLE SHIELDED 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE34591-12 12" $19.60 $18.23 $16.86 $15.68 PE3803-12 12% $20.80 $19.34 $17.89 $16.64 
PE34591-24 24" 20.25 18.83 17.42 16.20 PE3803-24 24" 22.05 20.51 18.96 17.64 
PE34591-36 36" 20.95 19.48 18.02 16.76 PE3803-36 36" 23.30 21.67 20.04 18.64 
PE34591-48 48" 21.60 20.09 18.58 17.28 PE3803-48 48" 24.50 22.79 21.07 19.60 
PE34591-60 60" 22.25 20.69 19.14 17.80 PE3803-60 60" 25.75 23.95 22.15 20.60 
PE34591-XX Any Same-Day Shipment / Call for Pricing PE3803-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG58C/U COAX 50 OHM, RG225/U COAX, DOUBLE SHIELDED 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE3057-12 125 $18.40 $17.11 $15.82 $14.72 PE34589-12 ase $36.75 $34.18 $31.61 $29.40 
PE3057-24 24" 18.75 17.44 16.13 15.00 PE34589-24 24" 59.05 54.92 50.78, 47.24 
PE3057-36 36" 19.15 17.81 16.47 15.32 PE34589-36 36" 81.30 75.61 69.92 65.04 
PE3057-48 48" 19.50 18.14 16.77 15.60 PE34589-48 48" 103.60 96.35 89.10 82.88 
PE3057-60 60" 19.90 18.51 iY lil 15.92 PE34589-60 60" 125.85 117.04 108.23 100.68 
PE3057-XX Any Same-Day Shipment / Call for Pricing PE34589-XX Any Same-Day Shipment / Call for Pricing 
75 OHM, RG59B/U COAX 50 OHM, RG393/U COAX, DOUBLE SHIELDED 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE3543-12 12" $19.60 $18.23 $16.86 $15.68 PE34585-12 en $30.65 $28.50 $26.36 $24.52 
PE3543-24 24" 20.00 18.60 17.20 16.00 PE34585-24 24" 38.45 35.76 33.07 30.76 
PE3543-36 36" 20.35 18.93 17.50 16.28 PE34585-36 36" 46.20 42.97 39.73 36.96 
PE3543-48 48" 20.75 19.30 17.85 16.60 PE34585-48 48" 54.05 50.27 46.48 43.24 
PE3543-60 60" 21.10 19.62 18.15 16.88 PE34585-60 60" 61.80 57.47 53.15 49.44 
PE3543-XX Any Same-Day Shipment / Call for Pricing PE34585-XX Any Same-Day Shipment / Call for Pricing 
93 OHM, RG62A/U COAX 50 OHM, RG400/U COAX, DOUBLE SHIELDED 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE34587-12 128 $20.80 $19.34 $17.89 $16.64 PE3231-12 12° $26.95 $25.06 $23.18 $21.56 
PE34587-24 24" 21.20 19.72 18.23 16.96 PE3231-24 24" 29.40 27.34 25.28 23.52 
PE34587-36 36" 21.55 20.04 18.53 17.24 PE3231-36 36" 31.85 29.62 27.39 25.48 
PE34587-48 48" 21.95 20.41 18.88 17.56 PE3231-48 48" 34.30 31.90 29.50 27.44 
PE34587-60 60" 22.30 20.74 19.18 17.84 PE3231-60 60" 36.75 34.18 31.61 29.40 
PE34587-XX Any Same-Day Shipment / Call for Pricing PE3231-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG142B/U COAX, DOUBLE SHIELDED 50 OHM, PE-B3199, VERY LOW LOSS CABLE 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE3898-12 12" $26.95 $25.06 $23.18 $21.56 PE34577-12 125 $24.50 $22.79 $21.07 $19.60 
PE3898-24 24" 29.40 27.34 25.28 23.52 PE34577-24 24" 25.40 23.62 21.84 20.32 
PE3898-36 36" 31.85 29.62 27.39 25.48 PE34577-36 36" 26.30 24.46 22.62 21.04 
PE3898-48 48" 34.30 31.90 29.50 27.44 PE34577-48 48" 27.15 25.25 23.35 21.72 
PE3898-60 60" 36.75 34.18 31.61 29.40 PE34577-60 60" 28.10 26.13 24.17 22.48 
PE3898-XX Any Same-Day Shipment / Call for Pricing PE34577-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG213/U COAX 50 OHM, PE-B4199, LOW LOSS COAX 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE34583-12 12° $24.50 $22.79 $21.07 $19.60 PE34579-12 iz $24.50 $22.79 $21.07 $19.60 
PE34583-24 24" 25.45 23.67 21.89 20.36 PE34579-24 24" 25.40 23.62 21.84 20.32 
PE34583-36 36" 26.35 24.51 22.66 21.08 PE34579-36 36" 26.30 24.46 22.62 21.04 
PE34583-48 48" 27.30 25.39 23.48 21.84 PE34579-48 48" 27.15 25.25 23.235 21.72 
PE34583-60 60" 28.25 26.27 24.30 22.60 PE34579-60 60" 28.10 26.13 24.17 22.48 
PE34583-XX Any Same-Day Shipment / Call for Pricing PE34579-XX Any Same-Day Shipment / Call for Pricing 


**ROHS COMPLIANT & CUSTOM-LENGTH CABLE ASSEMBLIES MAY BE ORDERED ON OUR WEBSITE. ** 


124 = All Products Available Online! www.pasternack.com 


Toll-Free: 866-PASTERNACK (866-727-8376) 


Phone: 949-261-1920 


Fax: 949-261-7451 


Free Ground Freight 
Same-Day Shipping 
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SC MALE TO SC MALE 


52 OHM, RG8A/U COAX 


Model No. Length 50-99 100 + 
PE34443-12 12° sare eo $81.44 $75.76 
PE34443-24 24" 95.60 88.91 82.22 76.48 
PE34443-36 36" 96.55 89.79 83.03 77.24 
PE34443-48 48" 97.45 90.63 83.81 77.96 
PE34443-60 60" 98.40 91.51 84.62 78.72 
PE34443-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, RGS8C/U COAX 


Model No. Length 50-99 100 + 
PE3104-12 125 ante aT $76.63 $71.28 
PE3104-24 24" 89.50 83.24 76.97 71.60 
PE3104-36 36" 89.85 83.56 Ween 71.88 
PE3104-48 48" 90.25 83.93 77.62 72.20 
PE3104-60 60" 90.60 84.26 77.92 72.48 


PE3104-XX Any Same-Day Shipment / Call for Pricing 


75 OHM, RGS9B/U COAX 


Model No. Length 50-99 100 + 
PE34441-12 128 RT ‘a6 $81.44 $75.76 
PE34441-24 24" 95.05 88.40 81.74 76.04 
PE34441-36 36" 95.45 88.77 82.09 76.36 
PE34441-48 48" 95.80 89.09 82.39 76.64 
PE34441-60 60" 96.20 89.47 82.73 76.96 
PE34441-XX Any Same-Day Shipment / Call for Pricing 


93 OHM, RG62A/U COAX 


Model No. Length 25-49 50-99 100 + 
PE34449-12 125 0 $88.07 $81.44 $75.76 
PE34449-24 24" 95.05 88.40 81.74 76.04 
PE34449-36 36" 95.45 88.77 82.09 76.36 
PE34449-48 48" 95.80 89.09 82.39 76.64 
PE34449-60 60" 96.20 89.47 82.73 76.96 
PE34449-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, RGI41A/U_ COAX 


Model No. Length 50-99 100 + 
PE34439-12 12° Tre sa $78.52 $73.04 
PE34439-24 24" 94.70 88.07 81.44 75.76 
PE34439-36 36" 98.00 91.14 84.28 78.40 
PE34439-48 48" 101.35 94.26 87.16 81.08 
PE34439-60 60" 104.70 97 .37 90.04 83.76 


PE34439-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, RG142B/U COAX, DOUBLE SHIELDED | 


Model No. Length 

PE3334-12 Wal ET are TIRE mate 
PE3334-24 24" 91.55 85.14 78.73 73.24 
PE3334-36 36" 94.05 87.47 80.88 75.24 
PE3334-48 4g" 96.45 89.70 82.95 77.16 
PE3334-60 60" 98.95 92.02 85.10 79.16 
PE3334-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, RG213/U COAX 


Model No. Length 25-49 50-99 100 + 
PE3395-12 12" an $88.07 $81.44 $75.76 
PE3395-24 24" 95.60 88.91 82.22 76.48 
PE3395-36 36" 96.55 89.79 83.03 77.24 
PE3395-48 48" 97.45 90.63 83.81 77.96 
PE3395-60 60" 98.40 91.51 84.62 78.72 
PE3395-XX Any Same-Day Shipment / Call for Pricing 
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90 OHM, RG214/U COAX, DOUBLE SHIELDED 


Model No. Length 50-99 100 + 
PE3409-12 12" tae aS $81.44 $75.76 
PE3409-24 24" 98.00 91.14 84.28 78.40 
PE3409-36 36" 101.35 94.26 87.16 81.08 
PE3409-48 48" 104.70 97.37 90.04 83.76 
PE3409-60 60" 108.00 100.44 92.88 86.40 


PE3409-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, RG217/U COAX, DOUBLE SHIELDED 


Model No. Length 

PE34445-12 125 ake fons iin 4 $106.92 
PE34445-24 24" 135.90 126.39 116.87 108.72 
PE34445-36 36" 138.10 128.43 118.77 110.48 
PE34445-48 48" 140.35 130.53 120.70 112.28 
PE34445-60 60" 142.55 132.57 122.59 114.04 
PE34445-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, RG218/U COAX 


Model No. Length 50-99 100 + 
PE34451-12 125 et ase $182.02 $169.32 
PE34451-24 24" 217.20 202.00 186.79 173.76 
PE34451-36 36" 222.75 207.16 191.57 178.20 
PE34451-48 48" 228.35 PR ES Gp 196.38 182.68 
PE34451-60 60" 233.90 217.53 201.15 187.12 


PE34451-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, RG223/U COAX, DOUBLE SHIELDED 


Model No. Length 

PE3348-12 12" aii as Taz $71.28 
PE3348-24 24" 90.35 84.03 77.70 72.28 
PE3348-36 36" 91.55 85.14 78.73 73.24 
PE3348-48 48" 92.75 86.26 79.77 74.20 
PE3348-60 60" 94.05 87.47 80.88 75.24 
PE3348-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, RG225/U COAX, DOUBLE SHIELDED 


Model No. Length 

PE34447-12 12% Ate 06 ital sizes $86.40 
PE34447-24 24" 130.35 121.23 112.10 104.28 
PE34447 -36 36" 152.60 141.92 131.24 122.08 
PE34447-48 48" 174.90 162.66 150.41 139.92 
PE34447-60 60" 197.15 183.35 169.55 157.72 
PE34447-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, RG393/U COAX, DOUBLE SHIELDED 


Model No. Length 50-99 

PE3416-12 128 a Saat $81.44 $75.76 
PE3416-24 24" 102.45 95.28 88.11 81.96 
PE3416-36 36" 110.25 102.53 94.82 88.20 
PE3416-48 48" 118.05 109.79 101.52 94.44 
PE3416-60 60" 125.85 117.04 108.23 100.68 


PE3416-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, RG400/U COAX, DOUBLE SHIELDED 


Model No. Length 

PE34453-12 12" era0 ara ae $71.28 
PE34453-24 24" 91.55 85.14 78.73 73.24 
PE34453-36 36" 94.05 87.47 80.88 75.24 
PE34453-48 48" 96.45 89.70 82.95 77.16 
PE34453-60 60" 98.95 92.02 85.10 79.16 
PE34453-XX Any Same-Day Shipment / Call for Pricing 


**ROHS COMPLIANT & CUSTOM-LENGTH CABLE ASSEMBLIES MAY BE ORDERED ON OUR WEBSITE.** 


Free Ground Freight 
Same-Day Shipping 


All Products Available Online! www.pasternack.com 
Toll-Free: 866-PASTERNACK (866-727-8376) 
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Phone: 949-261-1920 Fax: 949-261-7451 


MMCX PLUG TO MMCX PLUG MMCX PLUG TO MMCX PLUG 
RIGHT ANGLE 


50 OHM, RG1 TAN COAX 50 OHM, RG1 JANU COAX 


Model No. Length 50-99 100 + Model No. Lengt 25-49 50-99 100 + 
PE34879-12 125 He pais $21.07 $19.60 PE34881-12 125 es $29.02 $26.83 $24.96 
PE34879-24 24" 24.75 23.02 21.29 19.80 PE34881-24 24" 31.40 29.20 27.00 25.12 
PE34879-36 36" 25.00 23.25 21.50 20.00 PE34881-36 36" 31.65 29.43 27.22 25532 
PE34879-48 48" 25.25 23.48 21.72 20.20 PE34881-48 48" 31.90 29.67 27.43 25.52 
PE34879-60 60" 25.50 23.72 21.93 20.40 PE34881-60 60" 32.15 29.90 27.65 25.72 
PE34879-XX Any Same-Day Shipment / Call for Pricing PE34881-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG178B/U COAX 50 OHM, RG178B/U COAX 
Model No. Length 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE34598-12 Vy dy TEA $23.81 $22.02 $20.48 PE34883-12 125 $32.30 $30.04 $27.78 $25.84 
PE34598-24 24" 26.50 24.65 22.79 21.20 PE34883-24 24" 33.20 30.88 28.55 26.56 
PE34598-36 36" 27.40 25.48 23.56 21.92 PE34883-36 36" 34.10 Si. 7s 29.33 27.28 
PE34598-48 48" 28.30 26.32 24.34 22.64 PE34883-48 48" 35.00 32.55 30.10 28.00 
PE34598-60 60" 29.20 27.16 25.11 23.36 PE34883-60 60" 35.85 33.34 30.83 28.68 
PE34598-XX Any Same-Day Shipment / Call for Pricing PE34883-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG188A/U COAX 50. OHM, RG1 88A/U COAX 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 50-99 100 + 
PE34885-12 125 $24.50 $22.79 $21.07 $19.60 PE34889-12 125 fae sii $26.83 $24.96 
PE34885-24 24" 25.40 23.62 21.84 20.32 PE34889-24 24" 32.05 29.81 27.56 25.64 
PE34885-36 36" 26.30 24.46 22.62 21.04 PE34889-36 36" 33.00 30.69 28.38 26.40 
PE34885-48 48" 27.85 25.25 23.35 21.72 PE34889-48 48" 33.85 31.48 29.11 27.08 
PE34885-60 60" 28.10 26.13 24.17 22.48 PE34889-60 60" 34.75 32.32 29.89 27.80 
PE34885-XX Any Same-Day Shipment / Call for Pricing PE34889-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG196A/U COAX 50 OHM, RG196A/U COAX 
Model No. Length 25-49 50-99 100 + Model No. Length 50-99 100 + 
PE34891-12 12 rot $23.81 $22.02 $20.48 PE34893-12 yds aE nee $27.78 $25.84 
PE34891-24 24" 26.50 24.65 22.79 21.20 PE34893-24 24" 33.20 30.88 28.55 26.56 
PE34891-36 36" 27.40 25.48 23.56 21.92 PE34893-36 36" 34.10 31.71 29.33 27.28 
PE34891-48 48" 28.30 26.32 24.34 22.64 PE34893-48 48" 35.00 32.55 30.10 28.00 
PE34891-60 60" 29.20 27.16 25eLL 23.36 PE34893-60 60" 35.85 33.34 30.83 28.68 
PE34891-XX Any Same-Day Shipment / Call for Pricing PE34893-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG316/U COAX 50 OHM, RG316/U COAX 
Model No. Length 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE34240-12 125 ree 78 $21.07 $19.60 PE34895-12 125 $31.20 $29.02 $26.83 $24.96 
PE34240-24 24" 25.40 23.62 21.84 20.32 PE34895-24 24" 32.05 29.81 27.56 25.64 
PE34240-36 36" 26.30 24.46 22.62 21.04 PE34895-36 36" 33.00 30.69 28.38 26.40 
PE34240-48 48" 27625 25529 23.35 21.72 PE34895-48 48" 33.85 31.48 29.11 27.08 
PE34240-60 60" 28.10 26.13 24.17 22.48 PE34895-60 60" 34.75 32.32 29.89 27.80 
PE34240-XX Any Same-Day Shipment / Call for Pricing PE34895-XX Any Same-Day Shipment / Call for Pricing 


MMCX PLUG TO SMA MALE 


50 OHM, RG174A/U COAX 50 OHM, RG188A/U COAX 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 50-99 100 + 
PE34069-12 125 $31.20 $29.02 $26.83 $24.96 PE34887-12 125 ne ae $26.83 $24.96 
PE34069-24 24" 31.40 29.20 27.00 25:12 PE34887-24 24" 32.05 29.81 27.56 25.64 
PE34069-36 36" 31.65 29.43 27.22 25.32 PE34887 -36 36" 33.00 30.69 28.38 26.40 
PE34069-48 48" 31.90 29.67 27.43 25.52 PE34887 -48 48" 33.85 31.48 29.11 27.08 
PE34069-60 60" 32.15 29.90 27.65 25372 PE34887-60 60" 34.75 32.32 29.89 27.80 
PE34069-XX Any Same-Day Shipment / Call for Pricing PE34887-XX Any Same-Day Shipment / Call for Pricing 

50 OHM, RG178B/U COAX 50 OHM, RG316/U COAX 
Model No. Length 25-49 50-99 100 + Model No. Length 25-49 50-99 100 + 
PE34374-12 125 eal $30.04 $27.78 $25.84 PE34122-12 125 Gin $29.02 $26.83 $24.96 
PE34374-24 24" 33.20 30.88 28.55 26.56 PE34122-24 24" 32.05 29.81 27.56 25.64 
PE34374-36 36" 34.10 31.71 29.33 27.28 PE34122-36 36" 33.00 30.69 28.38 26.40 
PE34374-48 48" 35.00 32.55 30.10 28.00 PE34122-48 48" 33.85 31.48 29.11 27.08 
PE34374-60 60" 35.85 33.34 30.83 28.68 PE34122-60 60" 34.75 32.32 29.89 27.80 
PE34374-XX Any Same-Day Shipment / Call for Pricing PE34122-XX Any Same-Day Shipment / Call for Pricing 


**ROHS COMPLIANT & CUSTOM-LENGTH CABLE ASSEMBLIES MAY BE ORDERED ON OUR WEBSITE.** 


126 = All Products Available Online! www.pasternack.com __ Free Ground Freight 
Toll-Free: 866-PASTERNACK (866-727-8376) Phone: 949-261-1920 Fax: 949-261-7451 Same-Day Shipping 


REVERSE POLARITY SMA MALE 
TO STANDARD BNC MALE 


50 OHM, RGS8C/U COAX 


Model No. Length 50-99 100 + 
PE35207-12 125 raat sack $23.95 $22.28 
PE35207-24 24" 28.25 26.27 24.30 22.60 
PE35207-36 36" 28.60 26.60 24.60 22.88 
PE35207-48 48" 29.00 26.97 24.94 23.20 
PE35207-60 60" 29.35 27.30 25.24 23.48 
PE35207-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, RG142B/U COAX, DOUBLE SHIELDED 


Model No. Length 50-99 100 + 
PE35209-12 ide rc satel $27.78 $25.84 
PE35209-24 24" 34.75 eee 29.89 27.80 
PE35209-36 36" 37.20 34.60 31.99 29.76 
PE35209-48 48" 39.65 36.87 34.10 She 
PE35209-60 60" 42.10 39.15 36.21 33.68 
PE35209-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, RG174A/U_ COAX 


Model No. Length 50-99 100 + 
PE35211-12 125 aT sats $26.83 $24.96 
PE35211-24 24" 31.40 29.20 27.00 25.12 
PE35211-36 36" 31.65 29.43 2122 25.32 
PE35211-48 48" 31.90 29.67 27.43 25.52 
PE35211-60 60" S2.kD 29.90 27.65 25.72 
PE35211-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, RG178B/U_ COAX 


Model No. Length 50-99 100 + 
PE35213-12 2s oRE ra $43.13 $40.12 
PE35213-24 24" 51.00 47.43 43.86 40.80 
PE35213-36 36" 51.90 48.27 44.63 41.52 
PE35213-48 48" 52.75 49.06 45.37 42.20 
PE35213-60 60" 53.70 49.94 46.18 42.96 
PE35213-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, RG188A/U OAK 


Model No. Length 50-99 100 + 
PE35215-12 125 ant TAT $26.83 $24.96 
PE35215-24 24" 32.05 29.81 27.56 25.64 
PE35215-36 36" 33.00 30.69 28.38 26.40 
PE35215-48 48" 33.85 31.48 29.11 27.08 
PE35215-60 60" 34.75 32.32 29.89 27.80 
PE35215-XX Any Same-Day Shipment / Call for Pricing 


90 OHM, RG223/U COAX, DOUBLE SHIELDED 


Model No. Length 

PE35217-12 12? oe sats ENT $25.84 
PE35217-24 24" 33.55 31.20 28.85 26.84 
PE35217-36 36" 34.75 32.32 29.89 27.80 
PE35217-48 48" 35.95 33.43 30.92 28.76 
PE35217-60 60" 37.20 34.60 31.99 29.76 
PE35217-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, RG316/U COAX 


Model No. Length 50-99 100 + 
PE35219-12 12" oe ST $26.83 $24.96 
PE35219-24 24" 32.05 29.81 27.56 25.64 
PE35219-36 36" 33.00 30.69 28.38 26.40 
PE35219-48 48" 33.85 31.48 29.11 27.08 
PE35219-60 60" 34.75 32.32 29.89 27.80 
PE35219-XX Any Same-Day Shipment / Call for Pricing 
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50 OHM, RGS8C/U COAX 


Model No. Length 50-99 100 + 
PE34727-12 125 oR, ssarhe $27.78 $25.84 
PE34727-24 24" 32.65 30.36 28.08 26.12 
PE34727-36 36" 33.10 30.78 28.47 26.48 
PE34727-48 48" 33.45 filo Wh 28.77 26.76 
PE34727-60 60" 33.85 31.48 29.11 27.08 
PE34727-XX Any Same-Day Shipment / Call for Pricing 


90 OHM, RG142B/U COAX, DOUBLE SHIELDED — 


Model No. Length 

PE34361-12 12" ep saith Tar ELH 
PE34361-24 24" 34.75 32.32 29.89 27.80 
PE34361-36 36" 37.20 34.60 31.99 29.76 
PE34361-48 48" 39.65 36.87 34.10 eH ley 
PE34361-60 60" 42.10 39.15 36.21 33.68 
PE34361-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, RG174A/U_ COAX 


Model No. Length 50-99 100 + 
PE35221-12 125 eT TET $31.61 $29.40 
PE35221-24 24" 37.00 34.41 31.82 29.60 
PE35221-36 36" 37.25 34.64 32.04 29.80 
PE35221-48 48" 37.45 34.83 32.21 29.96 
PE35221-60 60" 37.70 35.06 32.42 30.16 
PE35221-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, RG178B/U_ COAX 


Model No. Length 50-99 100 + 
PE35223-12 12" Tae Gea $39.26 $36.52 
PE35223-24 24" 46.55 43.29 40.03 37.24 
PE35223-36 36" 47.45 44.13 40.81 37.96 
PE35223-48 48" 48.35 44.97 41.58 38.68 
PE35223-60 60" 49.25 45.80 42.36 39.40 
PE35223-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, RG188A/U_ COAX 


Model No. Length 25-49 50-99 100 + 
PE35225-12 12s SRE $34.18 $31.61 $29.40 
PE35225-24 24" 37.65 35.01 32.38 30.12 
PE35225-36 36" 38.55 35.85 33.15 30.84 
PE35225-48 48" 39.45 36.69 33.93 31.56 
PE35225-60 60" 40.30 37.48 34.66 32.24 
PE35225-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, RG223/U COAX, DOUBLE SHIELDED 


Model No. Length 

PE35227-12 12% oe car aia $25.84 
PE35227-24 24" 33.55 31.20 28.85 26.84 
PE35227-36 36" 34.75 32.32 29.89 27.80 
PE35227-48 48" 35.95 33.43 30.92 28.76 
PE35227-60 60" 37.20 34.60 31.99 29.76 
PE35227-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, RG316/U COAX 


Model No. Length 50-99 100 + 
PE34770-12 12" aa Tee $31.61 $29.40 
PE34770-24 24" 37.65 35.01 32.38 30.12 
PE34770-36 36" 38.55 35.85 33.15 30.84 
PE34770-48 48" 39.45 36.69 33.93 31.56 
PE34770-60 60" 40.30 37.48 34.66 32.24 
PE34770-XX Any Same-Day Shipment / Call for Pricing 


**ROHS COMPLIANT & CUSTOM-LENGTH CABLE ASSEMBLIES MAY BE ORDERED ON OUR WEBSITE. ** 


Free Ground Freight 
Same-Day Shipping 


All Products Available Online! www.pasternack.com 
Toll-Free: 866-PASTERNACK (866-727-8376) Phone: 949-261-1920 Fax: 949-261-7451 
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REVERSE POLARITY TNC MALE 
TO STANDARD TNC MALE 
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Model No. 

PE35228-12 
PE35228-24 
PE35228-36 
PE35228-48 
PE35228-60 
PE35228-XX 


eretare 
SSC] 


50 OHM, RG58C/U COAX 

Length 1-24 25-49 50-99 100 + 
ibd $23.40 $21.76 $20.12 $18.72 
24" 23.80 22.13 20.47 19.04 
36" 24.15 22.46 20.77 19.32 
48" 24.55 22.83 21ei1 19.64 
60" 24.90 23.16 21.41 19.92 
Any Same-Day Shipment / Call for Pricing 


50 OHM, RG142B/U COAX, DOUBLE SHIELDED 


Model No. Length 1-24 25-49 50-99 100 + 
PE35230-12 12s $23.40 $21.76 $20.12 $18.72 
PE35230-24 24" 25.85 24.04 genes 20.68 
PE35230-36 36" 28.30 26.32 24.34 22.64 
PE35230-48 48" 30.75 28.60 26.45 24.60 
PE35230-60 60" 33.20 30.88 28.55 26.56 
PE35230-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG213/U COAX 
Model No. Length 1-24 25-49 50-99 100 + 
PE35232-12 12% $50.15 $46.64 $43.13 $40.12 
PE35232-24 24" 51.05 47.48 43.90 40.84 
PE35232-36 36" 52.00 48.36 44.72 41.60 
PE35232-48 48" 52.90 49.20 45.49 42.32 
PE35232-60 60" 53.90 50.13 46.35 43.12 
PE35232-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, RG214/U COAX, DOUBLE SHIELDED 


Model No. Length 1-24 25-49 50-99 100 + 
PE35234-12 12n $50.15 $46.64 $43.13 $40.12 
PE35234-24 24" 53.50 49.76 46.01 42.80 
PE35234-36 36" 56.80 52.82 48.85 45.44 
PE35234-48 48" 60.15 55.94 51573 48.12 
PE35234-60 60" 63.50 59.06 54.61 50.80 
PE35234-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, RG223/U COAX, DOUBLE SHIELDED 


Model No. 

PE35236-12 
PE35236-24 
PE35236-36 
PE35236-48 
PE35236-60 
PE35236-XX 


Model No. 

PE35238-12 
PE35238-24 
PE35238-36 
PE35238-48 
PE35238-60 
PE35238-XX 


Length 1-24 25-49 50-99 100 + 
25 $23.40 $21.76 $20.12 $18.72 
24" 24.60 22.88 21.16 19.68 
36" 25.85 24.04 22.23 20.68 
48" 27.05 25.16 23.26 21.64 
60" 28.30 26.32 24.34 22.64 
Any Same-Day Shipment / Call for Pricing 
50 OHM, RG316/U COAX 

Length 1-24 25-49 50-99 100 + 
12% $28.95 $26.92 $24.90 $23.16 
24" 29.85 27.76 25.67 23.88 
36" 30.75 28.60 26.45 24.60 
48" 31.60 29.39 27.18 25.28 
60" 32.50 30.23 27.95 26.00 
Any Same-Day Shipment / Call for Pricing 


50 OHM, PE-B3199, VERY LOW LOSS COAX 


Model No. Length 1-24 25-49 50-99 100 + 
PE35240-12 12h $50.15 $46.64 $43.13 $40.12 
PE35240-24 24" 51.00 47.43 43.86 40.80 
PE35240-36 36" 51.90 48.27 44.63 41.52 
PE35240-48 48" 52.75 49.06 45.37 42.20 
PE35240-60 60" 53.70 49.94 46.18 42.96 
PE35240-XX Any Same-Day Shipment / Call for Pricing 


REVERSE POLARITY TNC MALE 
TO STANDARD SMA MALE 


Model No. 

PE34853-12 
PE34853-24 
PE34853-36 
PE34853-48 
PE34853-60 
PE34853-XX 


50 OHM, RG58C/U COAX 

Length 1-24 25-49 50-99 100 + 
12" $32.30 $30.04 $27.78 $25.84 
24" 32.65 30.36 28.08 26.12 
36" 33.10 30.78 28.47 26.48 
48" 33.45 31.11 28.77 26.76 
60" 33.85 31.48 29.11 27.08 
Any Same-Day Shipment / Call for Pricing 


50 OHM, RG142B/U COAX, DOUBLE SHIELDED 


Model No. Length 1-24 25-49 50-99 100 + 
PE34854-12 12" $32.30 $30.04 $27.78 $25.84 
PE34854-24 24" 34.75 32.32 29.89 27.80 
PE34854-36 36" 37.20 34.60 31.99 29.76 
PE34854-48 48" 39.65 36.87 34.10 31.72 
PE34854-60 60" 42.10 39.15 36.21 33.68 
PE34854-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG178B/U COAX 
Model No. Length 1-24 25-49 50-99 100 + 
PE35242-12 125 $43.45 $40.41 $37 .37 $34.76 
PE35242-24 24" 44.35 41.25 38.14 35.48 
PE35242-36 36" 45.25 42.08 38.92 36.20 
PE35242-48 48" 46.10 42.87 39.65 36.88 
PE35242-60 60" 47.00 43.71 40.42 37.60 
PE35242-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG188A/U COAX 
Model No. Length 1-24 25-49 50-99 100 + 
PE35244-12 Ze $36.75 $34.18 $31.61 $29.40 
PE35244-24 24" 37.65 35.01 32.38 30.12 
PE35244-36 36" 38.55 35.85 Ss0n0 30.84 
PE35244-48 48" 39.45 36.69 33.93 31.56 
PE35244-60 60" 40.30 37.48 34.66 32.24 
PE35244-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, RG223/U COAX, DOUBLE SHIELDED 


Model No. Length 1-24 25-49 50-99 100 + 
PE34397-12 12" $32.30 $30.04 $27.78 $25.84 
PE34397-24 24" 33.55 31.20 28.85 26.84 
PE34397-36 36" 34.75 32.32 29.89 27.80 
PE34397-48 48" 35.95 33.43 30.92 28.76 
PE34397-60 60" 37.20 34.60 31.99 29.76 
PE34397-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG316/U COAX 
Model No. Length 1-24 25-49 50-99 100 + 
PE34396-12 12" $36.75 $34.18 $31.61 $29.40 
PE34396-24 24" 37.65 35.01 32.38 30.12 
PE34396-36 36" 38.55 35.85 33.15 30.84 
PE34396-48 48" 39.45 36.69 33.93 31.56 
PE34396-60 60" 40.30 37.48 34.66 32.24 
PE34396-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, RG400/U COAX, DOUBLE SHIELDED 


Model No. Length 1-24 25-49 50-99 100 + 
PE35246-12 127 $32.30 $30.04 $27.78 $25.84 — 
PE35246-24 24" 34.75 32.32 29.89 27.80 
PE35246-36 36" 37.20 34.60 31.99 29.76 — 
PE35246-48 48" 39.65 36.87 34.10 31i72 
PE35246-60 60" 42.10 39.15 36.21 33.68 
PE35246-XX Any _ Same-Day Shipment / Call for Pricing 


**ROHS COMPLIANT & CUSTOM-LENGTH CABLE ASSEMBLIES MAY BE ORDERED ON OUR WEBSITE. ** 


128 All Products Available Online! www.pasternack.com 
Toll-Free: 866-PASTERNACK (866-727-8376) 


Phone: 949-261-1920 Fax: 949-261-7451 


Free Ground Freight 
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50 OHM, RG58C/U COAX 50 OHM, RG58C/U COAX 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE35229-12 12" $23.40 $21.76 $20.12 $18.72 PE34554-12 Lee $30.05 $27.95 $25.84 $24.04 
PE35229-24 24" 23.80 4 det bs} 20.47 19.04 PE34554-24 24" 30.45 28.32 26.19 24.36 
PE35229-36 36" 24.15 22.46 20.77 19.32 PE34554-36 36" 30.80 28.64 26.49 24.64 
PE35229-48 48" 24.55 22.83 Ali | 19.64 PE34554-48 48" 31.20 29.02 26.83 24.96 
PE35229-60 60" 24.90 23.16 21.41 19.92 PE34554-60 60" 31.60 29.39 27.18 25.28 
PE35229-XX Any Same-Day Shipment / Call for Pricing PE34554-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, RG142B/U COAX, DOUBLE SHIELDED 50 OHM, RG142B/U COAX, DOUBLE SHIELDED 


Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE35231-12 128 $23.40 $21.76 $20.12 $18.72 PE34573-12 12" $30.05 $27.95 $25.84 $24.04 
PE35231-24 24" 25.85 24.04 22.23 20.68 PE34573-24 24" 32.50 30.23 27.95 26.00 
PE35231-36 36" 28.30 26.32 24.34 22.64 PE34573-36 36" 35.00 32.55 30.10 28.00 
PE35231-48 48" 30.75 28.60 26.45 24.60 PE34573-48 48" 37.40 34.78 32.16 29.92 
PE35231-60 60" 33.20 30.88 28.55 26.56 PE34573-60 60" 39.90 37.11 34.31 31.92 
PE35231-XX Any Same-Day Shipment / Call for Pricing PE34573-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG213/U COAX 50 OHM, RG178B/U COAX 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE35233-12 125 $50.15 $46.64 $43.13 $40.12 PE35241-12 125 $44.55 $41.43 $38.31 $35.64 
PE35233-24 24" 51.05 47.48 43.90 40.84 PE35241-24 24" 45.45 42.27 39.09 36.36 
PE35233-36 36" 52.00 48.36 44.72 41.60 PE35241-36 36" 46.35 43.11 39.86 37.08 
PE35233-48 48" 52.90 49.20 45.49 42.32 PE35241-48 48" 47.20 43.90 40.59 37.76 
PE35233-60 60" 53.90 50.13 46.35 43.12 PE35241-60 60" 48.15 44.78 41.41 38.52 
PE35233-XX Any Same-Day Shipment / Call for Pricing PE35241-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG214/U COAX, DOUBLE SHIELDED 50 OHM, RG188A/U COAX 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE34520-12 128 $50.15 $46.64 $43.13 $40.12 PE35243-12 12" $43.45 $40.41 $37.37 $34.76 
PE34520-24 24" 53.50 49.76 46.01 42.80 PE35243-24 24" 44.35 41.25 38.14 35.48 
PE34520-36 36" 56.80 52.82 48.85 45.44 PE35243-36 36" 45.25 42.08 38.92 36.20 
PE34520-48 48" 60.15 55.94 51.73 48.12 PE35243-48 48" 46.10 42.87 39.65 36.88 
PE34520-60 60" 63.50 59.06 54.61 50.80 PE35243-60 60" 47.00 43.71 40.42 37.60 
PE34520-XX Any Same-Day Shipment / Call for Pricing PE35243-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, RG223/U COAX, DOUBLE SHIELDED 50 OHM, RG223/U COAX, DOUBLE SHIELDED 


Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE35235-12 12" $23.40 $21.76 $20.12 $18.72 PE35245-12 £2 $30.05 $27.95 $25.84 $24.04 
PE35235-24 24" 24.60 22.88 21.16 19.68 PE35245-24 24" 31.30 29.11 26.92 25.04 
PE35235-36 36" 25.85 24.04 22.23 20.68 PE35245-36 36" 32.50 30.23 27.95 26.00 
PE35235-48 48" 27.05 25.16 23.26 21.64 PE35245-48 48" 33.75 31.39 29.03 27.00 
PE35235-60 60" 28.30 26.32 24.34 22.64 PE35245-60 60" 35.00 32.55 30.10 28.00 
PE35235-XX Any Same-Day Shipment / Call for Pricing PE35245-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG316/U COAX 50 OHM, RG316/U COAX 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE35237-12 12" $28.95 $26.92 $24.90 $23.16 PE35247-12 1g $43.45 $40.41 $37.37 $34.76 
PE35237-24 24" 29.85 27.76 25.67 23.88 PE35247-24 24" 44.35 41.25 38.14 35.48 
PE35237-36 36" 30.75 28.60 26.45 24.60 PE35247-36 36" 45.25 42.08 38.92 36.20 
PE35237-48 48" 31.60 29.39 27.18 25.28 PE35247-48 48" 46.10 42.87 39.65 36.88 
PE35237-60 60" 32.50 30.23 27.95 26.00 PE35247-60 60" 47.00 43.71 40.42 37.60 
PE35237-XX Any Same-Day Shipment / Call for Pricing PE35247-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, PE-B3199, VERY LOW LOSS COAX 50 OHM, PE-B3199, VERY LOW LOSS COAX 


Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE35239-12 12% $50.15 $46.64 $43.13 $40.12 PE35249-12 12" $43.45 $40.41 $37 .37 $34.76 
PE35239-24 24" 51.00 47.43 43.86 40.80 PE35249-24 24" 44.35 41.25 38.14 35.48 
PE35239-36 36" 51.90 48.27 44.63 41.52 PE35249-36 36" 45.25 42.08 38.92 36.20 
PE35239-48 48" 52.75 49.06 45.37 42.20 PE35249-48 48" 46.10 42.87 39.65 36.88 
PE35239-60 60" 53.70 49.94 46.18 42.96 PE35249-60 60" 47.00 43.71 40.42 37.60 
PE35239-XX Any Same-Day Shipment / Call for Pricing PE35249-XX Any Same-Day Shipment / Call for Pricing 
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90 OHM, RG58C/U COAX 


Model No. Length 1-24 25-49 50-99 100 + 
PE34116-12 125 $35.65 $33.15 $30.66 $28.52 
PE34116-24 24" 36.00 33.48 30.96 28.80 
PE34116-36 36" 36.40 33.85 31.30 29.12 
PE34116-48 48" 36.75 34.18 31.61 29.40 
PE34116-60 60" 37R45 34.55 31.95 29.72 
PE34116-XX Any Same-Day Shipment / Call for Pricing 


30 OHM, RG142B/U COAX, DOUBLE SHIELDED 


Model No. Length 1-24 25-49 50-99 100 + 
PE34614-12 12% $37.90 $35.25 $32.59 $30.32 
PE34614-24 24" 40.30 37.48 34.66 32.24 
PE34614-36 36" 42.75 39.76 36.77 34.20 
PE34614-48 48" 45.25 42.08 38.92 36.20 
PE34614-60 60" _ 47.65 44.31 40.98 38.12 
PE34614-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG174A/U COAX 
Model No. Length 1-24 25-49 50-99 100 + 
PE34331-12 128 $36.75 $34.18 $31.61 $29.40 
PE34331-24 24" 37.00 34.41 31.82 29.60 
PE34331-36 36" 37.25 34.64 32.04 29.80 
PE34331-48 48" 37.45 34.83 yaar ai | 29.96 
PE34331-60 60" 37.70 35.06 32.42 30.16 
PE34331-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG178B/U COAX 
Model No. Length 1-24 25-49 50-99 100 + 
PE35208-12 120 $49.00 $45.57 $42.14 $39.20 
PE35208-24 24" 49.90 46.41 42.91 39.92 
PE35208-36 36" 50.80 47.24 43.69 40.64 
PE35208-48 48" 51.65 48.03 44.42 41.32 
PE35208-60 60" 52.55 48 .87 45.19 42.04 
PE35208-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG188A/U COAX 
Model No. Length 1-24 25-49 50-99 100 + 
PE35210-12 12" $36.75 $34.18 $31.61 $29.40 
PE35210-24 24" 37.65 35.01 32.38 30.12 
PE35210-36 36" 38.55 35.85 Sask 30.84 
PE35210-48 48" 39.45 36.69 33.93 31.56 
PE35210-60 60" 40.30 37.48 34.66 32.24 
PE35210-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, RG223/U COAX, DOUBLE SHIELDED 


Model No. Length 1-24 25-49 50-99 100 + 
PE34398-12 123 $36.75 $34.18 $31.61 $29.40 
PE34398-24 24" 38.00 35.34 32.68 30.40 
PE34398-36 36" 39.20 36.46 33.71 31.36 
PE34398-48 48" 40.45 37.62 34.79 32.36 
PE34398-60 60" 41.65 38.73 35.82 S332 
PE34398-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG316/U COAX 
Model No. __Length 1-24 25-49 50-99 100 + 
PE35212-12 12" $36.75 $34.18 $31.61 $29.40 
PE35212-24 24" 37.65 35.01 32.38 30.12 
PE35212-36 36" 38.55 35.85 33.15 30.84 
PE35212-48 48" 39.45 36.69 33.93 31.56 
PE35212-60 60" 40.30 37.48 34.66 32.24 
PE35212-XX Any Same-Day Shipment / Call for Pricing 


REVERSE POLARITY SMA MALE 
TO STANDARD TNC MALE 


50 OHM, RG58C/U COAX 
Model No. Length 1-24 25-49 50-99 100 + 
PE35214-12 lée $32.30 $30.04 $27.78 $25.84 
PE35214-24 24" 32.65 30.36 28.08 26.12 
PE35214-36 36" 33.10 30.78 28.47 26.48 
PE35214-48 48" 33.45 31.2 28.77 26.76 
PE35214-60 60" 33.85 31.48 29.11 27.08 
PE35214-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, RG142B/U COAX, DOUBLE SHIELDED 


Model No. Length 1-24 25-49 50-99 100 + 
PE35216-12 120 $32.30 $30.04 $27.78 $25.84 
PE35216-24 24" 34.75 32.32 29.89 27.80 
PE35216-36 36" 37.20 34.60 31.99 29.76 
PE35216-48 48" 39.65 36.87 34.10 31.72 
PE35216-60 60" 42.10 39.15 36.21 33.68 
PE35216-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG174A/U COAX 
Model No. Length 1-24 25-49 50-99 100 + 
PE35218-12 12" $36.75 $34.18 $31.61 $29.40 
PE35218-24 24" 37.00 34.41 31.82 29.60 
PE35218-36 36" 37.25 34.64 32.04 29.80 
PE35218-48 48" 37.45 34.83 Suan 29.96 
PE35218-60 60" 37.70 35.06 32.42 30.16 
PE35218-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG178B/U COAX 
Model No. Length 1-24 25-49 50-99 100 + 
PE35220-12 12" $43.45 $40.41 $37.37 $34.76 
PE35220-24 24" 44.35 41.25 38.14 35.48 
PE35220-36 36" 45.25 42.08 38.92 36.20 
PE35220-48 48" 46.10 42.87 39.65 36.88 
PE35220-60 60" 47.00 43.71 40.42 37.60 
PE35220-XX Any Same-Day Shipment / Call for Pricing 
90 OHM, RG188A/U COAX 
Model No. Length 1-24 25-49 50-99 100 + 
PE35222-12 125 $36.75 $34.18 $31.61 $29.40 
PE35222-24 24" 37.65 35.01 32.38 30.12 
PE35222-36 36" 38.55 35.85 33.15 30.84 
PE35222-48 48" 39.45 36.69 33.93 31.56 
PE35222-60 60" 40.30 37.48 34.66 32.24 
PE35222-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, RG223/U COAX, DOUBLE SHIELDED 


Model No. Length 1-24 25-49 50-99 100 + 
PE35224-12 125 $32.30 $30.04 $27.78 $25.84 
PE35224-24 24" 33.55 31.20 28.85 26.84 
PE35224-36 36" 34.75 32.32 29.89 27.80 
PE35224-48 48" 35.95 33.43 30.92 28.76 
PE35224-60 60" 37.20 34.60 31.99 29.76 
PE35224-XX Any Same-Day Shipment / Call for Pricing 
90 OHM, RG316/U COAX 
Model No. Length 1-24 25-49 50-99 100 + 
PE35226-12 12” $36.75 $34.18 $31.61 $29.40 
PE35226-24 24" 37.65 35.01 32.38 30.12 
PE35226-36 36" 38.55 35.85 33.15 30.84 
PE35226-48 48" 39.45 36.69 33.93 31.56 
PE35226-60 60" 40.30 37.48 34.66 32.24 
PE35226-XX Any Same-Day Shipment / Call for Pricing 


**ROHS COMPLIANT & CUSTOM-LENGTH CABLE ASSEMBLIES MAY BE ORDERED ON OUR WEBSITE. ** 
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REVERSE THREAD SMA MALE T0 
REVERSE THREAD SMA MALE 


REVERSE THREAD SMA MALE T0 
STANDARD SMA MALE 


50 OHM, RG58C/U COAX 50 OHM, RG58C/U COAX 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE35349-12 126 $37.90 $35.25 $32.59 $30.32 PE35351-12 12" $36.75 $34.18 $31.61 $29.40 
PE35349-24 24" 38.25 35.57 32.90 30.60 PE35351-24 24" 37.10 34.50 31.91 29.68 
PE35349-36 36" 38.65 35.94 33.24 30.92 PE35351-36 36" 37.50 34.88 32.25 30.00 
PE35349-48 48" 39.00 36.27 33.54 31.20 PE35351-48 48" 37.90 35.25 32.59 30.32 
PE35349-60 60" 39.40 36.64 33.88 31.552 PE35351-60 60" 38.30 35.62 32.94 30.64 
PE35349-XX Any Same-Day Shipment / Call for Pricing PE35351-XX Any Same-Day Shipment / Call for Pricing 


90 OHM, RG142B/U COAX, DOUBLE SHIELDED 


50 OHM, RG142B/U COAX, DOUBLE SHIELDED 


Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE35353-12 12" $40.10 $37.29 $34.49 $32.08 PE35355-12 122 $39.00 $36.27 $33.54 $31.20 
PE35353-24 24" 42.50 39.53 36.55 34.00 PE35355-24 24" 41.45 38.55 35.65 33.16 
PE35353-36 36" 45.00 41.85 38.70 36.00 PE35355-36 36" 43.90 40.83 Sihelhe 35.12 
PE35353-48 48" 47.45 44.13 40.81 37.96 PE35355-48 48" 46.35 43.11 39.86 37.08 
PE35353-60 60" 49.90 46.41 42.91 39.92 PE35355-60 60" 48.80 45.38 41.97 39.04 
PE35353-XX Any Same-Day Shipment / Call for Pricing PE35355-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG174A/U COAX 50 OHM, RG174A/U COAX 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE35357-12 12" $39.00 $36.27 $33.54 $31.20 PE35359-12 12" $37.90 $35.25 $32.59 $30.32 
PE35357-24 24" 39.25 36.50 33.76 31.40 PE35359-24 24" 38.15 35.48 32.81 30.52 
PE35357-36 36" 39.50 36.74 33.97 31.60 PE35359-36 36" 38.40 35.71 33.02 30.72 
PE35357-48 48" 39.70 36.92 34.14 31.76 PE35359-48 48" 38.65 35.94 33.24 30.92 
PE35357-60 60" 39.95 37.15 34.36 31.96 PE35359-60 60" 38.85 36.13 33.41 31.08 
PE35357-XX Any Same-Day Shipment / Call for Pricing PE35359-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG178B/U COAX 50 OHM, RG178B/U COAX 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE35361-12 12" $51.20 $47 .62 $44.03 $40.96 PE35363-12 2s $50.15 $46.64 $43.13 $40.12 
PE35361-24 24" 52,10 48.45 44.81 41.68 PE35363-24 24" 51.00 47 .43 43.86 40.80 
PE35361-36 36" 53.05 49.34 45.62 42.44 PE35363-36 36" 51.90 48.27 44.63 41.52 
PE35361-48 48" 53.95 50.17 46.40 43.16 PE35363-48 48" 52.75 49.06 45.37 42.20 
PE35361-60 60" 54.80 50.96 47.13 43.84 PE35363-60 60" 53.70 49.94 46.18 42.96 
PE35361-XX Any Same-Day Shipment / Call for Pricing PE35363-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG188A/U COAX 50 OHM, RG188A/U COAX 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE35365-12 12" $39.00 $36.27 $33.54 $31.20 PE35367-12 12h $37.90 $35.25 $32.59 $30.32 
PE35365-24 24" 39.90 37.11 34.31 31.92 PE35367-24 24" 38.75 36.04 sEjose! 31.00 
PE35365-36 36" 40.75 37.90 35.05 32.60 PE35367-36 36" 39.65 36.87 34.10 31.72 
PE35365-48 48" 41.65 38.73 35.82 33.32 PE35367-48 48" 40.55 37.71 34.87 32.44 
PE35365-60 60" 42.50 39.53 36.55 34.00 PE35367-60 60" 41.45 38.55 35.65 33.16 
PE35365-XX Any Same-Day Shipment / Call for Pricing PE35367-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, RG223/U COAX, DOUBLE SHIELDED 


50 OHM, RG223/U COAX, DOUBLE SHIELDED 


Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE35369-12 2? $39.00 $36.27 $33.54 $31.20 PE35371-12 125 $37.90 $35.25 $32.59 $30.32 
PE35369-24 24" 40.20 37.39 34.57 32.16 PE35371-24 24" 39.10 36.36 33.63 31.28 
PE35369-36 36" 41.45 38.55 35.65 33.16 PE35371-36 36" 40.30 37.48 34.66 32.24 
PE35369-48 48" 42.65 39.66 36.68 34.12 PE35371-48 48" 41.55 38.64 35.73 33.24 
PE35369-60 60" 43.90 40.83 37.75 So ake PE35371-60 60" 42.75 39.76 36.77 34.20 
PE35369-XX Any Same-Day Shipment / Call for Pricing PE35371-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG316/U COAX 50 OHM, RG316/U COAX 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE35373-12 123 $39.00 $36.27 $33.54 $31.20 PE35375-12 127 $37.90 $35.25 $32.59 $30.32 
PE35373-24 24" 39.90 37.11 34.31 31.92 PE35375-24 24" 38.75 36.04 33.33 31.00 
PE35373-36 36" 40.75 37.90 35.05 32.60 PE35375-36 36" 39.65 36.87 34.10 S72 
PE35373-48 48" 41.65 38.73 35.82 33.32 PE35375-48 48" 40.55 ny eel 34.87 32.44 
PE35373-60 60" 42.50 39.53 36.55 34.00 PE35375-60 60" 41.45 38.55 35.65 33.16 
PE35373-XX Any Same-Day Shipment / Call for Pricing PE35375-XX Any Same-Day Shipment / Call for Pricing 


Free Ground Freight 
Same-Day Shipping 


**ROHS COMPLIANT & CUSTOM-LENGTH CABLE ASSEMBLIES MAY BE ORDERED ON OUR WEBSITE.** 
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Phone: 949-261-1920 Fax: 949-261-7451 


FME JACK TO FME JACK 


FME JACK TO BNC MALE 


50 OHM, RG58C/U COAX 
Model No. Length 1-24 25-49 50-99 100 + 
PE34856-12 12" $13.40 $12.46 $11.52 $10.72 
PE34856-24 24" 13.75 12.79 11.83 11.00 
PE34856-36 36" 14.15 13.16 12.17 11.32 
PE34856-48 48" 14.50 13.49 12.47 11.60 
PE34856-60 60" 14.90 13.86 12.81 11.92 
PE34856-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG142B/U COAX, DOUBLE SHIELDED 
Model No. Length 1-24 25-49 50-99 100 + 
PE34858-12 127 $17.85 $16.60 $15.35 $14.28 
PE34858-24 24" 20.25 18.83 17.42 16.20 
PE34858-36 36" 22.75 21.16 19.57 18.20 
PE34858-48 48" 25.15 23.39 21.63 20.12 
PE34858-60 60" 27.60 25.67 23.74 22.08 
PE34858-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG174A/U COAX 
Model No. Length 1-24 25-49 50-99 100 + 
PE34860-12 12" $17.85 $16.60 $15.35 $14.28 
PE34860-24 24" 18.10 16.83 15.57 14.48 
PE34860-36 36" 18.35 17.07 15.78 14.68 
PE34860-48 48" 18.55 17.25 15.95 14.84 
PE34860-60 60" 18.80 17.48 16.17 15.04 
PE34860-XX Any Same-Day Shipment / Call for Pricing 


FME PLUG TO FME PLUG 


50 OHM, RG58C/U COAX 
Model No. Length 1-24 25-49 50-99 100 + 
PE35953-12 i2Ze $13.40 $12.46 $11.52 $10.72 
PE35953-24 24" 13.75 12.79 11.83 11.00 
PE35953-36 36" 14.15 13.16 I2617 11.32 
PE35953-48 48" 14.50 13.49 12.47 11.60 
PE35953-60 60" 14.90 13.86 12.81 11.92 
PE35953-XX Any Same-Day Shipment / Call for Pricing 


90 OHM, RG142B/U COAX, DOUBLE SHIELDED 


Model No. Length 1-24 25-49 50-99 100 + 
PE35955-12 125 $17.85 $16.60 $15.35 $14.28 
PE35955-24 24" 20.25 18.83 17.42 16.20 
PE35955-36 36" 22.75 21.16 19.57 18.20 
PE35955-48 48" 25.15 23.39 21.63 20.12 
PE35955-60 60" 27.60 25.67 23.74 22.08 
PE35955-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG174A/U COAX 
Model No. Length 1-24 25-49 50-99 100 + 
PE35957-12 120 $17.85 $16.60 $15.35 $14.28 
PE35957-24 24" 18.10 16.83 15.57 14.48 
PE35957-36 36" 18.35 17.07 15.78 14.68 
PE35957-48 48" 18.55 17.25 15.95 14.84 
PE35957-60 60" 18.80 17.48 16.17 15.04 
PE35957-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, RG58C/U COAX 
Model No. Length 1-24 25-49 50-99 100 + 
PE34862-12 128 $13.40 $12.46 $11.52 $10.72 
PE34862-24 24" 13575 12.79 11.83 11.00 
PE34862-36 36" 14.15 13.16 12,17 11.32 
PE34862-48 48" 14.50 13.49 12.47 11.60 
PE34862-60 60" 14.90 13.86 12.81 11.92 
PE34862-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG142B/U COAX, DOUBLE SHIELDED 
Model No. Length 1-24 25-49 50-99 100 + 
PE34864-12 128 $17.85 $16.60 $15.35 $14.28 
PE34864-24 24" 20.25 18.83 17.42 16.20 
PE34864-36 36" 22.75 21.16 19.57 18.20 
PE34864-48 48" 25.15 23.39 21.63 20.12 
PE34864-60 60" 27.60 25.67 23.74 22.08 
PE34864-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG174A/U COAX 
Model No. Length 1-24 25-49 50-99 100 + 
PE34866-12 12" $17.85 $16.60 $15.35 $14.28 
PE34866-24 24" 18.10 16.83 15.57 14.48 
PE34866-36 36" 18.35 17.07 15.78 14.68 
PE34866-48 48" 18.80 17.48 16.17 15.04 
PE34866-60 60" 19.05 T7.72 16.38 15.24 
PE34866-XX Any Same-Day Shipment / Call for Pricing 


FME PLUG TO BNC MALE 


50 OHM, RG58C/U COAX 
Model No. Length 1-24 25-49 50-99 100 + 
PE35959-12 12% $13.40 $12.46 $11.52 $10.72 
PE35959-24 24" 13.75 12.79 11.83 11.00 
PE35959-36 36" 14.15 13.16 12.17 11.32 
PE35959-48 48" 14.50 13.49 12.47 11.60 
PE35959-60 60" 14.90 13.86 12.81 11.92 
PE35959-XX Any Same-Day Shipment / Call for Pricing 


50 OHM, RG142B/U COAX, DOUBLE SHIELDED 


Model No. Length 1-24 25-49 50-99 100 + 
PE35962-12 12% $17.85 $16.60 $15.35 $14.28 
PE35962-24 24" 20.25 18.83 17.42 16.20 
PE35962-36 36" 22.75 21.16 19.57 18.20 
PE35962-48 48" 25.15 23.39 21.63 20.12 
PE35962-60 60" 27.60 25.67 23.74 22.08 
PE35962-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, RG174A/U COAX 
Model No. __ Length 1-24 25-49 50-99 100 + 
PE35964-12 12° $17.85 $16.60 $15.35 $14.28 
PE35964-24 24" 18.10 16.83 15.57 14.48 
PE35964-36 36" 18.35 17.07 15.78 14.68 
PE35964-48 48" 18.80 17.48 16.17 15.04 
PE35964-60 60" 19.05 17.72 16.38 15.24 
PE35964-XX Any Same-Day Shipment / Call for Pricing 


**ROHS COMPLIANT & CUSTOM-LENGTH CABLE ASSEMBLIES MAY BE ORDERED ON OUR WEBSITE.** 
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SEMI-RIGID & RE-SHAPEABLE CABLE ASSEMBLIES 
SMP FEMALE TO SMP FEMALE 


50 OHM, PE-047SR (.047” BARE COPPER) 50 OHM, RG405/U (.085” BARE COPPER) 


Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE36146-12 2 $55.15 $51.29 $47.43 $44.12 PE36150-12 tla $55.15 $51.29 $47 .43 $44.12 
PE36146-24 24" 58.50 54.41 50.31 46.80 PE36150-24 24" 58.50 54.41 50.31 46.80 
PE36146-36 36" 61.80 57.47 53.15 49.44 PE36150-36 36" 61.80 57.47 53.15 49.44 
PE36146-48 48" 65.15 60.59 56.03 52.12 PE36150-48 48" 65.15 60.59 56.03 52.12 
PE36146-60 60" 68.50 63.71 58.91 54.80 PE36150-60 60" 68.50 63.71 58.91 54.80 
PE36146-XX Any Same-Day Shipment / Call for Pricing PE36150-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, PE-SRO47FL (.047 RE-SHAPEABLE) 50 OHM, PE-SR405FL (.085” RE-SHAPEABLE) 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE36148-12 iy $57.35 $53.34 $49.32 $45.88 PE36152-12 125 $57.35 $53.34 $49.32 $45.88 
PE36148-24 24" 60.70 56.45 52.20 48.56 PE36152-24 24" 60.70 56.45 52.20 48.56 
PE36148-36 36" 64.05 59.57 55.08 51.24 PE36152-36 36" 64.05 59.57 55.08 51.24 
PE36148-48 48" 67.35 62.64 57,92 53.88 PE36152-48 48" 67.35 62.64 57.92 53.88 
PE36148-60 60" 70.75 65.80 60.85 56.60 PE36152-60 60" 70.75 65.80 60.85 56.60 


PE36148-XX Any Same-Day Shipment / Call for Pricing PE36152-XX Any Same-Day Shipment / Call for Pricing 


SEMI-RIGID & RE-SHAPEABLE CABLE ASSEMBLIES 
SMP FEMALE TO SMP FEMALE RIGHT ANGLE 


50 OHM, PE-047SR (.047” BARE COPPER) 50 OHM, RG405/U (.085” BARE COPPER) 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE36154-12 125 $61.80 $57.47 $53.15 $49.44 PE36158-12 125 $61.80 $57.47 $53.15 $49.44 
PE36154-24 24" 65.15 60.59 56.03 52.12 PE36158-24 24" 65.15 60.59 56.03 52.12 
PE36154-36 36" 68.50 63.71 58.91 54.80 PE36158-36 36" 68.50 63.71 58.91 52.06 
PE36154-48 48" 71.85 66.82 61.79 57.48 PE36158-48 48" 71.85 66.82 61.79 57.48 
PE36154-60 60" 75.20 69.94 64.67 60.16 PE36158-60 60" 75.20 69.94 64.67 60.16 
PE36154-XX Any Same-Day Shipment / Call for Pricing PE36158-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, PE-SRO47FL (.047 RE-SHAPEABLE) 50 OHM, PE-SR405FL (.085” RE-SHAPEABLE) 
Model No. Length 1-24 25-49 50-99 100 + Model No. ___Length 1-24 25-49 50-99 100 + 
PE36156-12 12" $64.05 $59.57 $55.08 $51.24 PE36160-12 120 $64.05 $59.57 $55.08 $51.24 
PE36156-24 24" 67.35 62.64 57.92 53.88 PE36160-24 24" 67.35 62.64 57.92 53.88 
PE36156-36 36" 70.75 65.80 60.85 56.60 PE36160-36 36" 70.75 65.80 60.85 56.60 
PE36156-48 48" 74.10 68.91 63.73 59.28 PE36160-48 48" 74.10 68.91 63.73 59.28 
PE36156-60 60" 77.40 71.98 66.56 61.92 PE36160-60 60" 77.40 71.98 66.56 61.92 
PE36156-XX Any Same-Day Shipment / Call for Pricing PE36160-XX Any Same-Day Shipment / Call for Pricing 


SEMI-RIGID & RE-SHAPEABLE CABLE ASSEMBLIES 
SMP FEMALE TO SMA MALE 


50 OHM, PE-047SR (.047” BARE COPPER) 50 OHM, RG405/U (.085” BARE COPPER) 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE36162-12 12" $46.20 $42.97 $39.73 $36.96 PE36166-12 125 $46.20 $42.97 $39.73 $36.96 
PE36162-24 24" 49.55 46.08 42.61 39.64 PE36166-24 24" 49.55 46.08 42.61 39.64 
PE36162-36 36" 52.90 49.20 45.49 42.32 PE36166-36 367 52.90 49.20 45.49 42.32 
PE36162-48 48" 56.25 52.31 48.38 45.00 PE36166-48 48" 56.25 52.31 48.38 45.00 
PE36162-60 60" 59.60 55.43 51.26 47.68 PE36166-60 60" 59.60 55.43 51.26 47.68 
PE36162-XX Any Same-Day Shipment / Call for Pricing PE36166-XX Any Same-Day Shipment / Call for Pricing 
50 OHM, PE-SRO47FL (.047 RE-SHAPEABLE) 50 OHM, PE-SR405FL (.085” RE-SHAPEABLE) 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE36164-12 12" $48.50 $45.11 $41.71 $38.80 PE36168-12 125 $48.50 $45.11 $41.71 $38.80 
PE36164-24 24" 51.80 48.17 44.55 41.44 PE36168-24 24" 51.80 48.17 44.55 41.44 
PE36164-36 36" 55.15 51.29 47.43 44.12 PE36168-36 36" 55.15 51.29 47.43 44.12 
PE36164-48 48" 58.50 54.41 50.31 46.80 PE36168-48 48" 58.50 54.41 50.31 46.80 
PE36164-60 60" 61.80 57.47 53e.5 49.44 PE36168-60 60" 61.80 57.47 53.15 49.44 
PE36164-XX Any Same-Day Shipment / Call for Pricing PE36168-XX Any Same-Day Shipment / Call for Pricing 


**ROHS COMPLIANT & CUSTOM-LENGTH CABLE ASSEMBLIES MAY BE ORDERED ON OUR WEBSITE.** 
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MC-CARD PLUG TO 
MC-CARD PLUG 


a_i 


50 OHM, RG174A/U COAX 
Model No. Length 1-24 25-49 50-99 100 + 
PE36114-12 125 $24.50 $22.79 $21.07 $19.60 
PE36114-24 24" 24.75 23.02 21.29 19.80 
PE36114-36 36" 25.00 23.25 21.50 20.00 
PE36114-48 48" 25.25 23.48 eles2 20.20 
PE36114-60 60" 25.50 23o7e 21.93 20.40 
PE36114-XX Any Same-Day Shipment / Call for Pricing 

50 OHM, RG178B/U COAX 
Model No. Length 1-24 25-49 50-99 100 + 
PE36116-12 T2Z5 $26.70 $24.83 $22.96 $21.36 
PE36116-24 24" 27.60 25.67 23.74 22.08 
PE36116-36 36" 28.55 26.55 24.55 22.84 
PE36116-48 48" 29.40 27.34 25.28 23.52 
PE36116-60 60" 30.30 28.18 26.06 24.24 
PE36116-XX Any Same-Day Shipment / Call for Pricing 

50 OHM, RG316/U COAX 
Model No. Length 1-24 25-49 50-99 100 + 
PE36118-12 128 $24.50 $22.79 $21.07 $19.60 
PE36118-24 24" 25.40 23.62 21.84 20.32 
PE36118-36 36" 26.30 24.46 22.62 21.04 
PE36118-48 48" 27.15 25.25 23.35 21.72 
PE36118-60 60" 28.10 26.13 24.17 22.48 
PE36118-XX Any Same-Day Shipment / Call for Pricing 


MC-CARD PLUG RIGHT ANGLE 
TO MC-CARD PLUG RIGHT ANGLE 


50 OHM, RG174A/U COAX 
Model No. Length 1-24 25-49 50-99 100 + 
PE36126-12 ize $30.05 $27.95 $25.84 $24.04 
PE36126-24 24" 30.30 28.18 26.06 24.24 
PE36126-36 36" 30.55 28.41 26.27 24.44 
PE36126-48 48" 30.80 28.64 26.49 24.64 
PE36126-60 60" 31.05 28.88 26.70 24.84 
PE36126-XX Any Same-Day Shipment / Call for Pricing 

50 OHM, RG178B/U COAX 
Model No. Length 1-24 25-49 50-99 100 + 
PE36128-12 25 $32.30 $30.04 $27.78 $25.84 
PE36128-24 24" 33.20 30.88 28.55 26.56 
PE36128-36 36" 34.10 31.71 29.33 27.28 
PE36128-48 48" 35.00 32355 30.10 28.00 
PE36128-60 60" 35.85 33.34 30.83 28.68 
PE36128-XX Any Same-Day Shipment / Call for Pricing 

50 OHM, RG316/U COAX 
Model No. Length 1-24 25-49 50-99 100 + 
PE36130-12 iZe $30.05 $27.95 $25.84 $24.04 
PE36130-24 24" 30.95 28.78 26.62 24.76 
PE36130-36 36" 31.85 29.62 27.39 25.48 
PE36130-48 48" 32.75 30.46 28.17 26.20 
PE36130-60 60" 33.65 31.29 28.94 26.92 
PE36130-XX Any Same-Day Shipment / Call for Pricing 


MC-CARD PLUG TO SMA MALE 


50 OHM, RG174A/U COAX 
Model No. Length 1-24 25-49 50-99 100 + 
PE36112-12 125 $31.20 $29.02 $26.83 $24.96 
PE36112-24 24" 31.40 29.20 27.00 25.12 
PE36112-36 36" 31.65 29.43 27.22 25.32 
PE36112-48 48" 31.90 29.67 27.43 25.52 
PE36112-60 60" 32.15 29.90 27.65 25.72 
PE36112-XX Any Same-Day Shipment / Call for Pricing 

50 OHM, RG178B/U COAX 
Model No. Length 1-24 25-49 50-99 100 + 
PE36110-12 de $33.45 $31.11 $28.77 $26.76 
PE36110-24 24" 34.30 31.90 29.50 27.44 
PE36110-36 36" 35.20 32.74 30.27 28.16 
PE36110-48 48" 36.10 33.57 31.05 28.88 
PE36110-60 60" 36.95 34.36 31.78 29.56 
PE36110-XX Any Same-Day Shipment / Call for Pricing 

50 OHM, RG316/U COAX 
Model No. Length 1-24 25-49 50-99 100 + 
PE36108-12 125 $31.20 $29.02 $26.83 $24.96 
PE36108-24 24" 32.05 29.81 27.56 25.64 
PE36108-36 36" 33.00 30.69 28.38 26.40 
PE36108-48 48" 33.85 31.48 29.11 27.08 
PE36108-60 60" 34.75 S2ba2 29.89 27.80 
PE36108-XX Any Same-Day Shipment / Call for Pricing 


MC-CARD PLUG TO 
MC-CARD PLUG RIGHT ANGLE 


50 OHM, RG174A/U COAX 
Model No. Length 1-24 25-49 50-99 100 + 
PE36120-12 125 $27.85 $25.90 $23.95 $22.28 
PE36120-24 24" 28.10 26.13 24.17 22.48 
PE36120-36 36" 28.35 26.37 24.38 22.68 
PE36120-48 48" 28.60 26.60 24.60 22.88 
PE36120-60 60" 28.85 26.83 24.81 23.08 
PE36120-XX Any Same-Day Shipment / Call for Pricing 

50 OHM, RG178B/U COAX 
Model No. Length 1-24 25-49 50-99 100 + 
PE36122-12 25 $30.05 $27.95 $25.84 $24.04 
PE36122-24 24" 30.95 28.78 26.62 24.76 
PE36122-36 36" 31.85 29.62 27.39 25.48 
PE36122-48 48" 32.75 30.46 28.17 26.20 
PE36122-60 60" 33.65 31.29 28.94 26.92 
PE36122-XX Any Same-Day Shipment / Call for Pricing 

50 OHM, RG316/U COAX 
Model No. Length 1-24 25-49 50-99 100 + 
PE36124-12 12" $27.85 $25.90 $23.95 $22.28 
PE36124-24 24" 28.75 26.74 24.73 23.00 
PE36124-36 36" 29.65 27.57 25.50 23.72 
PE36124-48 48" 30.50 28.37 26.23 24.40 
PE36124-60 60" 31.40 29.20 27.00 25.12 
PE36124-XX Any Same-Day Shipment / Call for Pricing 


**ROHS COMPLIANT & CUSTOM-LENGTH CABLE ASSEMBLIES MAY BE ORDERED ON OUR WEBSITE. ** 
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Free Ground Freight 
Same-Day Shipping 


1.6/5.6 PLUG TO 1.6/5.6 PLUG 


1.6/5.6 PLUG TO 75 OHM BNC MALE 


75 OHM, RG59B/U COAX 75 OHM, RG59B/U COAX 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE36109-12 12" $24.50 $22.79 $21.07 $19.60 PE36127-12 128 $24.50 $22.79 $21.07 $19.60 
PE36109-24 24" 24.90 23.16 21.41 19.92 PE36127-24 24" 24.90 23.16 21.41 19.92 
PE36109-36 36" 25.25 23.48 Zhe 2 20.20 PE36127-36 36" 25.25 23.48 21.72 20.20 
PE36109-48 48" 25.65 23.85 22.06 20.52 PE36127-48 48" 25.65 23.85 22.06 20.52 
PE36109-60 60" 26.00 24.18 22.36 20.80 PE36127-60 60" 26.00 24.18 22.36 20.80 
PE36109-XX Any Same-Day Shipment / Call for Pricing PE36127-XX Any Same-Day Shipment / Call for Pricing 

75 OHM, RG179B/U COAX 75 OHM, RG179B/U COAX 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE36111-12 125 $26.70 $24.83 $22.96 $21.36 PE36129-12 12" $26.70 $24.83 $22.96 $21.36 
PE36111-24 24" 27.60 25.67 23.74 22.08 PE36129-24 24" 27.60 25.67 23.74 22.08 
PE36111-36 36" 28.55 26.55 24.55 22.84 PE36129-36 36" 28.55 26.55 24.55 22.84 
PE36111-48 48" 29.40 27.34 25.28 23.52 PE36129-48 48" 29.40 27.34 25.28 23.52 
PE36111-60 60" 30.30 28.18 26.06 24.24 PE36129-60 60" 30.30 28.18 26.06 24.24 
PE36111-XX Any Same-Day Shipment / Call for Pricing PE36129-XX Any Same-Day Shipment / Call for Pricing 

75 OHM, RG187A/U COAX 75 OHM, RG187A/U COAX 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE36113-12 i2s $26.70 $24.83 $22.96 $21.36 PE36131-12 125 $26.70 $24.83 $22.96 $21.36 
PE36113-24 24" 27.60 25.67 23.74 22.08 PE36131-24 24" 27.60 25.67 23.74 22.08 
PE36113-36 36" 28.55 26.55 24.55 22.84 PE36131-36 36" 28.55 26.55 24.55 22.84 
PE36113-48 48" 29.40 27.34 25.28 rey 4 PE36131-48 48" 29.40 27.34 25.28 23.52 
PE36113-60 60" 30.30 28.18 26.06 24.24 PE36131-60 60" 30.30 28.18 26.06 24.24 
PE36113-XX Any Same-Day Shipment / Call for Pricing PE36131-XX Any Same-Day Shipment / Call for Pricing 


1.6/5.6 PLUG RIGHT ANGLE TO 
1.6/5.6 PLUG RIGHT ANGLE 


1.6/5.6 PLUG TO 
1.6/5.6 PLUG RIGHT ANGLE 


75 OHM, RG59B/U COAX 75 OHM, RG59B/U COAX 
Model No. Length 1-24 25-49 50-99 100 + Model _ No. Length 1-24 25-49 50-99 100 + 
PE36121-12 12" $31.20 $29.02 $26.83 $24.96 PE36115-12 PAL $27.85 $25.90 $23.95 $22.28 
PE36121-24 24" 31.55 29.34 27.13 25.24 PE36115-24 24" 28.25 26.27 24.30 22.60 
PE36121-36 36" 31.95 29.71 27.48 25.56 PE36115-36 36" 28.60 26.60 24.60 22.88 
PE36121-48 48" 32.30 30.04 27.78 25.84 PE36115-48 48" 29.00 26.97 24.94 23.20 
PE36121-60 60" 32.65 30.36 28.08 26.12 PE36115-60 60" 29.35 27.30 25.24 23.48 
PE36121-XX Any Same-Day Shipment / Call for Pricing PE36115-XX Any Same-Day Shipment / Call for Pricing 
75 OHM, RG179B/U COAX 75 OHM, RG179B/U COAX 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE36123-12 Wa $33.45 $31.11 $28.77 $26.76 PE36117-12 125 $30.05 $27.95 $25.84 $24.04 
PE36123-24 24" 34.30 31.90 29.50 27.44 PE36117-24 24" 30.95 28.78 26.62 24.76 
PE36123-36 36" 35.20 32.74 30.27 28.16 PE36117-36 36" 31.85 29.62 27.39 25.48 
PE36123-48 48" 36.10 33.57 31.05 28.88 PE36117-48 48" 52000 30.46 28.17 26.20 
PE36123-60 60" 36.95 34.36 31.78 29.56 PE36117-60 60" 33.65 31.29 28.94 26.92 
PE36123-XX Any Same-Day Shipment / Call for Pricing PE36117-XX Any Same-Day Shipment / Call for Pricing 
75 OHM, RG187A/U COAX 75 OHM, RG187A/U COAX 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE36125-12 2? $33.45' $31.10" $28.77) &$26:76 PE36119-12 12" $30.05 $27.95 $25.84 $24.04 
PE36125-24 24" 34.30 31.90 29.50 27.44 PE36119-24 24" 30.95 28.78 26.62 24.76 
PE36125-36 36" 35.20 32.74 30.27 28.16 PE36119-36 36" 31.85 29.62 27.39 25.48 
PE36125-48 48" 36.10 33.57 31.05 28.88 PE36119-48 48" 32.75 30.46 28.17 26.20 
PE36125-60 60" 36.95 34.36 31.78 29.56 PE36119-60 60" 33.65 31.29 28.94 26.92 
PE36125-XX Any Same-Day Shipment / Call for Pricing PE36119-XX Any Same-Day Shipment / Call for Pricing 
**ROHS COMPLIANT & CUSTOM-LENGTH CABLE ASSEMBLIES MAY BE ORDERED ON OUR WEBSITE. ** 
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Same-Day Shipping Toll-Free: 866-PASTERNACK (866-727-8376) | Phone: 949-261-1920 Fax: 949-261-7451 


F MALE T0 F MALE 


75 OHM, RG6- CATV COAX 75 OHM, RGS9B/U COAX, WHITE 


Model No. Length 25-49 50-99 100 + Model No. Length 50-99 100 + 
PE36132-12 12% rer $8.65 $8.00 $7.44 PE36143-12 Zn a oa $6.84 $6.36 
PE36132-24 24" 10.20 9.49 8.77 8.16 PE36143-24 24" 8.30 Dohe 7.14 6.64 
PE36132-36 36" 11.05 10.28 9.50 8.84 PE36143-36 36" 8.70 8.09 7.48 6.96 
PE36132-48 48" 11.95 11.11 10.28 9.56 PE36143-48 48" 9.10 8.46 7.83 7.28 
PE36132-60 60" 12.90 12.00 11.09 10.32 PE36143-60 60" 9.45 8.79 8.13 7.56 
PE36132-XX Any Same-Day Shipment / Call for Pricing PE36143-XX Any Same-Day Shipment / Call for Pricing 
75 OHM, RGTIA/U COAX 75 OHM, RG179B/U COAX 
Model No. Length 25-49 50-99 100 + Model No. Length 50-99 100 + 
PE36135-12 128 $030 $9.67 $8.94 $8.32 PE36137-12 125 sis nw $9.89 $9.20 
PE36135-24 24" 11.30 10.51 9.72 9.04 PE36137-24 24" 12.40 11.53 10.66 9.92 
PE36135-36 36" 12.20 11.35 10.49 9.76 PE36137-36 36" 13.35 12.42 11.48 10.68 
PE36135-48 48" 13.10 12.18 127 10.48 PE36137-48 48" 14.20 n E: JP Hi 12.21 11.36 
PE36135-60 60" 14.00 13.02 12.04 11.20 PE36137-60 60" 15.10 14.04 12.99 12.08 
PE36135-XX Any Same-Day Shipment / Call for Pricing PE36137-XX Any Same-Day Shipment / Call for Pricing 
75 OHM, RGS9B/U COAX, BLACK 75 OHM, RG187A/U COAX 
Model No. Length 50-99 100 + Model No. Length 25-49 50-99 100 + 
PE36141-12 12s a Ter $6.84 $6.36 PE36139-12 12" aca $10.70 $9.89 $9.20 
PE36141-24 24" 8.30 Diehe 7.14 6.64 PE36139-24 24" 12.40 11.53 10.66 9.92 
PE36141-36 36" 8.70 8.09 7.48 6.96 PE36139-36 36" 13.35 12.42 11.48 10.68 
PE36141-48 48" 9.10 8.46 7.83 7.28 PE36139-48 48" 14.20 1 Pe ft 2.24 11.36 
PE36141-60 60" 9.45 8.79 8.13 7.56 PE36139-60 60" 15.10 14.04 12.99 12.08 
PE36141-XX Any Same-Day Shipment / Call for Pricing PE36139-XX Any Same-Day Shipment / Call for Pricing 


F MALE T0 75 OHM BNC MALE 


75 OHM, RGE- CATV COAX 75 OHM, RGS9B/U COAX, WHITE 
Model No. Length 25-49 50-99 100 + Model No. Length 50-99 100 + 
PE36145-12 TZ TERE $12.79 $11.83 $11.00 PE36151-12 hen ae ial $10.62 $9.88 
PE36145-24 24" 14.65 13.62 12.60 11.72 PE36151-24 24" 12.80 11.90 11.01 10.24 
PE36145-36 36" 15.55 14.46 13.37 12.44 PE36151-36 36" 13.15 Lewes 11.31 10.52 
PE36145-48 48" 16.40 15.25 14.10 13542 PE36151-48 48" 13.55 12.60 11.65 10.84 
PE36145-60 60" 17.30 16.09 14.88 13.84 PE36151-60 60" 13.90 12.93 11.95 1.12 
PE36145-XX Any Same-Day Shipment / Call for Pricing PE36151-XX Any Same-Day Shipment / Call for Pricing 
75 OHM, RGTIA/U COAX 75 OHM, RG179B/U COAX 

Model No. Length 25-49 50-99 100 + Model No. Length 25-49 50-99 100 + 

PE36147-12 12% sans $15.90 $14.71 $13.68 PE36153-12 Zn oth $13.81 $12.77 $11.88 
PE36147-24 24" 18.00 16.74 15.48 14.40 PE36153-24 24" 15.75 14.65 13.55 12.60 
PE36147-36 36" 18.90 17.58 16.25 15°12 PE36153-36 36" 16.65 15.48 14.32 13.32 
PE36147-48 48" 19.75 18.37 16.99 15.80 PE36153-48 48" 17.50 16.28 15.05 14.00 
PE36147-60 60" 20.65 19.20 17.76 16.52 PE36153-60 60" 18.45 17.16 15.87 14.76 
PE36147-XX Any Same-Day Shipment / Call for Pricing PE36153-XX Any Same-Day Shipment / Call for Pricing 

75 OHM, RGS59B/U COAX, BLACK 75 OHM, RG1 87/0 COAX 

Model No. Length 25-49 50-99 100 + Model No. Length 25-49 50-99 100 + 
PE36149-12 125 eae $11.49 $10.62 $9.88 PE36155-12 12° aa ie $13.81 $12.77 $11.88 
PE36149-24 24" 12.80 11.90 11.01 10.24 PE36155-24 24" 15.75 14.65 13.55 12.60 
PE36149-36 36" 13.15 12.23 13! 10.52 PE36155-36 36" 16.65 15.48 14,32 13.32 
PE36149-48 48" 13.55 12.60 11.65 10.84 PE36155-48 48" 17.50 16.28 15.05 14.00 
PE36149-60 60" 13.90 12.93 11.95 11,12 PE36155-60 60" 18.45 17.16 15.87 14.76 
PE36149-XX Any Same-Day Shipment / Call for Pricing PE36155-XX Any Same-Day Shipment / Call for Pricing 


3/4"-20 THREADED TWINAX 
MALE TO MALE 


BNC TWINAX CABLE 
ASSEMBLIES PLUG TO PLUG 
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100 OHM, PE-B7029 TWINAXIAL CABLE 78 OHM, RG108A/U TWINAXIAL CABLE 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE3930-18 18" $37.90 $35.25 $32.59 $30.32 PE3480-18 18" $72.40 $67.33 $62.26 $57.92 
PE3930-36 36" 39.55 36.78 34.01 31.64 PE3480-36 36" 73.20 68.08 62.95 58.56 
PE3930-60 60" 41.75 38.83 35.91 33.40 PE3480-60 60" 74.35 69.15 63.94 59.48 
PE3930-90 90" 44.55 41.43 38.31 35.64 PE3480-90 90" 75.75 70.45 65.15 60.60 
PE3930-120 120" 47.30 43.99 40.68 37.84 PE3480-120 120" 77.10 71.70 66.31 61.68 
PE3930-180 180" 52.90 49.20 45.49 42.32 PE3480-180 180" 79.95 74.35 68.76 63.96 
PE3930-XXX Any Same-Day Shipment / Call for Pricing PE3480-XXX Any Same-Day Shipment / Call for Pricing 


**ROHS COMPLIANT & CUSTOM-LENGTH CABLE ASSEMBLIES MAY BE ORDERED ON OUR WEBSITE. ** 


a se ea ee eae ae ee oe OE a LL oe i Se 
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SINGLE WIRE PATCH CORDS 


All of the color coded Patch Cords listed below are rated at 2500 Volts, 5 Amps and +50 °C 


BLACK RED PaR TC E 
STACKING BANANA PLUG TO STACKING BANANA PLUG Red Model No. LENGTH 1-24 25-49 50-99 = 100 ++ 
PE9930-6-B PE9930-6-R 6" $5.50 $5.12 $4.73 $4.40 
PE9930-12-B PE9930-12-R 12" 5.60 5.21 4.82 4.48 
PE9930-18-B PE9930-18-R 18" 5.75 5.35 4.95 4.60 
PE9930-24-B PE9930-24-R 24" 5.85 5.44 5.03 4.68 
Berea ee PE9930-36-B PE9930-36-R 36" 6.05 5.63. .5.20. “4.84 
PE9930-48-B PE9930-48-R 48" 6.30 5.86 5.42 5.04 
PE9930-60-B PE9930-60-R 60" 6.50 6.05 5.59 5.20 
PE9930-72-B PE9930-72-R 72" 6.75 6.28 5.81 5.40 
Black Model No. Red Model No. LENGTH -24 25-49 50-99 100+ 
ALLIGATOR CLIP TO STACKING BANANA PLUG PE9931-6-B PE9931-6-R 6" Piiee $5.16 $4.77 $4.44 
PE9931-12-B PE9931-12-R 12" 5.65 5.25 4.86 4.52 
PE9931-18-B PE9931-18-R 18" 5.80 5.39 4.99 4.64 
PE9931-24-B PE9931-24-R 24" 5.90 5.49 5.07 4.72 
PE9931-36-B PE9931-36-R 36" 6.10 5.67 5.25 4.88 
PE9931-48-B PE9931-48-R 48" 6.35 5.91 5.46 5.08 
PE9931-60-B PE9931-60-R 60" 6.55 6.09 5.63 5.24 
PE9931-72-B PE9931-72-R 72" 6.80 6.32 5.85 5.44 
del R LENGTH 1-24 25-49 50-99 100 + 
ALLIGATOR CLIP TO ALLIGATOR CLIP PE9932-6-B PE9932-6-R 6" $5.55 $5.16 $4.77 $4.44 
PE9932-12-B PE9932-12-R 12" 5.65 5.25 4.86 4.52 
PE9932-18-B PE9932-18-R 18" 5.80 5.39 4.99 4.64 
PE9932-24-B PE9932-24-R 24" 5.90 5.49 5.07 4.72 
PE9932-36-B PE9932-36-R 36" 6.10 5.67 5.25 4.88 
[OS a a ae PE9932-48-B PE9932-48-R 48" 6.35 5.91 5.46 5.08 
PE9932-60-B PE9932-60-R 60" 6.55 6.09 5.63 5.24 
PE9932-72-B PE9932-72-R 72" 6.80 6.32 5.85 5.44 
del d LENGTH -24 25-49 50-99 100+ 
MINI ALLIGATOR CLIP TO STACKING BANANA PLUG PE9933-6-B PE9933-6-R 6" fae $5.16 $4.77 $4.44 
PE9933-12-B PE9933-12-R 12" 5.65 5.25 4.86 4.52 
PE9933-18-B PE9933-18-R 18" 5.80 5.39 4.99 4.64 
PE9933-24-B PE9933-24-R 24" 5.90 5.49 5.07 4.72 
PE9933-36-B PE9933-36-R 36" 6.10 5.67 5.25 4.88 
PE9933-48-B PE9933-48-R 48" 6.35 5.91 5.46 5.08 
PE9933-60-B PE9933-60-R 60" 6.55 6.09 5.63 5.24 
PE9933-72-B PE9933-72-R 72" 6.80 6.32 5.85 5.44 
B d Red Model _No LENGTH 1-24 25-49 50-99 100+ 
MINI ALLIGATOR CLIP TO MINI ALLIGATOR CLIP PE9934-6-B PE9934-6-R 6" $5.55 $5.16 $4.77 $4.44 
PE9934-12-B PE9934-12-R 12" 5.65 5.25 4.86 4.52 
PE9934-18-B PE9934-18-R 18" 5.80 5.39 4.99 4.64 
PE9934-24-B PE9934-24-R 24" 5.90 5.49 5.07 4.72 
PE9934-36-B PE9934-36-R 36" 6.10 5.67 5.25 4.88 
coy) | See ane Mrseeiienaee Bier PE9934-48-B PE9934-48-R 48" 6.35 5.91 5.46 5.08 
PE9934-60-B PE9934-60-R 60" 6.55 6.09 5.63 5.24 
PE9934-72-B PE9934-72-R 72" 6.80 6.32 5.85 5.44 
B LENGTH 1-24 25-49 50-99 100 + 
INSULATED SPADE LUG TO ALLIGATOR CLIP PE9935-6-B PE9935-6-R 6" $5.55 $5.16 $4.77 $4.44 
PE9935-12-B PE9935-12-R 12" 5.65 5.25 4.86 4.52 
PE9935-18-B PE9935-18-R 18" 5.80 5.39 4.99 4.64 
PE9935-24-B PE9935-24-R 24" 5.90 5.49 5.07 4.72 
PE9935-36-B PE9935-36-R 36" 6.10 5.67 5.25 4.88 
Si —/ | PE9935-48-B PE9935-48-R 48" 6.35 5.91 5.46 5.08 
PE9935-60-B PE9935-60-R 60" 6.55 6.09 5.63 5.24 
PE9935-72-B PE9935-72-R 72" 6.80 6.32 5.85 5.44 
Black Model No. Red Model No. LENGTH -24 25-49 50-99 100 + 
INSULATED SPADE LUG TO STACKING BANANA PLUG PE9936-6-B PE9936-6-R 6" He $5.16 $4.77. $4.44 
PE9936-12-B PE9936-12-R 12" 5.65 5.25 4.86 4.52 
PE9936-18-B PE9936-18-R 18" 5.80 5.39 4.99 4.64 
PE9936-24-B PE9936-24-R 24" 5.90 5.49 5.07 4.72 
PE9936-36-B PE9936-36-R 36" 6.10 5.67 5.25 4.88 
PE9936-48-B PE9936-48-R 48" 6.35 5.91 5.46 5.08 
PE9936-60-B PE9936-60-R 60" 6.55 6.09 5.63 5.24 
PE9936-72-B PE9936-72-R 72" 6.80 6.32 5.85 5.44 


Free Ground Freight 
Same-Day Shipping 
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BREAKOUTS 


ALL BREAKOUTS HAVE APPROXIMATELY 6” LONG RED AND BLACK LEADS 


= | S| 


STANDARD ALLIGATOR 
CLIPS 


se eet gS 
—<< > 


MINIATURE ALLIGATOR 
CLIPS 


pb all 
STACKING TIP PLUGS 
STANDARD STACKING 
BANANA PLUGS 


= 
rea a 


MINIATURE STACKING 
BANANA PLUGS 


zy 


SAFETY HOOKS 


i 


#8 SPADE LUGS 


it 


INSULATED SPADE LUGS 


UN-TERMINATED #20 
AWG LEADS 


BNC MALE 


Model No. PE9900 
1-24 25-49 50-99 100 + 
$11.55 $10.74 $9.93 $9.24 


Model No. PE9901 
1-24 25-49 50-99 100 + 
$11.55 $10.74 $9.93 $9.24 


1-24 25-49 50-99 100 + 
$12.65 $11.76 $10.88 $10.12 


] Pp 4 
1-24 25-49 50-99 100 + 
$13.70 $12.74 $11.78 $10.96 


Model No. PE9905 
1-24 25-49 50-99 100 + 
$12.65 $11.76 $10.88 $10.12 


Model No. PE9906 
1-24 25-49 50-99 100 + 
$10.50 $9.77 $9.03 $8.40 


Model No. PE9907 
1-24 25-49 50-99 100 + 
$11.55 $10.74 $9.93 $9.24 


Model No, PE9908 
1-24 25-49 50-99 100 + 
$8.30 $7.72 $7.14 $6.64 


BNC FEMALE 


Model No, PE9909 


1-24 25-49 50-99 100 + 


$10.50 $9.77 $9.03 $8.40 


Model No. PE9910 


1-24 25-49 50-99 100 + 
$10.50 $9.77 $9.03 $8.40 


Mode] il 
1-24 25-49 50-99 100 + 
$12.65 $11.76 $10.88 $10.12 


Model No. PE9913 
1-24 25-49 50-99 100 + 
$12.65 $11.76 $10.88 $10.12 


del 1 


1-24 25-49 50-99 100 + 


$9.45 $8.79 $8.13 $7.56 


Model PE 
1-24 25-49 50-99 100 + 
$10.50 $9.77 $9.03 $8.40 


Model No. PE9917 
1-24 25-49 50-99 100 + 
$7.25 $6.74 $6.24 $5.80 


CRIMP ON FOR RG58 


Model No. PE9950 
1-24 25-49 50-99 100 + 
$11.55 $10.74 $9.93 $9.24 


Model P 1 
1-24 25-49 50-99 100 + 
$10.50 $9.77 $9.03 $8.40 


Model No. PE9953 
1-24 25-49 50-99 100 + 
$11.55 $10.74 $9.93 $9.24 


Model PE9954 
1-24 25-49 50-99 100 + 
$12.65 $11.76 $10.88 $10.12 


Model No. PE9955 
1-24 25-49 50-99 100 + 
$11.55 $10.74 $9.93 $9.24 


Model No. PE9956 
1-24 25-49 50-99 100 + 
$9.45 $8.79 $8.13 $7.56 


Model No. PE9957 
1-24 25-49 50-99 100 + 
$10.50 $9.77 $9.03 $8.40 


Model No. PE9958 
1-24 25-49 50-99 100 + 
$7.25 $6.74 $6.24 $5.80 
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CRIMP ON FOR RG59 


Model No. PE9959 
1-24 25-49 50-99 100 + 
$11.55 $10.74 $9.93 $9.24 


Model No. PE9960 
1-24 25-49 50-99 100 + 
$11.55 $10.74 $9.93 $9.24 


Model No. PE9961 
1-24 25-49 50-99 100 + 
$13.70 $12.74 $11.78 $10.96 


Model No. PE9962 
$12.65 $11.76 $10.88 $10.12 


Model No. PE9963 
1-24 25-49 50-99 100 + 
$13.70 $12.74 $11.78 $10.96 


Model No. PE9964 
1-24 25-49 50-99 100 + 
$12.65 $11.76 $10.88 $10.12 


Model No. PE9965 
1-24 25-49 50-99 100 + 
$10.50 $9.77 $9.03 $8.40 


Model No. PE9966 
1-24 25-49 50-99 100 + 
$11.55 $10.74 $9.93 $9.24 


Model No. PE9967 
1-24 25-49 50-99 100 + 
$8.30 $7.72 $7.14 $6.64 


Free Ground Freight 
Same-Day Shipping 


INDEX GUIDE TO 
COAXIAL CONNECTORS 


GUIDE: CONNECTORS ARE ARRANGED IN THIS SECTION BY GROUP AND THEN BY INCREASING 
FREQUENCY RANGE. PLEASE REVIEW THE CONNECTOR FREQUENCY RANGE CHART ON THE NEXT PAGE 
FOR REFERENCE. 


NEW PRODUCTS AND CATEGORIES ARE IDENTIFIED WITH THE Qf SYMBOL. 


THREADED PUSH-ON 
CONNECTORS CONNECTORS 


REVERSE POLARITY 
& REVERSE THREAD 
CONNECTORS 


TEST & OTHER 
CONNECTORS 


SMB-75 OHM 
POSITIVE SNAP 


MINI SMB-75 OHM 
MCX-75 OHM 
TNC-75 OHM 

N-75 OHM 
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CONNECTOR FREQUENCY RANGE CHART 


Point to Point 
Cable Routers 
Broadcast TV 
Cable TV 
Mobile Radio 
Body Scanners 
Test & Measurement 
Datacom 
Satcom (uplink) 
Airborne Radar 
Navigation Radar 
Antenna 
Base Stations 
Satcom (downlink) 
Test & Measurement 
Police Radar 
Microwave Radio Links 
Instrumentation 
Test Measurement 
High Frequency 
Communication 
Military Aerospace 
Electronic Warfare 
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MINI UHF 
10-32 


I 
BNC TWINAX 


100-300 MHz aT hee 1- - GHz rs 5 GHz 4- i GHz 8-12. x GHz | 12.4-18 GHz | 18- Ls GHz 26- K jee 40- = GHz 
Notes: 
1: BNC-75 Ohm connectors operate up to 1 GHz 
2: SMB-75 Ohm & Mini SMB-75 Ohm connectors operate up to 4 GHz 
3: MCX-75 Ohm connectors operate up to 6 GHz 
4: SMC-75 Ohm connectors operate up to 10 GHz 
5: N-75 Ohm connectors operate up to 1.5 GHz 
6: TNC-75 Ohm connectors operate up to 1 GHz 
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FME CONNECTORS 


SEE PAGE 253 FOR MOUNTING HOLES 


Model No. PE44148 
FME JACK, CRIMP ATTACHMENT 
FOR RG174, RG188, RG316 


Model _ No. PE44147 
FME JACK, CRIMP ATTACHMENT 


FOR RG55, RG142, RG223 & 


Model No. PE44149 
FME PLUG BULKHEAD, FRONT 


MOUNT, SOLDER CUP CONTACT 
MOUNTING HOLE B04 


Model No, PE44295 
FME PLUG CRIMP ATTACHMENT 


FOR RG58 


Model No. PE44146 
FME JACK, CRIMP ATTACHMENT 
FOR RG58 


SZ J 
 Besesee 
R04) 


reseees 
2 S82 
aaa: 


Model No. PE44296 

FME PLUG CRIMP ATACHMENT 
FOR RG55, RG142, RG223 & 
RG400 


FME PLUG CRIMP ATTACHMENT 
FOR RG174, RG188 & RG316 


UHF CONNECTORS 


SEE PAGE 253 FOR MOUNTING HOLES 


PRICE 

UHF MALE Model No. FITS MIL SPEC AND EQUIVALENT CABLE ATTACHMENT METHOD 1-24 25-49 50-99 100+ 
FOR CABLE PE44050 RG8, RG9, RG11, RG213, RG214, RG225, RG393 CLAMP $7.25 $6.74 $6.24 $5.80 
ATTACHMENT PE4295 RG8, RG213 CRIMP 8.951 eter We 7i7bm .7.16 
PE4020 RG8, RG9, RG213, RG214, RG225, RG393 SOLDER (PL259) 5.15 4.79 4,43 4,12 

PE44051 RG9, RG214, RG225, RG393 CRIMP 8.40 81" 17.22. - ©6.72 

PE44052 RG55, RG58, RG141, RG142, RG223, RG400 CLAMP 7.254 W674) ©E6;244) 5.80 

PE44053 RG55, RG141, RG142, RG223, RG400 CRIMP S.s0ames 01) 1 26la | 63.36 

PE4069 RG58 CRIMP Meigeens3 a6), 3,57. 9.32 

PE4073 RG59B/U, RG62 CRIMP HAGA 49.86 Mu NaSTeY 3.32 

PE44054 BELDEN 9913 & 9914, PE-B3199, PE-B4199, PE-TOO4RML CRIMP IGE) 6.74 Veh Gied ak 5.80 

dae FEMALE PE44055 RG8, RG9, RG11, RG213, RG214, RG225, RG393 CLAMP 9.35. 8.70 8.04 7.48 
PE44056 RG55, RG58, RG141, RG142, RG223, RG400 CLAMP 9.35 © 8:70-4 8.04. 7.48 

FOR CABLE PE44057 RG55, RG141, RG142, RG223, RG400 CRIMP 9.45 (28.79.46 8.13 7.56 
ATTACHMENT PE44058 RG58 CRIMP 9.35 8.70 8.04 7.48 


del PE4021 
UHF ADAPTER FOR USE 
WITH PE4020 FOR RG59B/U 


Model No. PE44 
UHF FEMALE BULKHEAD, FRONT 
MOUNT, SOLDER CUP CONTACT 
MOUNTING HOLE Bl2MYwwwww 


Model PE4022 
UHF ADAPTER FOR USE 
WITH PE4020 FOR RG58 


Model No. PE44060 
UHF FEMALE BULKHEAD, REAR 
MOUNT, SOLDER CUP CONTACT 
MOUNTING HOLE B12 


Model No. PE4012 

UHF FEMALE PANEL MOUNT 
SOLDER CUP CONTACT 
MOUNTING HOLE A05 
(S0-239) 
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MINI UHF CONNECTORS 


SEE PAGE 253 FOR MOUNTING HOLES 


Model PE4342 Model No. PE4521 Model _ No. PE4644 Model No. PE44081 Model No. PE44082 
MINI UHF MALE, CRIMP MINI UHF MALE, CRIMP MINI UHF FEMALE BULKHEAD MINI UHF MALE, RIGHT ANGLE | MINI UHF MALE, RIGHT ANGLE 
ATTACHMENT FOR RG58 ATTACHMENT FOR RG55, REAR MOUNT CRIMP ATTACHMENT FOR RG55, | CRIMP ATTACHMENT FOR RG58 
RG141, RG142, RG223 & SOLDER CUP CONTACT RG141, RG142, RG223 & 
RG400 MOUNTING HOLE B04 


1-24 
$4.15 
30-99 
$3.57 
d Model No. PE44085 Mode] No. PE44086 Model No. PE44087 
MINI UHF FEMALE, CRIMP MINI UHF FEMALE, CRIMP MINI UHF FEMALE, CRIMP MINI UHF FEMALE BULKHEAD MINI UHF FEMALE BULKHEAD 
ATTACHMENT FOR RG55, RG141 ATTACHMENT FOR RG5S8[YYYVV) | ATTACHMENT FOR RG174, CRIMP ATTACHMENT FOR RG55, | CRIMP ATTACHMENT FOR RG58& 


RG188 & RG316 RG141, RG142, RG223 & 
RG400 
MOUNTING HOLE B05 


1-24 = 25-49 

$7.30 $6.79 

50-99 100 + 

$6.28 $5.84 
Model No, PE44088 Model No, PE44089 Model No. PE44090 Model No, PE44092 
MINI UHF MALE, PUSH ON MINI UHF FEMALE BULKHEAD MINI UHF MALE, CRIMP MINI UHF FEMALE, PANEL MINI UHF FEMALE BULKHEAD 
CRIMP ATTACHMENT FOR RG55, FRONT MOUNT ATTACHMENT FOR RG174, MOUNT, SOLDER CUP CONTACT P.C. MOUNT 


RG141, RG142, RG223 
RG400 


SOLDER CUP CONTACT RG188 & RG316 MOUNTING HOLE A18 MOUNTING HOLE DO5 


MOUNTING HOLE B04 = MOUNTING HOLE F05 


LC CONNECTORS 


SEE PAGE 253 FOR MOUNTING HOLES 


Model No. PE4563 
LC MALE, CLAMP ATTACHMENT 
FOR RG217 


1-24 25-49 1-24 8=625.49 
$6.20 $5.77 $6.20 $5.77 
50-99 100 + 


wv 
on 
w 
w 
A 
S 
wo 
ima] 


d : 4192 
LC FEMALE, PANEL MOUNT 
MOUNTING HOLE A12 


1:24 25-49 


$60.55 $56.31 L 
50-99 100 + 
$52.07 $48.44 


Model No. PE4323 
LC MALE, CLAMP ATTACHMENT 


FOR RG218 & RG219 
1-24 25-49 
$97.61 $90.78 
50-99 100 + 
$83.94 $78.09 


Model No. PE44449 
PRU ESaT rie MALE, RIGHT ANGLE, CLAMP] LC MALE, RIGHT ANGLE, CLAMP 
ATTACHMENT FOR RG217 ATTACHMENT FOR RG218 


Model No. PE4564 
LC MALE, CLAMP ATTACHMENT 
FOR RG8, RG9, RG213, RG214, 


RG225 & RG393 
1-24 25-49 
$96.10 oa i 

50-99 


$82.65 en 38 


Model No. PE4565 

LC MALE, CLAMP ATTACHMENT 
FOR RG55, RG58, RG142, 
RG223 & RG400 


E 


Model No. PE44447 
LC MALE, RIGHT ANGLE, CLAMP 
ATTACHMENT FOR RG8, RG9, 


M 4 Model No, PE44451 
LC FEMALE, CLAMP ATTACHMENT] LC FEMALE, CLAMP ATTACHMENT 
FOR RG8, RG9, RG213, FOR RG218 


RG213, RG214, RG225, RG214, RG225 & RG393 
& RG393 iis 
1-24 25-49 25-49 1-24 25-49 1-24 25-49 
$132.65 $123.36 Hae 65 $123.36 $143.10 $133.08 Ts 65 $123.36 ARR 10 latte 08 
50-99 100 + 50-99 is 50-99 100 + = 100 + + 
$114.08 $106.12 $114.08 $106 $123.07 $114.48 $114.08 $106.12 $123.07 $114.48 
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10-32 CONNECTORS 


SEE PAGE 253 FOR MOUNTING HOLES 


Mode] No. PE44351 d __PE44352 Model No. PE44353 Mode] PE44354 Model No. PE44355 
10-32 MALE, CRIMP 10-32 MALE, CRIMP 10-32 MALE, CLAMP 10-32 MALE, CLAMP 10-32 MALE RIGHT ANGLE 
ATTACHMENT FOR RG174, RG188 | ATTACHMENT FOR RG178 & ATTACHMENT FOR RG174, RG188] ATTACHMENT FOR RG178 & 196 | CRIMP ATTACHMENT FOR RG174, 
& RG316 RG196 & RG316 RG188, RG316 
RK] 
1-24 =. 25-49 1-24 - 1-24 25-49 1-24 25-49 1-24 

$12.50 $11.63 $12.50 $11.63 $13.55 $12.60 $13.55 $12.60 $15.60 

50-99 100 + 50-99 100 + 20-99 100 + 50-99 100 + 50-99 

$10.75 $10.00 $10.75 $10.00 $11.65 $10.84 $11.65 $10.84 $13.42 


] PE44 

10-32 FEMALE BULKHEAD 
FRONT MOUNT 

MOUNTING HOLE B01 


A 44 
10-32 FEMALE BULKHEAD 
REAR MOUNT 

MOUNTING HOLE B03 


d 44 
10-32 FEMALE, P.C. MOUNT 
MOUNTING HOLE DO1 


Model No. PE44360 

10-32 FEMALE RIGHT ANGLE 
P.C. MOUNT 

MOUNTING HOLE DO1 


Model No. PE44356 
10-32 MALE RIGHT ANGLE 
CRIMP ATTACHMENT FOR 
RG178 & RG196 


1-24 1-24 25-49 1-24 25-49 1-24 25-49 1-24 

$15.60 $14.60 $13.58 $13.55 $12.60 $12.50 $11.63 $17.70 

$13.42 $12.48 $12.56 $11.68 $11.65 $10.84 $10.75 $10.00 $15.22 
PE44362 PE44 Model No. PE44364 del PE44 


Model No, PE44363 
10-32 FEMALE, CLAMP 
ATTACHMENT FOR RG174, 
RG188 & RG316 


Model No. PE44361 
10-32 FEMALE, CRIMP 
ATTACHMENT FOR RG174, 
RG188 & RG316 


10-32 FEMALE, CRIMP 
ATTACHMENT FOR RG178 
& RG196 


10-32 FEMALE, CLAMP 
ATTACHMENT FOR RG178 


10-32 FEMALE BULKHEAD 
CRIMP ATTACHMENT FOR RG174 
RG188 & RG316 
MOUNTING HOLE B03 


$12.50 $11.63 $12.50 $11.63 $14.60 $13.58 


30-99 100 + 
$10.75 $10.00 


30-99 = 100 + 
$10.75 $10.00 


30-99 100 + 
$12.56 $11.68 


Model No. PE44367 
10-32 FEMALE BULKHEAD 
CLAMP ATTACHMENT FOR 
RG174, RG188 & RG316 
MOUNTING HOLE B03 


Model No. PE44366 
10-32 FEMALE BULKHEAD 
CRIMP ATTACHMENT FOR 
RG178 & RG196 
MOUNTING HOLE B03 


10-32 FEMALE BULKHEAD 
CLAMP ATTACHMENT FOR 
RG178 & RG196 
MOUNTING HOLE B03 


PLEASE CONTACT OUR ENGINEERING 


DEPARTMENT FOR ALL YOUR SPECIAL 


1-24 25- 
$14.60 $13.58 
50-99 - 100 + 
$12.56 $11.68 


1-24 
$16.65 $15.48 
30-99 
$14.32 


SC CONNECTORS 


SEE PAGE 253 FOR MOUNTING HOLES 


REQUIREMENTS AT (800) 727-8376 EXT. 3 


$14.32 


Model No. PE4231 Model No. PE4232 Model No. PE4322 Model No. PE4519 Model No. PE4520 

SC MALE, CRIMP ATTACHMENT SC MALE, CRIMP ATTACHMENT SC FEMALE, PANEL MOUNT SC MALE, CLAMP ATTACHMENT SC MALE, CLAMP ATTACHMENT 
FOR RG55, RG141, RG142, FOR RG9, RG214, RG225 & SOLDER CUP CONTACT FOR RG55, RG5S8, RG141, FOR RG8, RG9, RG213, RG214, 
RG223 & RG400 RG393 MOUNTING HOLE A13 RG142, RG223 & RG400 RG225 & RG393 


1-24 25-49 1-24 1-24 25-49 1-24 25-49 1-24 25-49 
$36.50 $33.95 $39.65 $16.65 $15.48 $29.94 $27.8 $29.20 $27.16 
$31.39 $29.20 $34.10 $14.32 $13.32 $25.75 $23.95 $25.11 $23.36 

Model No. PE4976 Model No. PE4977 Model No. PE4978 Model No. PE4979 Model No. PE4980 
SC MALE, CLAMP ATTACHMENT SC MALE, CLAMP ATTACHMENT SC MALE, RIGHT ANGLE SC MALE, RIGHT ANGLE SC FEMALE, BULKHEAD 


FOR RG14 & RG217 FOR RG218 CLAMP ATTACHMENT FOR CLAMP ATTACHMENT FOR RG8, HERMETICALLY SEALED 

RG55, RG58, RG141, RG142, RG9, RG213, RG214, RG225 MOUNTING HOLE B11 

RG223 & RG400 
q 


$29.20 $27.16 
CUES A ce eae Se 
$25.11 $23.36 
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7s FOS 
$55.35 ‘ $33.40 : $29.20 $27.16 Sed] $24.00 $22.32 
50-99 20209 Re 100et S 50-99 100+ kx? 50-99 100 + 
$47.60 ‘ $28.72 $26:72 Lazard | $25.11 $23.36 EAS IT 390.64 $19.20 


HN CONNECTORS 


SEE PAGE 253 FOR MOUNTING HOLES 


Po RSG 

HN MALE Model _ No. FITS MIL SPEC AND EQUIVALENT CABLES ATTACHMENT METHOD 1-24 25-49 50-99 , 100 + 
FOR CABLE PE4182 RG8, RG9, RG213, RG214, RG225, RG393 CLAMP $14.60 $13.58 $12.56 $11.68 
ATTACHMENT PE4473 RG8, RG213 CRIMP 27.35: 25.44. 23.52)7\ (21,88 
PE4474 RG9, RG214, RG225, RG393 CRIMP 27.10 925520) su/23c3 Tees 

PE4475 RG14, RG217 CLAMP 27.10 25:20" (23-314 jedens 

PE4476 RG17, RG218 CLAMP 43.85 40.78 37.71 35.08 

X] PE4198 RG55, RG58, RG141, RG142, RG223, RG400 CLAMP 21.90 20.37 18.83 17.52 

PE4477 RG55, RG142, RG223, RG400 CRIMP 22.85 21.25 19.65 18.28 

PE4478 RG58, RG141 CRIMP 22.10 20.55 19.01 17.68 

PE4479 RG59B/U, RG62 CLAMP 24.00 22.32 20.64 19.20 


d 
HN FEMALE, CLAMP 
ATTACHMENT FOR RG8, RG9, 
RG213, RG214, RG225 & 
RG393 


Model No. PE4230 

HN MALE, RIGHT ANGLE 
CLAMP ATTACHMENT FOR RG8, 
RG9, RG213, RG214, RG225 


d 41 
HN FEMALE, PANEL MOUNT 
SOLDER CUP CONTACT 
-125 MOUNTING HOLES 
MOUNTING HOLE A08 


Model No. PE4481 

HN FEMALE BULKHEAD, REAR 
MOUNT, HERMETICALLY SEALED 
MOUNTING HOLE G03 


Model No. PE4480 

HN MALE, RIGHT ANGLE 
CLAMP ATTACHMENT FOR RG55, 
RG58, RG141, RG142, RG223 


ee re 4-24 1:24 25-49 
$13.95 $12.97 $39.65 $30.93 $28.76 
50-99 100 + : 


$34.10 


7/16 DIN CONNECTORS 


SEE PAGE 253 FOR MOUNTING HOLES 


P RZ E 
7/16 MALE Model No. FITS MIL SPEC AND EQUIVALENT CABLES ATTACHMENT METHOD 1-24 25-49 50-99 100 + 
FOR CABLE PE4567 RG8, RG9, RG213, RG214, RG225, RG393 CLAMP $60.55 $56.31 $52.07 $48.44 
ATTACHMENT PE4570 RG8, RG213 CRIMP 73.85 68.68 63.51 59.08 
PE4571 RG9, RG214, RG225, RG393 CRIMP 73.10 67.98 62.87 58.48 
PE4566 RG55, RG58, RG141, RG142, RG223 & RG400 CLAMP 60.55 56.31 52.07 48.44 
PE4568 RG55, RG142, RG223, RG400 CRIMP 60.55 56.31 52.07 48.44 
PE4569 RG58 CRIMP 61.15 56.87 52.59 48.92 
PE44276 RG217 CLAMP 86.45 80.40 74.35 69.16 
PE44277 RG218 CLAMP 77.30 71.89 66.48 61.84 
PE44278 RG401, PE-SR401AL, PE-SR401FL (.250") SOLDER/CLAMP 72.75 67.66 62.57 58.20 
PE44279 RG402, PE-SR402AL, PE-SR402FL (.141") SOLDER/ CLAMP 72.75 67.66 62.57 58.20 
7/16 MALE PE44280 RG8, RG9, RG213, RG214, RG225, RG393 CLAMP 99.20 92.26 85.31 79.36 
RIGHT ANGLE PE44281 RG55, RG58, RG141, RG142, RG223, RG400 CLAMP 99.20 92.26 85.31 79.36 
FOR CABLE PE44282 RG217 CLAMP 110.70 102.95 95.20 88.56 
ATTACHMENT 
7/16 FEMALE PE44283 RG8, RG, RG213, RG214, RG225, RG393 CLAMP 73.10 67.98 62.87 58.48 
FOR CABLE PE44284 RG8, RG213 CRIMP 83.35 77.52 71.68 66.68 
ATTACHMENT PE4575 RG9, RG214, RG225, RG393 CRIMP 82.50 76.73 70.95 66.00 
PE44285 RG55, RG58, RG141, RG142, RG223, RG400 CLAMP 73.10 67.98 62.87 58.48 
PE44286 RG55, RG142, RG223, RG400 CRIMP 73.410)4267398) 62. 87saeneeAe 
PE44287 RG58 CRIMP 73.85 68.68 63.51 59.08 
PE44288 RG217 CLAMP 83.55. .77:70 71.85.) 66:84 
PE44289 RG401, PE-SR401AL, PE-SR401FL (.250") SOLDER/CLAMP 83.35 77.52 71.68 66.68 
PE44290 RG402, PE-SR402AL, PE-SR402FL (.141") SOLDER/ CLAMP 83/35. 077.52” “71-68 "+ 66.68 
Model No. PE4572 Model No. PE4573 Model No. PE4574 Model No. PE44292 
7/16 FEMALE BULKHEAD 7/16 FEMALE, 4 HOLE PANEL | 7/16 FEMALE, 4 HOLE PANEL |7/16 FEMALE, 4 HOLE 7/16 FEMALE, 4 HOLE PANEL 
REAR MOUNT, SOLDER CUP MOUNT, SOLDER CUP CONTACT | MOUNT, WITH THREADED PANEL MOUNT, CLAMP MOUNT, CLAMP ATTACHMENT 
CONTACT MOUNTING HOLE A21 CONTACT, MOUNTING HOLE A21 | ATTACHMENT FOR RG8, RG9 FOR RG217 
: : RG213, RG214, RG225 & MOUNTING HOLE A21 
RG393 
MOUNTING HOLE A21 
1-24 825-49 1-24 1-24 25-49 1-24 25-49 1-24 25.49 
$88.95 $82.72 $56.53 : $50.10 $46.59 $88.75 $82.54 $99.20 $92.26 
50-99 100+ 50-99 50-99 100 + 50-99 100 + 50-99 100 + 
$76.50 $71.16 $48.62 f $43.09 $40.08 $76.33 $71.00 $85.31 $79.36 
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C2 7/16 DIN CONNECTORS 


SEE PAGE 253 FOR MOUNTING HOLES 


The Pasternack 7/16 DIN line of low PIM (Passive Intermodulation Distortion) connectors is designed 


for applications where intermodulation distortion is a concern. 


White Bronze plating, and the contacts are silver plated with no nickel undercoat. 
PIM connectors are fully interchangeable with 7/16 DIN connectors designed to IEC 169-4, CECC 22-190, 
DIN 47223 and VG 95250 specifications. 


The connector bodies are brass with 


Pasternack's low 


7/16 MALE wet FITS MIL-SPEC AND ATTACHMENT 
FOR CABLE | | BRS Model No. EQUIVA ABL METHOD 2-24 25-49 50-99 100 + 
al =] RRS PE44536 PE-T195*, LMR195** CRIMP $29.95 $27.85 $25.76 $23.96 
ATTACHMENT teccest PE44537 PE-T240*, LMR240** CRIMP 29.95 27.85 25.76 23.96 
eateees PE44538 PE-T400*, LMR400** CRIMP 34.95 32.50 30.06 27.96 
a LY Biss5 PE44539 PE-T600*, LMR600** CRIMP 392054, 37.15 34:36 31,96 
POLPLCO 
Bis 
7/16 MALE 
RIGHT ANGLE PE44540 PE-T195*, LMR195** CRIMP 39.95 37.15 34.36 31.96 
FOR CABLE PE44541 PE-T240*, LMR240** CRIMP 39595. £37.15", 734.36. ¢ 41396 
ATTACHMENT 8 PE44542 PE-T400*, LMR400** CRIMP 44.95 41.80 38.66 35.96 
3 PE44543 PE-T600*, LMR600** CRIMP 49.95 46.45 42.96 39.96 
7/16 MALE 
FOR CABLE PE44567 1/2" ANNULAR CLAMP 39.95 37.15 34.36 31.96 
ATTACHMENT PE44557 1/2" HELICAL CLAMP 40.95 38.08 35.22 32.76 
PE44568 7/8" ANNULAR CLAMP 54.95 51.10 47.26 43.96 
PE44558 7/8" HELICAL CLAMP 54.95 51.10 47.26 43.96 
7/16 MALE 
RIGHT ANGLE PE44569 1/2" ANNULAR CLAMP 49.95 46.45 42.96 39.96 
FOR CABLE PE44559 1/2" HELICAL CLAMP 49.95 46.45 42.96 39.96 
ATTACHMENT 
7/16 FEMALE 
FOR CABLE PE44544 PE-T195*, LMR195** CRIMP 39.95 37.15 34.36 31.96 
ATTACHMENT PE44545 PE-T240*, LMR240** CRIMP 39.95 37.15 “34.36 ., 31.96 
PE44546 PE-T400*, LMR400** CRIMP 44.95 41.80 38.66 35.96 
PE44547 PE-T600*, LMR600** CRIMP 49.95 46.45 42.96 39.96 
7/16 FEMALE 
BULKHEAD FOR PE44548 PE-T195*, LMR195** CRIMP 44.95 41.80 38.66 35.96 
ABL ACHMENT PE44549 PE-T240*, LMR240** CRIMP 44.95 41.80 38.66 35.96 
we PE44550 PE-T400*, LMR400** CRIMP 49.95 46.45 42.96 39.96 
PE44551 PE-T600*, LMR600** CRIMP 54.95 51.10 47.26 43.96 
MOUNTING HOLE G08 
7/16 FEMALE 
FOR CABLE PE44570 1/2" ANNULAR CLAMP 39.95 37.15 34.36 31.96 
ATTACHMENT PE44560 1/2" HELICAL CLAMP 44.95 41.80 38.66 35.96 
PE44571 7/8" ANNULAR CLAMP 49.95 46.45 42.96 39.96 
PE44561 7/8" HELICAL CLAMP 54.95 51.10 47.26 43.96 


* PE-T SERIES COAX IS FUNCTIONALLY EQUIVALENT TO TIMES MICROWAVE LMR® SERIES COAX 
** LMR® IS A REGISTERED TRADEMARK OF TIMES MICROWAVE SYSTEMS 


Free Ground Freight 
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Cl 90 OHM N CONNECTORS 


THESE CONNECTORS WILL NOT MATE WITH 75 OHM N CONNECTORS 


SEE PAGE 253 FOR MOUNTING HOLES 


The Pasternack Type N line of low PIM (Passive Intermodulation Distortion) connectors is designed for 
applications where intermodulation distortion is a concern. The connector bodies are brass with 

White Bronze plating, and the contacts are gold plated with no nickel undercoat. Pasternack's low PIM 
connectors are fully interchangeable with Type N connectors designed to the MIL-C39012 specifications. 


ate FITS MIL-SPEC AND ATTACHMENT 
Model No. EQUIVALENT CABLES METHOD 1-24 25-49 50-99 100+ 
FOR CABLE a PE44520 PE-T195*, LMR195** CRIMP $9.95 $9.25 $8.56 $7.96 
ATTACHMENT PE44521 PE-T240*, LMR240** CRIMP 9.95 9.25 8.56 7.96 
PE44522 PE-T400*, LMR400** CRIMP 10.95 10.18 9.42 8.76 
PE44523 PE-T600*, LMR600** CRIMP 19.95 18.55 17.16 15.96 
N MALE 
RIGHT ANGLE PE44524 PE-T195*, LMR195** CRIMP 17.95 16.69 15.44 14.36 
FOR CABLE PE44525 PE-T240*, LMR240** CRIMP 19.95 18.55 17.16 15.96 
ATTACHMENT PE44526 PE-T400*, LMR400** CRIMP 24.95 23.20 21.46 19.96 
PE44527 PE-T600*, LMR600** CRIMP 29.95 27.85 25.76 23.96 
N MALE 
FOR CABLE PE44562 1/2" ANNULAR CLAMP 39.95 37.15 34.36 31.96 
ATTACHMENT PE44552 1/2" HELICAL CLAMP 39.95 37.15 34.36 31.96 
PE44563 7/8" ANNULAR CLAMP 49.95 46.45 42.96 39.96 
PE44553 7/8" HELICAL CLAMP 49.95 46.45 42.96 39.96 
N MALE 
RIGHT ANGLE PE44564 1/2" ANNULAR CLAMP 48.95 45.52 42.10 39.16 
FOR CABLE PE44554 1/2" HELICAL CLAMP 45.95 42.73 39.52 36.76 
ATTACHMENT 
N FEMALE 
BULKHEAD PE44528 PE-T195*, LMR195** CRIMP 10.95 10.18 9.42 8.76 
FOR CABLE PE44529 PE-T240*, LMR240** CRIMP 10.95 10.18 9.42 8.76 
ATTACHMENT PE44530 PE-T400*, LMR400** CRIMP 14.95 13.90 12.86 11.96 
PE44531 PE-T600*, LMR600** CRIMP 24.95 23.20 21.46 19.96 
MOUNTING HOLE G01 
N FEMALE 
FOR CABLE PE44532 PE-T195*, LMR195** CRIMP 11.95 11.11 10.28 9.56 
ATTACHMENT - PE44533 PE-T240*, LMR240** CRIMP 11.95 11.11 10.28 9.56 
Q — PE44534 PE-T400*, LMR400** CRIMP 14.95 13.90 12.86 11.96 
PE44535 PE-T600*, LMR600** CRIMP 29.95 27.85 25.76 23.96 
steal PE44565 1/2" ANNULAR CLAMP 39.95 37.15 34.36 31.96 
irate PE44555 1/2" HELICAL CLAMP 39.95 37.15 34.36 31.96 
PE44566 7/8" ANNULAR CLAMP 49.95 46.45 42.96 39.96 
PE44556 7/8" HELICAL CLAMP 49.95 46.45 42.96 39.96 


* PE-T SERIES COAX IS FUNCTIONALLY EQUIVALENT TO TIMES MICROWAVE LMR® SERIES COAX 
** LMR® IS A REGISTERED TRADEMARK OF TIMES MICROWAVE SYSTEMS 
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90 OHM N CONNECTORS 


THESE CONNECTORS WILL NOT MATE WITH 75 OHM N CONNECTORS 


SEE PAGE 253 FOR MOUNTING HOLES PRICE 

N MALE Model No. FITS MIL SPEC AND EQUIVALENT CABLES ATTACHMENT METHOD 1-24 25-49 50-99 100+ 
FOR CABLE PE4062 RG8, RG9, RG11, RG213, RG214, RG225, RG393 CLAMP $5.25 $4.88 $4.52 $4.20 
ATTACHMENT PE4132 RGB, RG9, RG11, RG213, RG214, RG225, RG393 CLAMP(CAPTIVE CONTACT) 7.25 6.74 6.24 5.80 
PE4430 RG8, RG213 CRIMP 9.45 8.79 8.13 7.56 

PE4431 RG8X, PE-TO42RML CLAMP 9.45 8.79 8.13 7.56 

PE4344 RG8X, PE-TO42RML CRIMP 13.95 12.97 12.00 11.16 

PE4048 RG9, RG214, RG225, RG393 CRIMP 9.95 9.25 8.56 7.96 

PE4221 RG14, RG217 CLAMP 19.80 18.41 17.03 15.84 

PE4081 RG55, RG58, RG141, RG142, RG223, RG400 CLAMP 7.25 6.74 6.24 5.80 

PE4042 RG55, RG141, RG142, RG223, RG400 CRIMP 9.35 8.70 8.04 7.48 

PE4329 RG58 CRIMP 9.45 8.79 8.13 7.56 

PE4331 RG59B/U, RG62 CLAMP 10.95 10.18 9.42 8.76 

PE4432 RG59B/U, RG62 CRIMP 9.35 8.70 8.04 7.48 

PE4224 RG174, RG188, RG316 CLAMP 11.55 10.74 9.93 9.24 

PE4429 RG174, RG188, RG316 CRIMP 10.40 9.67 8.94 8.32 

PE4647 RG178, RG196 CRIMP 13.55 12.60 11.65 10.84 

PE4433 RG218 CLAMP 49.95 46.45 42.96 39.96 

PE4434 RG401, PE-SR401AL, PE-SR401FL (.250" SEMI-RIGID) SOLDER/CLAMP 13270. 412.74 26n11.78 WaL1008G 

PE4376 RG401, PE-SR401AL, PE-SR401FL (.250" SEMI-RIGID) SOLDER-PRECISION TYPE 21.90 20.37 18.83 17.52 

PE4006 RG402, PE-SR402AL, PE-SR402FL (.141" SEMI-RIGID) SOLDER/CLAMP 13370 =412.74. (11.78 110096 

PE4140 RG402, PE-SR402AL, PE-SR402FL (.141" SEMI-RIGID) SOLDER-PRECISION TYPE 15.60 14.51 13.42 12.48 

PE4129 RG405, PE-SR405AL, PE-SR405FL (.085" SEMI-RIGID) SOLDER/CLAMP 13670 sai o7Aec 1578 4610206 

PE4222 RG405, PE-SR405AL, PE-SR405FL (.085" SEMI-RIGID) SOLDER-PRECISION TYPE 21.35 19.86 18.36 17.08 

PE4133 BELDEN 9913 & 9914, PE-B3199, PE-B4199, PE-TOO4RML CLAMP 7.95 7.39 6.84 6.36 

PE4550 BELDEN 9913 & 9914, PE-B3199, PE-B4199, PE-TOO4RML CRIMP 9.82 9.13 8.45 7.86 

PE4934 PE-O47SR, PE-SRO47AL, PE-SRO47FL (.047" SEMI-RIGID) SOLDER 19.80 18.41 17.03 15.84 

PE44043 PE-TOOZRML CLAMP 9.45 8.79 8.13 7.56 

PE44044 ~— PE-TOO2RML CRIMP 10.50 9.77 9.03 8.40 

PE44045 PE-TOO3RML CLAMP 10.50 9.77 9.03 8.40 

PE44046 PE-TOOSRML CLAMP 19.80 18.41 17.03 15.84 

PE44349 PE-TOO6RML CLAMP 37.55 34.92 32.29 30.04 

PE44454 ~— PE-TOO6RML CRIMP 33.40 31t06" Wh28!72. 4126072 

N MALE PE4136 RG8, RG9, RG213, RG214, RG225, RG393 CLAMP 15.60 14.51 13.42 12.48 
RIGHT ANGLE PE4482 RG8, RG213 CRIMP 24.25 22.55 20.86 19.40 
FOR CABLE PE4483 RG9, RG214, RG225, RG393 CRIMP 24.00 22.32 20.64 19.20 
ATTACHMENT PE4135 RG55, RG5S8, RG141, RG142, RG223, RG400 CLAMP 13.55 12.60 11.65 10.84 
PE4484 RG55, RG141, RG142, RG223, RG400 CRIMP 17-270) 916.46 oh 15022 a6 

PE4485 RG58 CRIMP 17.90 16.65 15.39 14.32 

PE4935 RG401, PE-SR401AL, PE-SR401FL (.250" SEMI-RIGID) SOLDER/CLAMP 20.00 18.60 17.20 16.00 

PE4936 RG402, PE-SR402AL, PE-SR402FL (.141" SEMI-RIGID) SOLDER 19.80 18.41 17.03 15.84 

PE4937 RG405, PE-SR405AL, PE-SR405FL (.085" SEMI-RIGID) SOLDER 19.80 18.41 17.03 15.84 

PE4938 BELDEN 9913 & 9914, PE-B3199, PE-B4199, PE-TOO4RML CLAMP 1790° "16.65 59" 15239 14532 

PE4939 BELDEN 9913 & 9914, PE-B3199, PE-B4199, PE-TOO4RML CRIMP 28.45 26.46 24.47 22.76 

N FEMALE PE4061 RG8, RG9, RG11, RG213, RG214, RG225, RG393 CLAMP 7.25 6.74 6.24 5.80 
FOR CABLE PE4059 RG8, RG, RG11, RG213, RG214, RG225, RG393 CLAMP (CAPTIVE CONTACT) 10.40 9.67 8.94 8.32 
ATTACHMENT PE4435 RG8, RG213 CRIMP 10.50 9.77 9.03 8.40 
PE4191 RG9, RG214, RG225, RG393 CRIMP 10.40 9.67 8.94 8.32 

PE4645 RG14, RG217 CLAMP 27 410-ces 25720) 72931 27.68 

PE4072 RG55, RG5S8, RG141, RG142, RG223, RG400 CLAMP 10.40 9.67 8.94 8.32 

PE4134 RG55, RG141, RG142, RG223, RG400 CRIMP 10.40 9.67 8.94 8.32 

PE4436 RG58 CRIMP 10.50 9.77 9.03 8.40 

PE4330 RG59B/U, RG62 CLAMP 10.40 9.67 8.94 8.32 

PE4437 RG174, RG188, RG316 CLAMP 12.65 11.76 10.88 10.12 

PE4438 RG174, RG188, RG316 CRIMP 13.55 12.60 11.65 10.84 

PE4646 RG218 CLAMP 24.00 22.32 20.64 19.20 

PE4439 RG401, PE-SR401AL, PE-SR401FL (.250" SEMI-RIGID) SOLDER/CLAMP 15.75 14.65 13.55 12.60 

PE4138 RG402, PE-SR402AL, PE-SR402FL (.141" SEMI-RIGID) SOLDER/CLAMP 43570297222 570 "ESA; 78), 7910296 

PE4652 RG402, PE-SR402AL, PE-SR402FL (.141" SEMI-RIGID) SOLDER-PRECISION TYPE 16.65 15.48 14.32 13.32 

PE4130 RG405, PE-SR405AL, PE-SR405FL (.085" SEMI-RIGID) SOLDER/CLAMP 13.70" © 12.74 «6511178 4.10.96 

PE4653 RG405, PE-SR405AL, PE-SR405FL (.085" SEMI-RIGID) SOLDER-PRECISION TYPE 16.65 15.48 14.32 13.32 

PE4945 PE-047SR, PE-SRO47AL, PE-SRO47FL (.047" SEMI-RIGID) SOLDER-PRECISION TYPE 27.10 25.20 23.31 21.68 

PE4372 BELDEN 9913 & 9914, PE-B3199, PE-B4199, PE-TOO4RML CLAMP 8.30 7.72 7.14 6.64 

PE44350 PE-TOO6RML CLAMP 37.55 34.92 32.29 30.04 

PE4223 RG8, RG, RG11, RG213, RG214, RG225, RG393 CLAMP 15.60 14.51 13.42 12.48 

N FEMALE PE4940 RG8, RG213 CRIMP 20.00 18.60 17.20 16.00 
BULKHEAD PE4941 RG9, RG214, RG225, RG393 CRIMP 19.80 18.41 17.03 15.84 
FOR CABLE PE4114 RG55, RG58, RG141, RG142, RG223, RG400 CLAMP 11.95 11.11 10.28 9.56 
ATTACHMENT PE4371 RG55, RG141, RG142, RG223, RG400 CRIMP 49 SO5 1151194010028 9.56 
PE4440 RG58 CRIMP 11.55 10.74 9.93 9.24 

PE4297 RG59B/U, RG62 CLAMP 13.55 12.60 11.65 10.84 

PE4441 RG174, RG188, RG316 CLAMP 33 270i d 12, 74rew 11.7024, 10296 

PE4442 RG174, RG188, RG316 CRIMP 16.95 15.76 14.58 13.56 

PE4942 RG401, PE-SR401AL, PE-SR401FL (.250" SEMI-RIGID) SOLDER/CLAMP 16.80 15.62 14.45 13.44 

PE4113 RG402, PE-SR402AL, PE-SR402FL (.141" SEMI-RIGID) SOLDER/CLAMP 1310. 12.74. 11.78 10.96 

PE4654 RG402, PE-SR402AL, PE-SR402FL (.141" SEMI-RIGID) SOLDER-PRECISION TYPE 20.85 19.39 17.93 16.68 

PE4443 RG405, PE-SR405AL, PE-SR405FL (.085" SEMI-RIGID) SOLDER/CLAMP 13970. 12.74, 11.78) 40.96 

PE4655 RG405, PE-SR405AL, PE-SR405FL (.085" SEMI-RIGID) SOLDER-PRECISION TYPE 21.90 20.37 18.83 17.52 

PE4946 PE-047SR, PE-SRO47AL, PE-SRO47FL (.047" SEMI-RIGID) SOLDER-PRECISION TYPE 29.20 27.16 25.11 23.36 

PE4943 BELDEN 9913 & 9914, PE-B3199, PE-B4199, PE-TOO4RML CLAMP 16.80 15.62 14.45 13.44 

MOUNTING HOLE G01 pegoaa BELDEN 9913 & 9914, PE-B3199, PE-B4199, PE-TOO4RML CRIMP 20.00 18.60 17.20 16.00 
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90 OHM N CONNECTORS 


THESE CONNECTORS WILL NOT MATE WITH 75 OHM N CONNECTORS 


SEE PAGE 253 FOR MOUNTING HOLES PRICE 
N FEMALE Model No. FITS MIL SPEC AND EQUIVA ABLE ATTACHMENT METHOD 1-24 25-49 50-99 100+ 
PANEL MOUNT PE4060 RGB, RG9, RG11, RG213, RG214, RG225, RG393 CLAMP (CAPTIVE CONTACT) $10.40 $9.67 $8.94 $8.32 
FOR CABLE PE44065 RG8, RG213 CRIMP 14.75 13.72 12.69 11.80 
ATTACHMENT PE44066 RG9, RG214, RG225, RG393 CRIMP 14.60 13.58 12.56 11.68 
PE4141 RG55, RG58, RG141, RG142, RG223, RG400 CLAMP 10.40 9.67 8.94 8.32 
PE44068 RG55, RG141, RG142, RG223, RG400 CRIMP 14.60 13.58 12.56 11.68 
PE44069 RG58 CRIMP 1474 5q.°13.72.\ 42.60 eee 
PE44070 RG174, RG188, RG316 CLAMP 12.65 11.76 10.88 10.12 
PE44071 RG401, PE-SR401AL, PE-SR401FL (.250" SEMI-RIGID) SOLDER/CLAMP 16.80 15.62 14.45 13.44 
PE44072 RG402, PE-SR402AL, PE-SR402FL (.141" SEMI-RIGID) SOLDER/CLAMP 16.80 15.62 14.45 13.44 
PE44073 RG405, PE-SR405AL, PE-SR405FL (.085" SEMI-RIGID) SOLDER/CLAMP 16.80 15.62 14.45 13.44 
MOUNTING HOLE AOS 
Model No. PE4013 Model No. PE4131 Model No. PE4137 Model No. PE4139 Model No. PE4328 
N FEMALE, PANEL MOUNT N MALE, PANEL MOUNT N FEMALE BULKHEAD, FRONT | N FEMALE BULKHEAD N FEMALE, PANEL MOUNT 
SOLDER CUP CONTACT SOLDER CUP CONTACT MOUNT, SOLDER CUP CONTACT | REAR MOUNT .590" EXTENDED DIELECTRIC 
MOUNTING HOLE A05 MOUNTING HOLE AOS HERMETICALLY SEALED HALF MOON CONTACT 1" SQ. FLANGE SIZE 
=< , | MOUNTING HOLE G01 MOUNTING HOLE G01 .384" DIELECTRIC DIAMETER 
.120" CONTACT DIAMETER 
? MOUNTING HOLE AOS 
1-24 25-49 1-24 25-49 
$7.95 $7.39 ; ; A $12.50 $11.63 
20-99 55 100 + 50-99 100 + 
$6.84 $6.36 ‘ ; : $10.75 $10.00 


Model No. PE4355 

N FEMALE, PANEL MOUNT 
-590" EXTENDED DIELECTRIC 
-500" SQ. FLANGE SIZE 
-162" DIELECTRIC DIAMETER 
-050" CONTACT DIAMETER 
MOUNTING HOLE A01 


Model No. PE4487 
N FEMALE, PANEL MOUNT 
HERMETICALLY SEALED WITH 
O-RING, SOLDER CUP CONTACT 
MOUNTING HOLE A05 


Model No. PE4444 
N FEMALE, PANEL MOUNT 
-590" EXTENDED DIELECTRIC 
-687" SQ. FLANGE SIZE 
-162" DIELECTRIC DIAMETER 
-050" CONTACT DIAMETER 
MOUNTING HOLE A04 


Model No. PE4488 
N FEMALE BULKHEAD, FRONT 
MOUNT, SOLDER CUP CONTACT 


MOUNTING HOLE F05 
1-24 25-49 
$9.35 $8.70 
50-99 100 + 
$8.04 $7.48 


Mode] No, PE44074 
.N FEMALE, PRESS MOUNT 
-050" DIAMETER CONTACT 
MOUNTING HOLE FO02 


1-24 25-49 
$9.35 $8.70 
30-99 100 + 
$8.04 $7.48 


Model No. PE44079 
N FEMALE, 2 HOLE PANEL 
MOUNT, .590" EXTENDED 
DIELECTRIC 


; WT OULE Rana RIGHT ANGLE 
PANEL MOUNT, SOLDER CUP 
CONTACT, MOUNTING HOLE A05 


1-24 25-49 1-24 25-4 
$12.50 $11.63 $21.90 aie 
50-99 100 + 50-99 
$10.75 $10.00 T $18.83 aa 
Model PE44 Model No. PE4490 Model Model No. PE4492 


N MALE BULKHEAD, FRONT 
MOUNT, SOLDER CUP CONTACT 
MOUNTING HOLE G01 


N MALE BULKHEAD, FRONT 
MOUNT, SOLDER CUP CONTACT 
MOUNTING HOLE B04 


N MALE, PANEL MOUNT 
-330" EXTENDED DIELECTRIC 
MOUNTING HOLE A05 


N FEMALE, PANEL MOUNT 
CAPTURED TAB CONTACT 
-100" LONG, .005" THICK 


_| [BY .120" WIDE 
Rep MOUNTING HOLE AOS 
1-24 


1-24 25-49 25-49 
$20.96 $19.49 $15.60 ast 
50-99 100 + 50-99 100 + 
$18.03 $16.77 $13.42 


Model No. PE44075 
N FEMALE, PRESS MOUNT 

TAB CONTACT .005" THICK 
BY .120" WIDE 


Model No. PE44076 Model No. PE44077 Model No. PE44078 
N FEMALE, PRESS MOUNT N FEMALE, 2 HOLE PANEL N FEMALE, 2 HOLE PANEL 
SOLDER CUP CONTACT MOUNT, SOLDER CUP CONTACT | MOUNT, TAB CONTACT 
MOUNTING HOLE FO02 MOUNTING HOLE C04 -005" THICK BY .120" WIDE 


MOUNTING HOLE F02 MOUNTING HOLE C04 -162" DIELECTRIC DIAMETER 
-050" CONTACT DIAMETER 
MOUNTING HOLE C04 
ne 

2-24 25-49 1-24 = 25-49 4-24 g8. 49 

$9.35 $8.70 $15.60 $14.51 $16.95 $15.76 

50-99 100 + 30-99 100+ 30-99 100 + | 

$8.04 $7.48 $13.42 $12.48 $14.58 $13.56 

PE44 Model No. PE44397 del 


N FEMALE, P.C. MOUNT 
MOUNTING HOLE D12 


N FEMALE BULKHEAD 
P.C. MOUNT 

MOUNTING HOLE D12 
MOUNTING HOLE G01 


N FEMALE BULKHEAD 
RIGHT ANGLE, P.C. MOUNT 
MOUNTING HOLE D12 
MOUNTING HOLE B15 


PLEASE CONTACT OUR ENGINEERING 


DEPARTMENT FOR ALL YOUR SPECIAL 


rs ca aacae bs ye re REQUIREMENTS AT (800) 727-8376 EXT. 3 
50-99 100 + 50-99 ee 


$10.75 $10.00 $12.56 
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90 OHM TNC CONNECTORS 


SEE PAGE 253 FOR MOUNTING HOLES RICE 

TNC MALE Model No. FITS MIL SPEC AND EQUIVALENT CABLES ATTACHMENT METHOD 1-24 25-49 50-99 100+ 
FOR CABLE PE4088 RG8, RG9, RG11, RG213, RG214, RG225, RG393 CLAMP $11.83 $11.00 $10.17 $9.46 
ATTACHMENT PE4446 RG8, RG213 CRIMP 12.65 11.76 10.88 10.12 
PE44063 RG8X, PE-TO42RML CLAMP 11.45 10.65 9.85 9.16 

PE4447 RG9, RG214, RG225, RG393 CRIMP 16.22 15.08 13.95 12.98 

PE4067 RG55, RG58, RG141, RG142, RG223, RG400 CLAMP 7.25 6.74 6.24 5.80 

PE4047 RG55, RG141, RG142, RG223, RG400 CRIMP 7,29... 0.78 4 26,270 5.83 

PE4156 RG58 CRIMP 7.30 6.79 6.28 5.84 

PE4154 RG59B/U, RG62 CLAMP 6:30: 7.72) ie TARENNG BX 

PE4071 RG59B/U, RG62 CRIMP 7.25. 6.74 6.24) pue5.80 

PE4303 RG174, RG188, RG316 CLAMP 10.50 9.77 9.03 8.40 

PE4302 RG174, RG188, RG316 CRIMP 12.95 12.04 11.14 10.36 

PE4448 RG178, RG196 CLAMP 12-650 5'"11,76 10.88 10-12 

PE4909 RG401, PE-SR401AL, PE-SR401FL (.250" SEMI-RIGID) DIRECT SOLDER 36.95 34.36 31.78 29.56 

PE4143 RG402, PE-SR402AL, PE-SR402FL (.141" SEMI-RIGID) SOLDER/CLAMP 14.7979 13872! “12.69 pol t.80 

PE4648 RG402, PE-SR402AL, PE-SR402FL (.141" SEMI-RIGID) SOLDER 17.95 16.69 15.44 14.36 

PE4142 RG405, PE-SR405AL, PE-SR405FL (.085" SEMI-RIGID) SOLDER/CLAMP 14.75). 13.72 12.69 11.80 

PE4649 RG405, PE-SR405AL, PE-SR405FL (.085" SEMI-RIGID) SOLDER 17.70 16.46 15.22 14.16 

PE4975 PE-047SR, PE-SRO47AL, PE-SRO47FL (.047" SEMI-RIGID) DIRECT SOLDER 16.65 15.48 14.32 13.32 

PE4449 BELDEN 9913 & 9914, PE-B3199, PE-B4199, PE-TOO4RML CLAMP 13.55 12.60 11.65 10.84 

PE44293 BELDEN 9913 & 9914, PE-B3199, PE-B4199, PE-TOO4RML CRIMP 15.60 14.51 13.42 12.48 

PE44061 PE-TOOZRML CLAMP 11.55 10.74 9.93 9.24 

PE44062 PE-TOO2RML CRIMP 11.55 10.74 9.93 9.24 

PE44064 PE-TOO3RML CLAMP 12.65 11.76 10.88 10.12 

TNC MALE PE4146 RG8, RG9, RG11, RG213, RG214, RG225, RG393 CLAMP 21,90, 20. aye le. 84) ss be 
RIGHT ANGLE PE4054 RG55, RG58, RG141, RG142, RG223, RG400 CLAMP 16.65 15.48 14.32 13.32 
FOR CABLE PE4450 RG55, RG141, RG142, RG223, RG400 CRIMP 14.75) 13:7200a2.69% 11.80 
ATTACHMENT PE4451 RG58 CRIMP 14.95 13.90 12.86 11.96 
PE4452 RG59B/U, RG62 CLAMP 17.70 16.46 15.22 14.16 

PE4453 RG59B/U, RG62 CRIMP 14.60 13.58 12.56 11.68 

PE4454 RG174, RG188, RG316 CLAMP 14.75 13.72 412.69 11.80 

PE4455 RG174, RG188, RG316 CRIMP 15.60 14.51 13.42 12.48 

PE4456 RG178, RG196 CLAMP 17.90 16.65 15.39 14.32 

TNC FEMALE PE4155 RG8, RG9, RG11, RGZ213, RG214, RG225, RG393 CLAMP 21.90 20.37 18.83 17.52 
FOR CABLE PE4068 RG55, RG58, RG141, RG142, RG223, RG400 CLAMP 8.30 || 7.72 NT Aw | 06.68 
ATTACHMENT PE4457 RG55, RG141, RG142, RG223, RG400 CRIMP 8.40" \76RR eee! | 6372 
PE4458 RG58 CRIMP 8.95). 6S ume. Le 

PE4459 RG59B/U, RG62 CRIMP 9.35. 8.20) SaO4ri 17.48 

PE4460 RG59B/U, RG62 CLAMP 9.35 '8,70 003,04 7.48 

PE4461 RG174, RG188, RG316 CLAMP 10.50 9.77 9.03 8.40 

PE4462 RG174, RG188, RG316 CRIMP 10.40 9.67 8.94 8.32 

PE4463 RG178, RG196 CLAMP 11.55 10.74 9.93 9.24 

PE4145 RG402, PE-SR402AL, PE-SR402FL (.141" SEMI-RIGID) SOLDER/CLAMP 145750 (19. 720n 12-69... 11,80 

PE4144 RG405, PE-SR405AL, PE-SR405FL (.085" SEMI-RIGID) SOLDER/CLAMP 1475 geekSere wel2.bo. 11-80 

TNC FEMALE PE4152 RG55, RG58, RG141, RG142, RG223, RG400 CLAMP 12.50 11.63 10.75 10.00 
BULKHEAD PE4153 RG55, RG141, RG142, RG223, RG400 CRIMP 11.55 10.74 9.93 9.24 
FOR CABLE PE4151 RG58 CRIMP 11.95 11.11 10.28 9.56 
ATTACHMENT PE4464 RG59B/U, RG62 CLAMP 14.60 13.58 12.56 11.68 
PE4465 RG59B/U, RG62 CRIMP 14.60 13.58 12.56 11.68 

MOUNTING PE4304 RG174, RG188, RG316 CLAMP 14.75 13.72 12.69 11.80 
HOLE B06 PE4466 RG174, RG188, RG316 CRIMP 14.60 13.58 12.56 11.68 
PE4467 RG178, RG196 CLAMP 14) 7g i322 112.69 211,80 

PE4148 RG402, PE-SR402AL, PE-SR402FL (.141" SEMI-RIGID) SOLDER-PRECISION. 40.70 37.85 35.00 32.56 

PE4150 RG402, PE-SR402AL, PE-SR402FL (.141" SEMI-RIGID) SOLDER/CLAMP 17.90 16.65 15.39 14.32 

PE4147 RG405, PE-SR405AL, PE-SR405FL (.085" SEMI-RIGID) SOLDER-PRECISION 40.70 37.85 35.00 32.56 

PE4149 RG405, PE-SR405AL, PE-SR405FL (.085" SEMI-RIGID) SOLDER/CLAMP 17.90 16.65 15.39 14.32 


Model No. PE4064 
TNC FEMALE, PANEL MOUNT 
#3-56 TAPPED HOLES 
SOLDER CUP CONTACT 


MOUNTING HOLE A03 


Model No, PE4065 
TNC FEMALE BULKHEAD 
SOLDER CUP CONTACT 
MOUNTING HOLE B04 


Mod PE4 
TNC FEMALE, PANEL MOUNT 
CLAMP ATTACHMENT FOR RG55, 
RG58, RG141, RG142, RG223 
& RG400 #3-56 TAPPED HOLES 
MOUNTING HOLE AQ3 


Model No. PE4305 
TNC FEMALE BULKHEAD, FRONT 
MOUNT, HERMETICALLY SEALED 
MOUNTING HOLE B04 


Model _No. PE4063 
TNC FEMALE BULKHEAD 
SOLDER CUP CONTACT 
MOUNTING HOLE B05 


$12.74 $11.85 $10.40 $9.67 
50-99 100 + 50-99 100 + 
$10.96 $10.19 $8.94 $8.32 


M 4 
TNC MALE, PANEL MOUNT 
SOLDER CUP CONTACT, 
MOUNTING HOLE A07 


M 4 
TNC FEMALE BULKHEAD 
ISOLATED GROUND 

SOLDER CUP CONTACT 
MOUNTING HOLE B06 


M 4 
TNC FEMALE BULKHEAD, REAR 
MOUNT, HERMETICALLY SEALED 
MOUNTING HOLE B06 


Model No. PE4471 
TNC FEMALE, RIGHT ANGLE 


BULKHEAD, SOLDER CUP 
CONTACT, MOUNTING HOLE B13 


Model No. PE4306 
TNC FEMALE BULKHEAD 
ISOLATED GROUND 
SOLDER CUP CONTACT 
MOUNTING HOLE B04 


4-24 825-49 1-24 1-24 = =25.49 
$9.35 $8.70 $21.29 : $17.70 $16.46 
30-99 100 + 50-99 100+ 50-99 100 + 

$18.31 ‘ 5 
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SMC CONNECTORS 


STANDARD 50 OHM M39012 INTERFACE 
SEE PAGE 253 FOR MOUNTING HOLES 


These 50 Ohm SMC connectors will interface with all M39012 50 Ohm SMC connectors. 
mate with any 75 Ohm SMC connectors. JACK=MALE contact, PLUG=FEMALE contact 


Model No. A 2-24 25-49 50-99 100+ 
PLUG, CRIMP PE4558 RGB $11.45 $10.65 $9.85 


9 

ATTACHMENT PE4594 RG55, RG142, RG223, RG400 11.55 10.74 9.93 9.24 
PE4045 RG174, RG188, RG316 7.25 6.74 6.24 5.80 

PE4074 RG178, RG196 10.40 9.67 8.94 8.32 


PLUG, CLAMP PE4201 RG174, RG188, RG316 8.30 7.72 7.14 6.64 
ATTACHMENT PE4202 RG178, RG196 8.30 Dale 7.14 6.64 
PE4357 RG405, PE-SR405AL, PE-SR405FL(SEMI-RIGID) 9.35 8.70 8.04 7.48 


ad 


PLUG, RIGHT PE4557 RG58 13.55 12.60 11.65 10.84 
ANGLE, CRIMP PE4596 RG55, RG142, RG223, RG400 13.70 12.74 11.78 10.96 
ATTACHMENT PE4051 RG174, RG188, RG316 10.40 9.67 8.94 8.32 


PE4160 RG178, RG196 10.40 9.67 


PLUG, RIGHT 
ANGLE, CLAMP 


8 
PE4262 RG174, RG188, RG316 9 8. 8 Ts 
PE4263 RG178, RG196 9.35 8.70 8.04 7.48 
9 8 8 7 


ATTACHMENT PE4359 RG405, PE-SR405AL, PE-SR405FL(SEMI-RIGID) 35 70 04 48 

JACK, CRIMP) === ei PE4094 RG174, RG188, RG316 8.30 7.72 7.14 6.64 
XxX ’ > e ° . « 

ATTACHMENT @(|||| PE4927 RG178, RG196 8.30 5 7.7200 a7 04m 9 6564 


JACK, CLAMP PE4270 RG174, RG188, RG316 9.35 8.70 8.04 7.48 
ATTACHMENT i PE4271 RG178, RG196 16.95 15.76 14.58 13.56 
P PE4361 RG405, PE-SR405AL, PE-SR405FL(SEMI-RIGID) 10.40 9.67 8.94 8.32 


JACK, BULKHEAD PE44047 RG55, RG142, RG223, RG400 12.50 11.63 10.75 10.00 
CRIMP PE44095 RG58 12.65 11.76 10.88 10.12 
ATTACHMENT PE4095 RG174, RG188, RG316 9.65 8.97 8.30 7.72 

PE4365 RG178, RG196 18.95° “17262" "16°30" 15.16 
JACK, BULKHEAD PE4278 RG174, RG188, RG316 9.35 8.70 8.04 7.48 
CLAMP PE4279 RG178, RG196 9.35 8.70 8.04 7.48 
ATTACHMENT Coho RG405, PE-SR405AL, PE-SR405FL(SEMI-RIGID) 19.95 18.55 17.16 15.96 


_PE42 Model No. PE4175 Model No. PE4367 Model No. PE4178 
SMC PLUG BULKHEAD RECEPTACLE| SMC JACK, PRINTED CIRCUIT | SMC PLUG, PRINTED CIRCUIT | SMC JACK, RIGHT ANGLE 
SOLDER CUP CONTACT MOUNT, MOUNTING HOLE DO2 | MOUNT, MOUNTING HOLE DO2 | PRINTED CIRCUIT MOUNT 
MOUNTING HOLE B01 MOUNTING HOLE D02 


1-24 25-49 
$8.30 $7.72 
50-99 100 + 
$7.14 $6.64 
PE4 Model No. PE44124 
SMC JACK, SURFACE MOUNT SMC JACK, RIGHT ANGLE SMC JACK BULKHEAD SMC JACK BULKHEAD 
SURFACE MOUNT P.C. MOUNT RIGHT ANGLE, P.C. MOUNT 
MOUNTING HOLE BO1 & DO2 MOUNTING HOLE B01 & DO2 
1-24 25-49 1-24 
$5.15 $4.79 : $11.45 
50-99 100 + 50-99 
$4.43 $4.12 : $9.85 
Model No. PE44133 Model No. PE44136 Model No. PE44138 Model No, PE44140 
SMC JACK, END LAUNCH FOR SMC JACK, END LAUNCH FOR SMC JACK, END LAUNCH FOR SMC JACK, 2 HOLE FLANGE 
.042" THICK BOARD .062" THICK BOARD .042" THICK BOARD SOLDER CUP CONTACT 
ROUND CONTACT TAB CONTACT TAB CONTACT MOUNTING HOLE C07 
1-24 25-49 1-24 
$11.45 $10.65 £ 4 $11.45 
50-99 100 + 50-99 
$9.85 $9.16 é ; $9.85 
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These will NOT 


Model No, PE4107 

SMC JACK BULKHEAD RECEPTACLE 
REAR MOUNT, SOLDER CUP 
CONTACT, MOUNTING HOLE BO1 


1-24 8 =25-49 
$4.15 $3.86 
50-99 100 + 
$3.57 $3.32 


Model No, PE4171 

SMC JACK BULKHEAD RECEPTACLE 
FRONT MOUNT, SOLDER CUP 
CONTACT, MOUNTING HOLE B1 


1-24 25-49 
$4.15 $3.86 
50-99 100 + 
$3.57 $3.32 


Model No. PE4285 

SMC JACK BULKHEAD RECEPTACLE 
RIGHT ANGLE 

SOLDER CUP CONTACT 

MOUNTING HOLE B01 


1-24 = 25-49 
$16.55 $15.39 
50-99 100 + 
$14.23 $13.24 


Model No, PE4246 
SMC PLUG, RIGHT ANGLE 
PRINTED CIRCUIT MOUNT 
MOUNTING HOLE DO2 


1-24 = 25-49 
$16.65 $15.48 


Model No. PE44130 

SMC JACK, END LAUNCH FOR 
-062" THICK BOARD 

ROUND CONTACT 


1-24 25- 
$11.45 $10.65 
50-99 100 + 
$9.85 $9.16 


Model No, PE44143 

SMC JACK, 4 HOLE FLANGE 
SOLDER CUP CONTACT 
MOUNTING HOLE A22 


Free Ground Freight 
Same-Day Shipping 


SSMA CONNECTORS 


SEE PAGE 253 FOR MOUNTING HOLES 


SSMA MALE Model No. FITS MIL SP IVAL ABLE ATTACHMENT METHOD 1-24 
FOR CABLE PE44379 RG174, RG188, RG316 CRIMP $14.60 
ATTACHMENT PE4184 RG174, RG188, RG316 SOLDER 14.75 
PE44416 RG188-DS, RG316-DS CRIMP 15.75 
PE44417 RG188-DS, RG316-DS SOLDER 16.80 
PE44381 RG178, RG196 CRIMP 14.60 
PE4199 RG178, RG196 SOLDER 14.60 
PE44382 RG405, PE-SR405AL, PE-SR405FL (.085" SEMI-RIGID) SOLDER(WITHOUT CONTACT) 12.50 
PE44383 RG405, PE-SR405AL, PE-SR405FL (.085" SEMI-RIGID) SOLDER(WITH CONTACT) 12.50 
PE44440 PE-034SR (.034" SEMI-RIGID) SOLDER 17.70 
PE44441 PE-047SR, PE-SRO47AL, PE-SRO47FL (.047" SEMI-RIGID) SOLDER 16.65 
SSMA MALE PE44378 RG174, RG188, RG316 CRIMP 17.70 
RIGHT ANGLE PE44401 RG174, RG188, RG316 SOLDER 18.95 
FOR CABLE PE44418 RG188-DS, RG316-DS CRIMP 20.00 
ATTACHMENT PE44419 RG188-DS, RG316-DS SOLDER 21.05 
PE44380 RG178, RG196 CRIMP 16.65 
oe a PE44402 RG178, RG196 SOLDER 18.95 
PE44384 RG405, PE-SR405AL, PE-SR405FL (.085") SOLDER 16.65 
a ne PE44420 PE-034SR (.034" SEMI-RIGID) SOLDER 21.90 
PE44421 PE-047SR, PE-SRO47AL, PE-SRO47FL (.047" SEMI-RIGID) SOLDER 20.85 
SSMA FEMALE PE44385 RG174, RG188, RG316 CRIMP 16.65 
FOR CABLE PE44403 RG174, RG188, RG316 SOLDER 17.90 
ATTACHMENT PE44422 RG188-DS, RG315-DS CRIMP 18.95 
PE44423 RG188-DS, RG316-DS SOLDER 20.00 
PE44386 RG178, RG196 CRIMP 16.65 
PE44404 RG178, RG196 SOLDER 17.90 
PE44387 RG405, PE-SR405AL, PE-SR405FL (.085") SOLDER 16.65 
PE44424 PE-034SR (.034" SEMI-RIGID) SOLDER 21.90 
PE44425 PE-047SR, PE-SRO47AL, PE-SRO47FL (.047" SEMI-RIGID) SOLDER 20.85 
SSMA FEMALE PE44388 RG174, RG188, RG316 CRIMP 22.37 
BULKHEAD PE44405 RG174, RG188, RG316 SOLDER 18.95 
FOR CABLE PE44426 RG188-DS, RG316-DS CRIMP 20.00 
ATTACHMENT PE44427 RG188-DS, RG316-DS SOLDER 21.05 
PE44389 RG178, RG196 CRIMP 21.02 
PE44406 RG178, RG196 SOLDER 18.95 
PE44390 RG405, PE-SR405AL, PE-SR405FL (.085") SOLDER 18.75 
PE44428 PE-034SR (.034" SEMI-RIGID) SOLDER 27.10 
PE44429 PE-047SR, PE-SRO47AL, PE-SRO47FL (.047" SEMI-RIGID) SOLDER 27.10 


Model No. PE44391 
SSMA FEMALE, P.C. MOUNT 


MOUNTING HOLE D02 
1-24 §=25-49 
$11.45 $10.65 
50-99 100 + 
$9.85 $9.16 


Cte eT MALE, PC MOUNT 


MOUNTING HOLE D02 
1-24 = 25-49 
$15.60 $14.51 
50-99 100 + 
$13.42 $12.48 


Model No. PE44435 
SSMA FEMALE RIGHT ANGLE 
P.C. MOUNT 

MOUNTING HOLE D02 


SSMA FEMALE BULKHEAD 
FRONT MOUNT 
TURRET TERMINAL CONTACT 


MOUNTING HOLE B01 
1-24 
$17.70 : 
30-99 
$15.22 . 


SSMA MALE, 2 HOLE PANEL 
MOUNT, SOLDER CUP CONTACT 
MOUNTING HOLE C07 


Model No, PE44436 

SSMA FEMALE, 2 HOLE PANEL 
MOUNT FOR PE-047SR, 
PE-SRO47AL & PE-SRO47FL 


MOUNTING HOLE C07 = 


USE MOUNTING HOLE B01 


44392 Model No. PE44393 d 

SSMA FEMALE BULKHEAD SSMA FEMALE 

REAR MOUNT 4 HOLE PANEL MOUNT 

MOUNTING HOLE B01 SOLDER CUP CONTACT 
MOUNTING HOLE A22 


PE44394 


1-24 
$15.60 
30-99 
$13.42 


Model No. PE44431 M 

SSMA MALE, 4 HOLE PANEL 
MOUNT, SOLDER CUP CONTACT 
MOUNTING HOLE A22 


MOUNT, STUB CONTACT 


MOUNTING HOLE C07 


1-24 
$16.65 
30-99 
$14.32 


1-24 
$17.70 
50-99 
$15.22 


25-49 
$16.46 
100 + 
$14.16 


Model No. PE44437 

SSMA FEMALE, 2 HOLE PANEL 
MOUNT FOR RG405, 
PE-SR405AL & PE-SR405FL 
MOUNTING HOLE C07 


MOUNT FOR PE-047SR, 


MOUNTING HOLE A22 


PE-SRO47FL & PE-SRO47FL 


Model No. PE44433 
SSMA FEMALE, 2 HOLE PANEL 


-375" EXTENDED DIELECTRIC 


SSMA FEMALE, 4 HOLE PANEL 


PERT CE 
25-49 50-99 100+ 
$13.58 $12.56 $11.68 
13572 12.69 11.80 
14.65 13.55 12.60 
15.62 14.45 13.44 


17.62 16.30 15.16 
18.60 17.20 16.00 
19.58 18.10 16.84 
15.48 14.32 13.32 
17.62 16.30 15.16 
15.48 14.32 13.32 
20.37 18.83 Lieoe 
19.39 17.93 16.68 


30 15.16 
18.60 17.20 16.00 
15.48 14.32 13.32 
16.65 15.39 14.32 
15.48 14.32 13.32 
20.37 18.83 AW fy 4 
19.39 17.93 16.68 
20.80 19.24 17.90 
17.62 16.30 15.16 
18.60 17.20 16.00 
19.58 18.10 16.84 
19.55 18.08 16.82 
17..62 16.30 15.16 
17.44 16.13 15.00 
25.20 23.31 21.68 
25.20 23.31 21.68 


Model No. PE44395 
SSMA FEMALE 

2 HOLE PANEL MOUNT 
SOLDER CUP CONTACT 
MOUNTING HOLE C07 


1-24 25-4 
$12.50 $11.63 
50-99 100 + 
$10.75 $10.00 


Model No. PE44434 

SSMA FEMALE, 4 HOLE PANEL 
MOUNT, STUB CONTACT 

.375" EXTENDED DIELECTRIC 


MOUNTING HOLE A22 —= 
J 


1-24 25-4 
$14.60 $13.58 
50-99 100 + 
$12.56 $11.68 
Model No. PE44439 


SSMA FEMALE, 4 HOLE PANEL 
MOUNT FOR RG405, 
PE-SR405AL & PE-SR405FL 
MOUNTING HOLE A22 


$15.60 $21.90 $20.37 $24.00 $24.00 $27.10 $25.20 
$13.42 $12.48 $18.83 $17.52 $20.64 $20.64 $23.31 $21.68 
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SMA CONNECTORS 


PRICE 
SMA MALE Model No. FITS MIL SPEC AND EQUIVALENT CABLES ATTACHMENT METHOD 2-24. 25-49 50-99 100+ 
FOR CABLE PE4332 RG8, RG9, RG11, RG213, RG214, RG225, RG393 CLAMP $50.10 $46.59 $43.09 $40.08 
ATTACHMENT PE4027 RG5S5, RG58, RG142, RG223, RG400 CLAMP 16.94 15.75 14.57 13.55 
PE4008 RG55, RG142, RG223, RG400 CRIMP 845.054.7286. te? hone 
PE4576 RG55, RG142, RG223, RG400 CRIMP(CAPTIVE CONTACT) 13.55 12.60 11.65 10.84 
PE4587 RG55, RG58, RG142, RG223, RG400 SOLDER(CAPTIVE CONTACT) 11.55 10.74 9.93 9.24 
PE4037 RG55, RG58, RG142, RG223, RG400 SOLDER 8.40) 4 7:81 WEE EG 7e 
PE4215 RG58 CRIMP 8.40.5) °7.81* | 7.22 aa 
PE4577 RG58 CRIMP(CAPTIVE CONTACT) 11.55 10.74 9.93 9.24 
PE4294 RG59B/U, RG62 CRIMP 16.65 15.48 14.32 13.32 
PE4026 RG174, RG188, RG316 CLAMP 16.65 15.48 14.32 13.32 
PE4003 RG174, RG188, RG316 CRIMP 10.40 9.67 8.94 8.32 
PE4036 RG174, RG188, RG316 SOLDER 8,46.535. 7:81 ee ee 
PE4589 RG174, RG188, RG316 CRIMP(CAPTIVE CONTACT) 11.45 10.65 9.85 9.16 
PE4590 RG174, RG188, RG316 SOLDER(CAPTIVE CONTACT) 11.55 10.74 9.93 9.24 
PE4214 RG178, RG196 CLAMP 17.70 16.46 15.22 14.16 
PE4398 RG178, RG196 CRIMP 12.50 11.63 10.75 10.00 
PE4213 RG178, RG196 SOLDER 12.65 11.76 10.88 10.12 
PE4399 RG180, RG195 CLAMP 11.45 10.65 9.85 9.16 
PE4578 RG180, RG195 CRIMP 13.55 12.60 11.65 10.84 
PE4400 RG188-DS, RG316-DS CLAMP 17.70 16.46 15.22 14.16 
PE4401 RG188-DS, RG316-DS CRIMP 10.50 9.77 9.03 8.40 
PE4402 RG188-DS, RG316-DS SOLDER 10.50 9.77 9.03 8.40 
PE4403 RG401, PE-SR401AL, PE-SR401FL (.250") SOLDER/CLAMP 29.50 27.44 25.37 23.60 
PE4907 RG401, PE-SR4O1AL, PE-SR401FL (.250") DIRECT SOLDER 33.40 31.06 28.72 26.72 
PE4007 RG402, PE-SR402AL, PE-SR402FL (.141") SOLDER(WITHOUT CONTACT) 5.15 4.79 4.43 4.12 
PE4112 RG402, PE-SR402AL, PE-SR402FL (.141") SOLDER(WITH CONTACT) 6.20 5.77 5.33 4.96 
PE4005 RG405, PE-SR405AL, PE-SR4O5FL (.085") SOLDER 5.53 5.14 4.76 4.42 
PE4918 PE-020SR (.020" SEMI-RIGID) SOLDER 27.10 25.20 23.31 21.68 
PE4917 PE-034SR (.034" SEMI-RIGID) SOLDER 33.77 31.41 29.04 = 27.02 
PE4404 PE-047SR, PE-SRO47AL, PE-SRO47FL (.047") SOLDER 15.60 14.51 13.42 12.48 
PE44203 PE-142LL CRIMP 9.35 8.70 8.04 7.48 
PE4085 PE-142SLL CRIMP 12.50 11.63 10.75 10.00 
SMA MALE PE4029 RG5S5, RG58, RG142, RG223, RG400 CLAMP 17.70 16.46 15.22 14.16 
RIGHT ANGLE PE4002 RG55, RG142, RG223, RG400 CRIMP 12.50 11.63 10.75 10.00 
FOR CABLE PE4039 RG5S5, RG5S8, RG142, RG223, RG400 SOLDER 12.65 11.76 10.88 10.12 
ATTACHMENT PE4405 RG58 CRIMP 12.65 11.76 10.88 10.12 
PE4327 RG59B/U, RG6Z CRIMP 20.85 19.39 17.93 16.68 
PE4028 RG174, RG188, RG316 CLAMP 17.70 16.46 15.22 14.16 
PE4009 RG174, RG188, RG316 CRIMP 12.50 11.63 10:75 10.00 
PE4038 RG174, RG188, RG316 SOLDER 12.65 11.76 10.88 10.12 
PE4108 RG178, RG196 CLAMP 12.50 11.63 10.75 10.00 
PE4296 RG178, RG196 CRIMP 16.95 15.76 14.58 13.56 
PE4406 RG178, RG196 SOLDER 16.80 15.62 14.45 13.44 
PE4579 RG180, RG195 CLAMP 15.60 14.51 13.42 12.48 
PE4580 RG180, RG195 CRIMP 15.60 14.51 13.42 12.48 
PE4407 RG188-DS, RG316-DS CLAMP 18.75 17.44 16.13 15.00 
PE4408 RG188-DS, RG316-DS CRIMP 14.75 13.72 12.69 11.80 
PE4409 RG188-DS, RG316-DS SOLDER 14.75 13.72 12.69 «11.80 
PE4932 RG401, PE-SR401AL, PE-SR401FL (.250") SOLDER 24.00 22.32 20.64 19.20 
PE4083 RG402, PE-SR402AL, PE-SR402FL (.141") SOLDER 17.70 16.46 15.22 14.16 
PE4025 RG405, PE-SR405AL, PE-SR405FL (.085") SOLDER 18.75 17.44 16.13 15.00 
PE4920 PE-020SR (.020" SEMI-RIGID) SOLDER 29.20 27.16 25.11 23.36 
PE4919 PE-034SR (.034" SEMI-RIGID) SOLDER 29.20 27.16 25.11 23.36 
PE4410 PE-047SR, PE-SRO47AL, PE-SRO47FL (.047") SOLDER 38.44 35.75 33.06 30.75 
SMA FEMALE PE4411 RGB, RG9, RG11, RG213, RG214, RG225, RG393 CLAMP 60.55 56.31 52.07 48.44 
FOR CABLE PE4031 RG55, RG58, RG142, RG223, RG400 CLAMP 24.95 23.20 21.46 19.96 
ATTACHMENT PEA412 RGSS, RG142, RG223, RG400 CRIMP 10.40 9.67 8.94 8.32 
PE4041 RG55, RG58, RG142, RG223, RG400 SOLDER 10.50 9.77 9.03 8.40 
PE4413 RG58 CRIMP 10.50 9.77 9.03 8.40 
PE4326 RG5S9B/U, RG62 CRIMP 17.70 16.46 15.22 14.16 
PE4030 RG174, RG188, RG316 CLAMP 15.60 14.51 13.42 12.48 
PE4414 RG174, RG188, RG316 CRIMP 10.40 9.67 8.94 8.32 
PE4O40 RG174, RG188, RG316 SOLDER 10.50 9.77 9.03 8.40 
PE4325 RG178, RG196 CRIMP 15.60 14.51 13.42 12.48 
PE4591 RG178, RG196 CLAMP 16.34 15.20 14.05 13.07 
PE4592 RG178, RG196 SOLDER 15.75 14.65 13.55 12.60 
PE4415 RG188-DS, RG316-DS CLAMP 17.70 16.46 15.22 14.16 
PE4416 RG188-DS, RG316-DS CRIMP 11.55 10.74 9.93 9.24 
PE4417 RG188-DS, RG316-DS SOLDER 11.55 10.74 9.93 9.24 
PE4930 RG401, PE-SR401AL, PE-SR401FL (.250") SOLDER 16.65 15.48 14.32 13.32 
PE4115 RG402, PE-SR402AL, PE-SR402FL (.141") SOLDER 8.303.072... 71a 
PE4116 RG405, PE-SR405AL, PE-SR405FL (.085") SOLDER 14.60 13.58 12.56 11.68 
PE4922 PE-020SR (.020" SEMI-RIGID) SOLDER 33.40 31.06 28.72 26.72 
PE4921 PE-034SR (.034" SEMI-RIGID) SOLDER 35.94 33.42 30.91 28.75 
PE4418 PE-047SR, PE-SRO47AL, PE-SROA7FL (.047") SOLDER 22.70 21.11 19.52 18.16 
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PRICE 
SMA FEMALE Model No. D TTACHMENT METHOD 1-24 25-49 50-99 100 + 
BULKHEAD PE4033 RG55, RG58, RG142, RG223, RG400 CLAMP $29.24 $27.19 $25.15 $23.39 
FOR CABLE PE4419 RG55, RG142, RG223, RG400 CRIMP 12.50 11.63 10.75 10.00 
ATTACHMENT PE4353 RG55, RG58, RG142, RG223, RG400 SOLDER 12.65 11.76 10.88 10.12 
PE4420 RG58 CRIMP 1265.0 241876" men 10488 gat 10ua2 
PE4914 RG59B/U, RG62 CRIMP 16.65. umiSeaSe 414.32) 13.32 
PE4032 RG174, RG188, RG316 CLAMP 16.65 15.48 14.32 13.32 
PE4427 RG174, RG188, RG316 CRIMP 12.95 12.04 11.14 10.36 
PE4188 RG174, RG188, RG316 SOLDER 12.65 11.76 10.88 10.12 
PE4187 RG174, RG188, RG316 CRIMP(CAPTIVE CONTACT) 13.55 12.60 11.65 10.84 
PE4428 RG174, RG188, RG316 SOLDER(CAPTIVE CONTACT) 13.70 12.74 11.78 10.96 
PE4421 RG178, RG196 CLAMP 17.70 16.46 15.22 14.16 
PE4422 RG178, RG196 CRIMP 17.70 16.46 15.22 14.16 
PE4423 RG178, RG196 SOLDER 17.90 16.65 15.39 14.32 
PE4424 RG188-DS, RG316-DS CLAMP 24.95 23.20 21.46 19.96 
PE4425 RG188-DS, RG316-DS CRIMP 93170 * 12.74. 131378. oA 10096 
PE4426 RG188-DS, RG316-DS SOLDER 13.70 12.74 11.78 10.96 
PE4931 RG401, PE-SR401AL, PE-SR401FL (.250") SOLDER 19.80 18.41 17.03 15.84 
PE4120 RG402, PE-SR402AL, PE-SR402FL (.141") SOLDER 9.35 8.70 8.04 7.48 
PE4119 RG405, PE-SR405AL, PE-SR405FL (.085") SOLDER 9.35 8.70 8.04 7.48 
PE4924 PE-020SR (.020" SEMI-RIGID) SOLDER 36.50 33.95 31.39 29.20 
PE4923 PE-034SR (.034" SEMI-RIGID) SOLDER 36.50 33.95 31.39 29.20 
PE4581 PE-047SR, PE-SRO47AL, PE-SRO47FL (.047") SOLDER 31.30 29.11 26.92 25.04 
MOUNTING HOLE B02 
SMA MALE 
QUICK PE44460 RG58, RG141 & RG303 CRIMP 39.95 37.15 34.36 31.96 
DISCONNECT | NEW 
SMA FEMALE 
2 HOLE PE4196 RG402, PE-SR402AL, PE-SR402FL (.141") SOLDER 13.55 12.60 11.65 10.84 
PANEL MOUNT PE4197 RG405, PE-SR405AL, PE-SR405FL (.085") SOLDER 13.55 12.60 11.65 10.84 
ATTACHMENT PE4547 PE-047SR, PE-SRO47AL, PE-SRO47FL (.047") SOLDER 15560. 14.51 4.13.42) 12.48 
MOUNTING HOLE C01 
SMA FEMALE 
4 HOLE PE4034 RG174, RG188, RG316 CLAMP 29120 2716) 9 25. 11-"'23556 
PANEL MOUNT PE4035 RG55, RG58, RG141, RG142, RG223, RG400 CLAMP 56120 | - 27.16") 725. 110'".03596 
ATTACHMENT PE4121 RG402, PE-SR402AL, PE-SR402FL (.141") SOLDER 17.70 16.46 15.22 14.16 
PE4122 RG405, PE-SR405AL, PE-SR405FL (.085") SOLDER 16.65 15.48 14.32 13.32 
PE4548 PE-O47SR, PE-SRO47AL, PE-SRO47FL (.047") SOLDER 17.70 16.46 15.22 14.16 
MOUNTING HOLE A01 
li abe BOARD THICKNESS CONTACT SIZE 1:24 25-49 50-99 100+ 
PE44206 .031" .030" ROUND $11.95 $11.11 $10.28 $9.56 
PE44204 042" .030" ROUND 11.45 10.65 9.85 9.16 
PE44205 047" .030" ROUND 12.32 11.46 10.60 9.86 
PE4542 .062" .030" ROUND 11.45 10.65 9.85 9.16 
PE44207 042" .020" X .010" TAB 11.45 10.65 9.85 9.16 
PE44208 047" 020" X .010" TAB 13217. 12.25 11133 "10154 
PE4543 .062" 020" X .010" TAB 11.45 10.65 9.85 9.16 
SMA FEMALE PE44211 .042" .030" ROUND 14.60 13.58 12.56 11.68 
BULKHEAD PE44212 .062" .030" ROUND 14.60 13.58 12.56 11.68 
END LAUNCH PE44213 042" .020" X .010" TAB 14.60 13.58 12.56 11.68 
PE44214 .062" 020" X .010" TAB 14.60 13.58 12.56 11.68 
MOUNTING HOLE F01 
eeene PE44209 042" .030" ROUND 15.60 14.51 13.42 12.48 
FR ELAUICH PE4912 062" .030" ROUND 15.60 14.51 13.42 12.48 
PE44210 042" 020" X .010" TAB 15.60 14.51 13.42 12.48 
PE4913 .062" .020" X .010" TAB 15.60 14.51 13.42 12.48 
. s s 
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Model No. PE4000 
SMA FEMALE, 4 HOLE PANEL 


MOUNT, SOLDER CUP CONTACT 


MOUNTING HOLE A01 
1-24 
$8.30 


Model No. PE4117 
SMA FEMALE, P.C. MOUNT 


MOUNTING HOLE DO1 
1-24 25-49 
$10.40 $9.67 
50-99 100 + 


Model No. PE4126 

SMA MALE, 4 HOLE PANEL 
MOUNT, STUB CONTACT 

.330" EXTENDED DIELECTRIC 


MOUNTING HOLE A01 
1-24 25-49 
‘ -04 
+ 
$11.14 5 


Model No. PE4190 
SMA FEMALE, STRIPLINE 


END LAUNCH, CAPTIVE 
TAB CONTACT, 1/8" GROUND 


PLANE SPACING 
1-24 =25-49 © © 
$28.95 $26.92\(*) ©) 


Model No. PE4220 
SMA FEMALE, RADIUS RIGHT 


ANGLE, 4 HOLE PANEL MOUNT 
SOLDER CUP CONTACT 
MOUNTING HOLE A01 
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ad 
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SMA MALE, P.C. MOUNT 
MOUNTING HOLE DO1 
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Model _N PE4001 

SMA FEMALE, 2 HOLE PANEL 
MOUNT, STUB CONTACT 
EXTENDED DIELECTRIC 
MOUNTING HOLE C01 


1-24 25-4 
$10.95 $10.18 
50-99 100 + 
$9.42 $8.76 


Model 411 

SMA FEMALE, RIGHT ANGLE 
P.C. MOUNT 

MOUNTING HOLE DO1 


PE412 
SMA MALE, 2 HOLE PANEL 
MOUNT, STUB CONTACT 
-330" EXTENDED DIELECTRIC 
MOUNTING HOLE C02 


25-4 
$11.63 
100 + 
$10.00 


1-24 
$12.50 
50-99 
$10.75 


Model No. PE4216 

SMA FEMALE, 4 HOLE PANEL 
MOUNT, 1" FLANGE, .012" 
WIDTH SLOT IN CONTACT 
MOUNTING HOLE A05 


Model No. PE4300 

SMA FEMALE, RIGHT ANGLE 
BULKHEAD, SOLDER CUP 
CONTACT 

MOUNTING HOLE B02 


SMA MALE, RIGHT ANGLE 
P.C. MOUNT 
MOUNTING HOLE DO1 


Model PE4004 
SMA FEMALE, 2 HOLE PANEL 
MOUNT, SOLDER CUP CONTACT 
MOUNTING HOLE C01 


1-24 25-4 
$9.43 $8.77 
50-99 100 + 
$8.11 $7.54 


PE412 
SMA FEMALE, RIGHT ANGLE 
4 HOLE PANEL MOUNT 
SOLDER CUP CONTACT 
MOUNTING HOLE A01 


SMA FEMALE, 2 HOLE PANEL 
MOUNT, STUB CONTACT 
-590" EXTENDED DIELECTRIC 


MOUNTING HOLE C01 
iar 
eae 


Model Model No. PE4217 
SMA FEMALE, 4 HOLE PANEL 
MOUNT, .5" FLANGE, .012" 
WIDTH SLOT IN CONTACT 


MOUNTING HOLE A01 if 


SMA MALE BULKHEAD, FRONT 
MOUNT, SOLDER CUP CONTACT 


MOUNTING HOLE 1a 


Model No, PE4527 

SMA FEMALE, 4 HOLE PANEL 
MOUNT, .687" FLANGE 
SOLDER CUP CONTACT 
MOUNTING HOLE A04 


Phone: 949-261-1920 


] E 
SMA FEMALE, 4 HOLE PANEL 
MOUNT, STUB CONTACT 
-590" EXTENDED DIELECTRIC 


MOUNTING HOLE AO1 
1-24 25-49 
$8.30 ful B 
50-99 
$7.14 et i 


Model No. PE4124 
SMA MALE, 4 HOLE PANEL 
MOUNT, SOLDER CUP CONTACT 


MOUNTING HOLE +a 


ap 


Model No, PE4186 

SMA FEMALE, 4 HOLE PANEL 
MOUNT, FLUSH DIELECTRIC 
REMOVABLE TAB CONTACT 


MOUNTING HOLE AO1 
25-49 


te 


see 


Model No. PE4218 
SMA FEMALE, 4 HOLE PANEL 


MOUNT, 1" FLANGE 
SOLDER CUP CONTACT 
MOUNTING HOLE HOLE A05 


25-49 
$12.60 


1 + 
$10.84 


Model No. PE4370 

SMA FEMALE, 2 HOLE PANEL 
MOUNT, FLUSH DIELECTRIC 
REMOVABLE TAB CONTACT 


MOUNTING HOLE C01 ele 


Model No, PE4528 

SMA FEMALE BULKHEAD 

REAR MOUNT, .020" DIA. 
STUB CONTACT, HERMETICALLY 
SEALED WITH O-RING 


MOUNTING HOLE B02 
1-24 25-49 
$17.70 $16.46 
50-99 100 + 


$15.22 $14.16 
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Model No. PE4101 
SMA FEMALE BULKHEAD, REAR 
MOUNT, SOLDER CUP CONTACT 
MOUNTING HOLE B02 


1-24 25-49 
$8.30 $7.72 
50-99 100 + 
$7.14 $6.64 


Model No, PE4125 

SMA MALE, 2 HOLE PANEL 
MOUNT, SOLDER CUP CONTACT 
MOUNTING HOLE C01 


1-24 25-49 
$17.21 $16.01 
50-99 100 + 
$14.80 $13.77 


Model No. PE4189 

SMA FEMALE BULKHEAD 
-050" DIA. STUB CONTACT 
MOUNTING HOLE FO1 


4-24 §=25-49 
$9.35 $8.70 
50-99 = 100 + 
$8.04 $7.48 
del PE4 


SMA FEMALE BULKHEAD 
FRONT MOUNT 

SOLDER CUP CONTACT 
MOUNTING HOLE B02 


1-24 25-49 
$8.30 $7.72 
50-99 100+ 
$7.14 $6.64 

Model No. PE4524 

SMA FEMALE BULKHEAD 

P.C. MOUNT 


MOUNTING HOLE DO1 
MOUNTING HOLE B02 


1-24 25-49 
$11.45 $10.65 
50-99 100 + 
$9.85 $9.16 


] 
SMA FEMALE BULKHEAD, REAR 
MOUNT, SOLDER CUP CONTACT 
WITH O-RING 
MOUNTING HOLE B02 


1-24 25.49 
$11.45 $10.65 
50-99 100 + 
$9.85 $9.16 
Free Ground Freight 


Same-Day Shipping 


Model No. PE4530 

SMA FEMALE BULKHEAD, FRONT 
MOUNT, .020" DIA. STUB 
CONTACT, HERMETICALLY 
SEALED WITH O-RING 


MOUNTING HOLE FOL 2——> 
fase) 95-n0(. 12" 1) 
Si7o70mesl0-96) 3 
50-99 100+ <— 
$15.22 $14.16 _|| 


Model No. PE4535 
SMA FEMALE, STRIPLINE 
END LAUNCH, CAPTIVE 
TAB CONTACT, 1/4" 
GROUND PLANE SPACING 


1:24 25-49 
$28.15 $26.18 © 
50-99 100 + 

$24.21 $22.52 @) @) 


Model No. PE4540 

SMA FEMALE, 4 HOLE PANEL 
MOUNT, .020" DIA STUB 
CONTACT, HERMETICALLY 
SEALED WITH O-RING 
MOUNTING HOLE AO1 


$19.03 $17.70 
50-99 100 + 
$16.37 $15.22 


Model No. PE4549 
SMA FEMALE BULKHEAD 
SOLDER CUP CONTACT 
MOUNTING HOLE FO1 


4-24 20-49 
$12.50 $11.63 
= 100 + 
$10.75 $10.00 


Model No. PE44237 

SMA FEMALE, RIGHT ANGLE 
2 HOLE PANEL MOUNT 

90° DIRECTION 

-590 EXTENDED DIELECTRIC 
MOUNTING HOLE CO1 


$21.90 
30-99 
$18.83 


Model No, PE44340 

27 GHz SMA FEMALE, 2 HOLE 
PANEL MOUNT, STUB CONTACT 
EXTENDED DIELECTRIC 
MOUNTING HOLE C01 

MAX VSWR 1.20:1 


SMA CONNECTORS 


SEE PAGE 253 FOR MOUNTING HOLES 


Model No. PE4531 

SMA MALE BULKHEAD, FRONT 
MOUNT, .020" DIA. STUB 
CONTACT, HERMETICALLY 
SEALED WITH O-RING 
MOUNTING HOLE FO1 


1-24 25-49 
$19.80 $18.41 
50-99 100 + 
$17.03 $15.84 


Model PE4 

SMA FEMALE BULKHEAD, FRONT 
MOUNT, .380" MOUNTING HOLE 
SOLDER CUP CONTACT 
MOUNTING HOLE B04 


1-24 
$29.38 
30-99 
$25.27 


Model No. PE4541 
SMA MALE, 4 HOLE PANEL 
MOUNT, .020" DIA. STUB 
CONTACT, HERMETICALLY 
SEALED WITH O-RING 
MOUNTING HOLE AO1 


oe 


o. PE491 
SMA FEMALE, SURFACE MOUNT 


SMA FEMALE, RIGHT ANGLE 
2 HOLE PANEL MOUNT 

+45° DIRECTION 

-590 EXTENDED DIELECTRIC 
MOUNTING HOLE CO1 


27 GHz SMA FEMALE, 2 HOLE 
PANEL MOUNT, SOLDER CUP 
CONTACT, MOUNTING HOLE CO1 
MAX VSWR 1.20:1 


Model No. PE4532 

SMA FEMALE BULKHEAD 
-020" DIA. STUB CONTACT 
HERMETICALLY SEALED 
MOUNTING HOLE FO1 


1-24 25-4 
$13.55 $12.60 
50-99 100 + 
$11.65 $10.84 


PE4 
SMA FEMALE, .500" X .375" 
4 HOLE PANEL MOUNT 
SOLDER CUP CONTACT 
MOUNTING HOLE E01 


1-24 
$13.55 
30-99 
$11.65 


Model PE4544 

SMA MALE BULKHEAD, FRONT 
MOUNT, .380" MOUNTING HOLE 
WITH SOLDER CUP CONTACT 
MOUNTING HOLE B04 


] PE4911 
SMA FEMALE, RIGHT ANGLE 
SURFACE MOUNT 


25-49 
$14.51 
100 _+ 
$12.48 


SMA FEMALE, RIGHT ANGLE 
2 HOLE PANEL MOUNT 

-45° DIRECTION 

-590 EXTENDED DIELECTRIC 
MOUNTING HOLE C01 


27 GHz SMA FEMALE, 
P.C. MOUNT 
MOUNTING HOLE DO1 
MAX VSWR 1.20:1 


Model No. PE4533 


SMA FEMALE, 4 HOLE PANEL 


MOUNT, .687" FLANGE, STUB 
CONTACT, .590" EXTENDED 
DIELECTRIC 


MOUNTING HOLE 


A04 
0.65 
$9.85 caai 


bis 25-49 
Model No. PE4538 

SMA FEMALE, .500" X .375" 
4 HOLE PANEL MOUNT, STUB 
CONTACT, .590" EXTENDED 


DIELECTRIC 
MOUNTING HOLE E01 


Model No. PE4545 

SMA FEMALE fina 
RIGHT ANGLE, P.C. MOUNT 
MOUNTING HOLE DO1 
MOUNTING HOLE B02 


ei 


Model No, PE44235 
SMA FEMALE, SURFACE MOUNT 
END LAUNCH 


Model No. PE44240 

SMA FEMALE, PRESS MOUNT 
-010" X .020" TAB CONTACT 
MOUNTING HOLE FO7 


PE4434 
27 GHz SMA FEMALE, 2 HOLE 
PANEL MOUNT, STUB CONTACT 
-590" EXTENDED DIELECTRIC 
MOUNTING HOLE C01 
MAX VSWR 1.20:1 


Model No. PE4534 

SMA FEMALE, STRIPLINE 
END LAUNCH, CAPTIVE 
TAB CONTACT, 1/16" 
GROUND PLANE SPACING 


1-24 = 25-49 
$28.15 ates 18 © © 
50-99 
$24.21 $22. 52 rae © 
Model PE4 


SMA FEMALE, .500" X .375" 
4 HOLE PANEL MOUNT 

FLUSH DIELECTRIC 
REMOVABLE TAB CONTACT 
MOUNTING HOLE E01 


1-2 25-49 | 
$18.75 $17.44 
50-99 100 + 
$16.13 $15.00 
Model No. PE4546 


SMA FEMALE, 4 HOLE PANEL 
MOUNT, 1" FLANGE 

FLUSH DIELECTRIC 
REMOVABLE TAB CONTACT 
MOUNTING HOLE A05 


1-24 25-4 
$16.65 $15.48 
30-99 100+ 
$14.32 $13.32 


Model No. PE44236 

SMA FEMALE, RIGHT ANGLE 

4 HOLE PANEL MOUNT 

.590" EXTENDED DIELECTRIC 
MOUNTING HOLE AO1 


Model 


___PE44241 

SMA FEMALE, PRESS MOUNT 
-030" ROUND CONTACT 
MOUNTING HOLE FO7 


1-24 25-49 
$15.46 $14.38 
100 + 


Mode] PE44344 

27 GHz SMA FEMALE BULKHEAD 
-050" DIA STUB CONTACT 
MOUNTING HOLE FO1 

MAX VSWR 1.20:1 


PRECISION PRECISION PRECISION PRECISION PRECISION 
CONNECTOR CONNECTOR CONNECTOR CONNECTOR CONNECTOR 
1-24 25-49 1-24 25-49 1-24 25-49 1-24 25-49 1-24 25.49 
$29.05 $27.02 $25.05 $23.30 $21.90 $20.37 $25.05 $23.30 $21.90 $20.37 
= + 50-99 100 + 50-99 100 + 50-99 100 + 50-99 100 + 
$24.98 $23.24 $21.54 $20.04 $18.83 $17.52 $21.54 $20.04 $18.83 $17.52 
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Same-Day Shipping 


Toll-Free: 866-PASTERNACK (866-727-8376) 


Phone: 949-261-1920 Fax: 949-261-7451 


SMA FIELD REPLACEABLE CONNECTORS 


900 102d 
067% 
HOLES) 
250 
FLANGE 
Model No. CONNECTOR TYLE 
PE44000 FEMALE 1 
PE44001 FEMALE 1 
PE44002 FEMALE 1 
PE44003 FEMALE 1 
PE44004 FEMALE i 
PE44005 MALE 1 
PE44006 MALE 1 
PE44007 MALE 1 
PE44008 MALE 1 
PE44009 MALE 1 
PE44010 FEMALE 2 
PE44011 FEMALE 2 
PE44012 FEMALE Z 
PE44013 FEMALE 2 
PE44014 FEMALE 2 
PE44015 FEMALE RIGHT ANGLE 2 
PE44016 FEMALE RIGHT ANGLE 2 
PE44017 FEMALE RIGHT ANGLE 2 
PE44018 MALE 2 
PE44019 MALE 2 
PE44020 MALE 2 
PE44021 MALE 2 
PE44022 MALE 2 
PE44023 FEMALE 3 
PE44024 FEMALE 3 
PE44025 FEMALE 3 
PE44026 FEMALE 3 
PE44027 FEMALE 3 
PE44028 MALE 3 
PE44029 MALE 3 
PE44030 MALE 3 
PE44031 MALE 3 
PE44032 MALE 3 


FIELD REPLACABLE CONTACTS FOR USE 


WITH CONNECTORS WITHOUT SEAL 


[Hedet No. [ON A | 
rrei002-1 | .020_| 


EMI / RFI GASKET 


— au 


paeiee pE1002-2 _| 
PE1003-1 PE1003-2 pe1902-2__ | .036__ 


MOUNTING HOLE AO1 
25-49 


PRICE PER PACKAGE OF 5 
1-24 PACKS* 25-49 PACKS* 


1-24 


$12.50 $11.63 $5.95 $5.53 PRICE PER PACKA F 
50-99 PACKS* 100+ PACKS* 50-99 100 _+ 1-24 PACKS* 25-49 PACKS* 50-99 PACKS* 100+ PACKS* 
$10.75 $10.00 $5.12 $4.76 $12.50 $11.63 $10.75 $10.00 


*SOLD IN PACKS OF 5 PCS. SOLD INDIVIDUALLY *SOLD IN PACKS OF 5 PCS. 


PRICE PER PACKAGE OF 5 


| DIMENSIONS 

Node Nos Te TE PTE] sO In eA Oe ce 
| Pe1001-1 | .o12 | .100 | .063 | .180 | .315 | $13.55 | $12.60 | $11.65 | $10.84 | 
| pei001-2_| .015 | .100 | .063 | .180 | .315 | 14.60 | 13.58 | 12.56 | 11.68 | 
| pei001-3 | .018 | .112 | .063 | .180 | .315 | 13.55 | 12.60 | 11.65 | 10.84 | 
| pe10o1-4 | .ozo | .158 | .o69 | .o70 | .220 | 14.60 | 13.58 | 12.56 | 
-5_| .020 | .158 | .069 | 
055 | ; 


[229 [375 | 14.60 | 13.58 | 12.56 | 
, Poa_[ 25 | 16.65 | 15.08 | 14.32 
| pe1o01-7_| .009 | .068 | .055 | .031 | .112 | 77.30 | 71.89 | 66.48 | 
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3.5mm CONNECTORS 


SEE PAGE 253 FOR MOUNTING HOLES 


2.92mm MALE, SOLDER 
ATTACHMENT FOR RG402, 
PE-SR402AL & PE-SR402FL 


1-24 «25-49 
$25.05 $23.30 
50-99 §=100 + 
$21.54 $20.04 


Model No. PE4992 
2.92mm FEMALE BULKHEAD 
SOLDER/CLAMP ATTACHMENT 
FOR RG405, PE-SR405AL & 
PE-SR405FL 

MOUNTING HOLE B02 


1-24 = =25-49 
$55.35 $51.48 
50-99 100 + 
$47.60 $44.28 
Model No. PE44231 


2.92mm FEMALE, SPARKPLUG 
ACCEPTS .012" DIA. CONTACT 


1-24 25-49 
$33.40 $31.06 
50-99 


2.92mm MALE, SOLDER 
ATTACHMENT FOR RG405, 
PE-SR405AL & PE-SR405FL 


Mod 

2.92mm FEMALE, SOLDER/CLAMP 
ATTACHMENT FOR RG402, 
PE-SR402AL & PE-SR402FL 


Model_No. PE44232 

2.92mm MALE, 2 HOLE PANEL 

MOUNT, ACCEPTS .012" DIA. 

CONTACT, MOUNTING HOLE C02 


2.92mm MALE, SOLDER 
ATTACHMENT FOR .118" 


2.92mm FEMALE BULKHEAD 
SOLDER/CLAMP ATTACHMENT 


SEMI-RIGID FOR RG402, PE-SR402AL & 
PE-SR402FL 
MOUNTING HOLE B02 
1-24 = 25-49 1-24 = 25-49 
$25.05 $23.30 $55.35 $51.48 


ATTACHMENT FOR RG405, 
PE-SR405AL & PE-SR405FL 


MOUNT, ACCEPTS .012" DIA. 
CONTACT, MOUNTING HOLE CO1 


Model No. PE44233 

2.92mm MALE, 4 HOLE PANEL 

MOUNT, ACCEPTS .012" DIA. 

CONTACT, MOUNTING HOLE AO1 


Model No. PE44234 
2.92mm MALE, SPARKPLUG 
ACCEPTS .012" DIA. CONTACT 


PRICE 

Model No. FITS MIL SPEC AND EQUIVALENT CABLES ATTACHMENT METHOD 1-2 25-49 50-99 100 + 
3.5mm MALE PE4981 RG402, PE-SR402AL, PE-SR402FL (.141") SOLDER/CLAMP $55.35 $51.48 $47.60 $44.28 
FOR CABLE PE4982 RG405, PE-SR405AL, PE-SR405FL (.085") SOLDER/CLAMP 55.35 51.48 47.60 44.28 
ATTACHMENT 
3.5mm FEMALE 
FOR CABLE PE4983 RG402, PE-SR402AL, PE-SR402FL (.141") SOLDER/CLAMP 55.35 51.48 47.60 44.28 
ATTACHMENT PE4984 RG405, PE-SR405AL, PE-SR405FL (.085") § SOLDER/CLAMP 66.85 62.17 57.49 53.48 
3.5mm FEMALE 
BULKHEAD FOR PE4985 RG402, PE-SR402AL, PE-SR402FL (.141") | SOLDER/CLAMP 124.12 115.43 106.74 99.30 
CABLE ATTACHMENT PE4986 RG405, PE-SR405AL, PE-SR405FL (.085") | SOLDER/CLAMP 55.35 51.48 47.60 44.28 

MOUNTING HOLE BO2 
2.92mm CONNECTORS 
SEE PAGE 253 FOR MOUNTING HOLES 

Mod E4 Model No. PE4988 Model No. PE4989 Model No. PE4990 Model No. PE4991 


2.92mm FEMALE BULKHEAD 
SOLDER/CLAMP ATTACHMENT 
FOR .118" SEMI-RIGID 
MOUNTING HOLE B02 


1-24 25-49 
$55.35 $51.48 
50- 100 + 
$47.60 $44.28 


Model No. PE44230 

2.92mm FEMALE, 4 HOLE PANEL 
MOUNT, ACCEPTS .012" DIA. 
CONTACT, MOUNTING HOLE AO1 


1-24 
$33.40 $31.06 
50-9 100 _+ 
$28.72 $26.72 


Model No. PE44347 
2.92mm MALE, 2 HOLE PANEL 
MOUNT, .025" DIA. CONTACT 
MOUNTING HOLE C06 


1-24 25-49 
$55.35 $51.48 
50-99 100 + 
$47.60 $44.28 


Free Ground Freight 
Same-Day Shipping 


All Products Available Online! www.pasternack.com 
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Phone: 949-261-1920 
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Fax: 949-261-7451 


Model PE4421 

2.4mm MALE, SOLDER 
ATTACHMENT FOR RG405, 
PE-SR405AL & PE-SR405FL 


1-24 25-4 
$31.30 $29.11 
50-99 100 + 
$26.92 $25.04 


Model No. PE44220 
2.4mm MALE, 2 HOLE PANEL 
MOUNT, .250" EXTENDED 
DIELECTRIC 

MOUNTING HOLE C05 


1-24 25-4 
$66.85 $62.17 


Model PE4422 
MOUNT, STRIPLINE CIRCUITS 


MOUNTING HOLE C05 


2.4mm FEMALE, 2 HOLE PANEL 


-003" X .011" TAB CONTACT 


1-24 25-4 
$77.30 $71.89 
50-99 100 + 
$66.48 $61.84 


Model No. PE44335 

1.85mm MALE, SOLDER/CLAMP 
ATTACHMENT FOR PE-047SR, 
PE-SRO47AL & PE-SRO47FL 


Model 


2.4mm FEMALE, SOLDER/CLAMP 
ATTACHMENT FOR RG405, 
PE-SR405AL & PE-SR405FL 


2.4mm MALE, 4 HOLE PANEL 
MOUNT, .250" EXTENDED 
DIELECTRIC 

MOUNTING HOLE AO1 


] 


2.4mm FEMALE, 4 HOLE PANEL 
MOUNT, STRIPLINE CIRCUITS 
-003" X .011" TAB CONTACT 
MOUNTING HOLE AO1 


] 


1.85mm MALE, SOLDER 
ATTACHMENT FOR RG405, 
PE-SR405AL & PE-SR405FL 


PE44 


4 


2.4mm CONNECTORS 


SEE PAGE 253 FOR MOUNTING HOLES 


Model _ No. PE44217 

2.4mm FEMALE, 2 HOLE PANEL 
MOUNT, .250" EXTENDED 
DIELECTRIC 

MOUNTING HOLE C05 


1-24 = 25-49 
$66.85 $62.17 
50-99 100 + 
$57.49 $53.48 


Model PE44222 
2.4mm MALE, SPARKPLUG 
ACCEPTS .012" DIA. CONTACT 


Model PE4434 

2.4mm MALE, SOLDER/CLAMP 
ATTACHMENT FOR RG405, 
PE-SR405AL & PE-SR405FL 


PE44 
2.4mm FEMALE, 4 HOLE PANEL 
MOUNT, .250" EXTENDED 
DIELECTRIC 
MOUNTING HOLE AO1 


-24 25-49 
$66.85. $62.17 
50-99 


2.4mm MALE, 2 HOLE PANEL 
MOUNT, STRIPLINE CIRCUITS 
.003" X .011" TAB CONTACT 
MOUNTING HOLE C05 


Model No, PE44346 
2.4mm FEMALE BULKHEAD 
SOLDER/CLAMP ATTACHMENT 
FOR RG405, PE-SR405AL & 


PE-SR405FL 
MOUNTING HOLE B14 
$88.75 ; 
50-99 
$76.33 3 


1.85mm CONNECTORS 


SEE PAGE 253 FOR MOUNTING HOLES 


] P 
1.85mm FEMALE, 2 HOLE 
PLANEL MOUNT, 
ACCEPTS .009" DIA. CONTACT 
MOUNTING HOLE C01 == 


Model No. PE44338 
1.85mm MALE, SPARKPLUG 
ACCEPTS .009" DIA. CONTACT 


Model No, PE44219 
2.4mm FEMALE, SPARKPLUG 
ACCEPTS .012" DIA. CONTACT 


1-24 8 =25-49 
$63.95 $59.47 
50-99 100 + 
$55.00 $51.16 


Model No. PE44224 

2.4mm MALE, 4 HOLE PANEL 
MOUNT, STRIPLINE CIRCUITS 
-003" X .011" TAB CONTACT 
MOUNTING HOLE AO1 


1-24 
$77.30 

50-99 
$66.48 


25-49 
$71.89 
100 _+ 
$61.84 


PLEASE CONTACT 
OUR ENGINEERING 
DEPARTMENT FOR 
ALL YOUR SPECIAL 


REQUIREMENTS AT 
(800) 727-8376 EXT. 3 


Model No. PE44339 
1.85mm FEMALE, SPARKPLUG 
ACCEPTS .009"*DIA. CONTACT 


pl 
1-24 25-49 1-24 25-49 1:24 25-49 1-24 1:24 25-49 
$82.50 $76.73 $77.30 $71.89 $82.50 $76.73 $88.75 $82.50 $76.73 
50-99 100 + 50-99 100 + 50-99 100 + 50-99 50-99 100 + 
$70.95 $66.00 $66.48 $61.84 $70.95 $66.00 $76.33 $70.95 $66.00 
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Phone: 949-261-1920 
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Same-Day Shipping 


MHV CONNECTORS 


SEE PAGE 253 FOR MOUNTING HOLES 


PRICE 
MHV MALE Model No. FITS MIL SP D EQUIVALENT CABLE ATTACHMENT METHOD 1-24 25-49 50-99 100+ 
FOR CABLE PE4299 RG8, RG9, RG11, RG213, RG214, RG225, RG393 CLAMP $17.70 $16.46 $15.22 $14.16 
ATTACHMENT PE4493 RG8, RG213 CRIMP 21.05 19.58 18.10 16.84 
PE4350 RG9, RG214 CRIMP 20.85 19.39 17.93 16.68 
PE4076 RG55, RG58, RG141, RG142, RG223, RG400 CLAMP 9.35 8.70 8.04 7.48 
PE4657 RG55, RG141, RG142, RG223, RG400 CRIMP 9.45 8.79 8.13 7.56 
PE4093 RG58 CRIMP 1199229 (10/33 9.55 8.89 
PE4098 RG59B/U, RG62 CLAMP 9.35 8.70 8.04 7.48 
PE4075 RG59B/U, RG62 CRIMP 9.79 9.10 8.42 7.83 
PE4494 RG174, RG188, RG316 CLAMP 11.55 10.74 9.93 9.24 
PE4933 RG174, RG188, RG316 CRIMP 13.55 12.60 11.65 10.84 
Ser abipoi PE4709 RG8, RG9, RG11, RG213, RG214, RG225, RG393 CLAMP 27-10 | 25.20 1923/31 “ha1tes 
PE4226 RG55, RG58, RG141, RG142, RG223, RG400 CLAMP 20.95 19.48 18.02 16.76 
FOR CABLE PE4227 RG59B/U, RG62 CLAMP 20.85 19.39 17.93 16.68 
ATTACHMENT PE4710 RG174, RG188, RG316 CLAMP 22.10 20.55 19.01 17.68 
MHV FEMALE PE4373 RG8, RG9, RG11, RG213, RG214, RG225, RG393 CLAMP 21:90: 20.3708 18.83 17.52 
FOR CABLE PE4225 RG55, RG58, RG141, RG142, RG223, RG400 CLAMP 14.60 13.58 12.56 11.68 
a oes PE44100 RG55, RG141, RG142, RG223, RG400 CRIMP 16.80 15.62 14.45 13.44 
PE44102 RG58 CRIMP 16.65 15.48 14.32 13.32 
PE4181 RG59B/U, RG62 CLAMP GR60 713058/npn12.56. 11968 
PE44103 RG59B/U, RG62 CRIMP 17.70 26,46 -°215¢22""" “14-16 
PE44104 RG174, RG188, RG316 CLAMP 18.95 17.62 16.30 15.16 
MHV FEMALE PE44105 RG8, RG9, RG11, RG213, RG214, RG225, RG393 CLAMP 27.20 1b 25.200) 12373) © 21.68 
BULKHEAD PE44106 RG55, RG58, RG141, RG142, RG223, RG400 CLAMP 18.75 17.44 16.13 15.00 
FOR CABLE PE44107 RG55, RG141, RG142, RG223, RG400 CRIMP 21.05 19.58 18.10 16.84 
ATTACHMENT PE44108 RG58 CRIMP 51:00 aee0i37)), 18.83. 17.52 
PE44109 RG59B/U, RG62 CLAMP 19.80 18.41 17.03 15.84 
PE44110 RG59B/U, RG62 CRIMP 21.90 20.37 18.83 17.52 
PE44111 RG174, RG188, RG316 CLAMP 24.25 22.55 20.86 19.40 
USE MOUNTING HOLE B06 
MHV FEMALE PE44112 RG8, RG9, RG11, RG213, RG214, RG225, RG393 CLAMP 25.05 23.30 21.54 20.04 
PANEL MOUNT PE4313 RG55, RG58, RG141, RG142, RG223, RG400 CLAMP 18-750 217 4446.13. 715.00 
FOR CABLE PE4314 RG59B/U, RG62 CLAMP 18.75 17.44 16.13 15.00 
Se ere PE44113 RG174, RG188, RG316 CLAMP 24.25 22.55 20.86 19.40 
USE MOUNTING HOLE A03 EXCEPT PE44112 USES MOUNTING HOLE A05 
Model No. PE4193 Model No. PE4228 Model No, PE4311 Model No. PE4312 Model No. PE4495 
MHV FEMALE BULKHEAD, FRONT | MHV FEMALE, PANEL MOUNT MHV FEMALE BULKHEAD, FRONT | MHV FEMALE BULKHEAD, REAR | MHV FEMALE BULKHEAD, REAR 
MOUNT WITH O-RING SEAL SOLDER CUP CONTACT MOUNT, HERMETICALLY SEALED | MOUNT, TURRET TERMINAL MOUNT, HERMETICALLY SEALED 
SOLDER CUP CONTACT MOUNTING HOLE A03 MOUNTING HOLE G02 MOUNTING HOLE B08 SOLDER CUP CONTACT 
MOUNTING HOLE G02 MOUNTING HOLE B06 
1-24 25-49 1-24 1-24 25.49 
$12.95 $12.04 $18.03 : : $18.75 $17.44 
50-99 100 + 50-99 50-99 100 + 
$11.14 $10.36 $15.51 ‘ $16.13 $15.00 


$$$ 
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SHV CONNECTORS 


SEE PAGE 253 FOR MOUNTING HOLES 


PRICE 
SHV PLUG Model No. FITS MIL SPEC AND EQUIVALENT CABLES ATTACHMENT METHOD 1-24 25-49 50-99 100 + 
FOR CABLE PE4333 RG8, RG9, RG213, RG214, RG225, RG393 CLAMP $22.95 $21.34 $19.74 $18.36 
ATTACHMENT PE4496 RG8, RG213 CRIMP 23.20 21.58 19.95 18.56 
PE4349 RG9, RG214, RG225, RG393 CRIMP 22.95 21.34 19.74 18.36 
PE4316 RG55, RG58, RG141, RG142, RG223, RG400 CLAMP 15.60 14.51 13.42 12.48 
PE4497 RG55, RG141, RG142, RG223, RG400 CRIMP 23.20 21.58 19.95 18.56 
PE4194 RG58 CRIMP 22.95 21.34 19.74 18.36 
PE4100 RG59B/U, RG62 CLAMP 15.60 14.51 13.42 12.48 
PE4343 RG59B/U, RG62 CRIMP 22.95 21.34 19.74 18.36 
PE4498 RG174, RG188, RG316 CLAMP 23.20 21.58 19.95 18.56 
SHV JACK BULKHEAD PE44049 RG8, RG9, RG213, RG214, RG225, RG393 CLAMP 33.40 31.06 28.72 26.72 
FOR CABLE PE44080 RG55, RG58, RG141, RG142, RG223, RG400 CLAMP 29.20 27.16 25.11 23.36 
ATTACHMENT PE4315 RG59B/U, RG62 CLAMP 29.20 27.16 25,11 23.36 
PE44093 RG174, RG188, RG316 CLAMP 30.55 28.41 26.27 24.44 


MOUNTING HOLE B06 


Model No, PE4239 

SHV JACK BULKHEAD, FRONT 
MOUNT, SOLDER CUP CONTACT 
MOUNTING HOLE B04 


Model No, PE44118 
SHV PLUG BULKHEAD, FRONT 
MOUNT, SOLDER CUP CONTACT 


Model 4 
SHV JACK BULKHEAD, FRONT 
MOUNT, HERMETICALLY SEALED 
SOLDER CUP CONTACT 
MOUNTING HOLE B04 


Mod 
SHV JACK, PANEL MOUNT 
SOLDER CUP CONTACT 
MOUNTING HOLE A15 


M PE44 
SHV JACK BULKHEAD, REAR 

MOUNT, SOLDER CUP CONTACT 
MOUNTING HOLE B06 


1-24 25-49 1-24 25-49 1-24 
$12.50 $11.63 $15.60 $14.51 $18.75 $17.44 


50-99 100 + 50-99 100 + 20-99 100 + 
. $13.42 $12.48 $16.13 
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C CONNECTORS 


SEE PAGE 253 FOR MOUNTING HOLES 


PR TCE 
C MALE Mode1_No. FITS MIL SPEC AND EQUIVALENT CABLES ATTACHMENT METHOD 1-24 25-4 0-99 100 + 
FOR CABLE PE4243 RGB, RG9, RG11, RG213, RG214, RG225, RG393 CLAMP $18.75 $17.44 $16.13 $15.00 
ATTACHMENT PE4950 RGB, RG9, RG11, RG213, RG214, RG225, RG393 CLAMP/HIGH VOLTAGE 28.15 26.18 24.21 22.52 
PE4518 RGB, RG213 CRIMP 16.80 15.62 14.45 13.44 
PE4375 RG9, RG214, RG225, RG393 CRIMP 17.95 16.69 15.44 14.36 
SKY «PEAS RG14, RG217 CLAMP 28.15 26.18 24.21 22.52 
SY: PEA2 42 RG55, RG58, RG141, RG142, RG223, RG400 CLAMP 13.55 12.60 11.65 10.84 
PE4445 RG55, RG141, RG142, RG223, RG400 CRIMP 16.95 15.76 14.58 13.56 
PE4517 RGSS CRIMP 16.80 15.62 14.45 13.44 
PE4952 RGS9B/U, RG62 CLAMP 23.58 21.93 20.28 18.86 
PE4953 RG174, RG188, RG316 CLAMP 22.10 20.55 19.01 17.68 
PE4954 RG218 CLAMP 43.85 40.78 37.71 35.08 
C MALE PE4244 RGB, RG9, RG11, RG213, RG214, RG225, RG393 CLAMP 43.85 40.78 37.71 35.08 
RIGHT ANGLE PE4955 RGB, RG213 CRIMP 44.30 41.20 38.10 35.44 
FOR CABLE PE4949 RG9, RG214, RG225, RG393 CRIMP 46.45 43.20 39.95 37.16 
ATTACHMENT PE4957 RGS5, RG58, RG141, RG142, RG223, RG400 CLAMP 43.85 40.78 37.71 35.08 
PE4958 RG55, RG141, RG142, RG223, RG400 CRIMP 44.30 41.20 38.10 35.44 
PE4959 RGSS CRIMP 43.85 40.78 37.71 35.08 
C FEMALE PE4960 RGB, RG9, RG11, RG213, RG214, RG225, RG393 CLAMP 31.30 29.11 26.92 25.04 
FOR CABLE PE4961 RG55, RG58, RG141, RG142, RG223, RG400 CLAMP 31.30 29.11 26.92 25.04 
ATTACHMENT PE4962 RG59B/U, RG62 CLAMP 31.30 29.11 26.92 25.04 
PE4963 RG14, RG217 CLAMP 31.30 29.11 26.92 25.04 
C FEMALE PE4964 RGB, RG9, RG11, RG213, RG214, RG225, RG393 CLAMP 33.40 31.06 28.72 26.72 
BULKHEAD PE4965 RG5S5, RG5S8, RG141, RG142, RG223, RG400 CLAMP 33.40 31.06 28.72 26.72 
REAR MOUNT PE4966 RG59B/U, RG62 CLAMP 33.40 31.06 28.72 26.72 
FOR CABLE 
ATTACHMENT 
USE MOUNTING HOLE B07 
C FEMALE PE4967 RGB, RGO, RG11, RG213, RG214, RG225, RG393 CLAMP 36.50 33.95 31.39 29.20 
PANEL MOUNT PE4968 RG8, RG213 CRIMP 36.85 34.27 31.69 29.48 
FOR CABLE PE4374 RG9, RG214, RG225, RG393 CRIMP 36.50 33.95 31.39 29.20 
ATTACHMENT PE4969 RG55, RG58, RG141, RG142, RG223, RG400 CLAMP 37.55 34.92 32.29 30.04 
PE4970 RG59B/U, RG62 CLAMP 36.50 33.95 31.39 29.20 
USE MOUNTING HOLE A19 EXCEPT PE4374 & PE4968 USE MOUNTING HOLE A05S 
Model No. PE4240 Model No. PE4241 Model No. PE4971 Model No. PE4972 Model No. PE4973 


C FEMALE BULKHEAD, REAR 
MOUNT, SOLDER CUP ag 
MOUNTING HOLE B07 


1-24 Sa 
$24.00 $22.32 
50-99 100 + 
$20.64 $19.20 


P 
C MALE, 4 HOLE PANEL MOUNT 
SOLDER CUP CONTACT 
MOUNTING HOLE Al4{ 


C FEMALE, PANEL MOUNT 
SOLDER CUP CONTACT 
MOUNTING HOLE A14 


Model_ No. PE44097 

C MALE BULKHEAD, FRONT 
MOUNT, SOLDER CUP CONTACT 
MOUNTING HOLE B04 


35 SOR 


C FEMALE BULKHEAD, REAR 
MOUNT, HERMETICALLY SEALED 
SOLDER CUP CONTACT 
MOUNTING HOLE B07 


LN PE4 
C FEMALE BULKHEAD, FRONT 
MOUNT, CLAMP ATTACHMENT 
FOR RG59B/U, RG62 
MOUNTING HOLE B15 { 


C FEMALE BULKHEAD 

REAR MOUNT, HIGH VOLTAGE 
3000 VOLTS 

SOLDER CUP CONTACT, 
MOUNTING HOLE B07 


1-24 © 25-49 
$42.80 $39.80 
50-99 100 + 
$36.81 $34.24 


Model PE44 

C FEMALE BULKHEAED, FRONT 
MOUNT, CLAMP ATTACHMENT 
FOR RG55, RG58, RG141, 
RG142, RG223, RG400 
MOUNTING HOLE B15 


C FEMALE BULKHEAD, FRONT 
MOUNT, TURRET TERMINAL 
MOUNTING HOLE B04 


1-2 25.49 
$33.40 $31.06 
50-99 100 + 
$28.72 $26.72 
Mod PE44 


C FEMALE, 4 HOLE PANEL MOUNT 
HIGH VOLTAGE 3000 VOLTS 
SOLDER CUP CONTACT 

MOUNTING HOLE A14 


1-24 ‘ber EE Ae 1-24 §=©625.49 
$30.25 $33.40 $31.06 $21.90 $20.37 
50-99 100 + 50-99 100 + 50-99 100 + 
$26.02 $24.20 $28.72 $26.72 $18.83 $17.52 
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Same-Day Shipping 


Toll-Free: 866-PASTERNACK (866-727-8376) 


Phone: 949-261-1920 


Fax: 949-261-7451 


90 OHM BNC CONNECTORS 


BNC MALE SEE PAGE 253 FOR MOUNTING HOLES PRICE 
FOR CABLE Model No. FITS MIL SPEC AND E LENT CAB ATTACHMENT METHOD 1-24 25-49 50-99 100+ 
ATTACHMENT PE4377 RG6A/U CLAMP $9.35 $8.70 $8.04 $7.48 
PE4109 RG8, RG9, RG11, RG213, RG214, RG225, RG393 CLAMP 9.35 8.70 8.04 7.48 
PE4378 RG8, RG213 CRIMP 13.70... 612.74. «3178 nuba0.96 
PE4379 RG8X, PE-TO42RML CLAMP 10.40 9.67 8.94 8.32 
PE4351 RG9, RG214, RG225, RG393 CRIMP 13.55.‘ 12.60 (11,65. %10.84 
PE4023 RG55, RG58, RG141, RG142, RG223, RG400 CLAMP 4.15 3.86 3.57 3.32 
PE4044 RG55, RG141, RG142, RG223, RG400 CRIMP 4.20 3.91 3.61 3.36 
PE4016 RG58 CRIMP 4.43 4.12 3.81 3.54 
PE4381 RG58 PLENUM CRIMP 8.30 yh is 7.14 6.64 
PE4024 RG59B/U, RG62 CLAMP 5.15 4.79 4.43 4.12 
PE4018 RG59B/U, RG62 CRIMP 4.15 3.86 3.57 Sra2 
PE4382 RG59B/U PLENUM CRIMP 8.30 7.72 7.14 6.64 
PE4084 RG174, RG188, RG316 CLAMP 7.25 6.74 6.24 5.80 
PE4043 RG174, RG188, RG316 CRIMP 6.49 6.04 5.58 5.19 
PE4643 RG178, RG196 CRIMP 14.60 13.58 12.56 11.68 
PE4384 RG178, RG196 CLAMP 11.55 10.74 9.93 9.24 
PE4383 RG180, RG195, BELDEN 8218, PE-B8128 CLAMP 10.40 9.67 8.94 8.32 
PE4247 RG180, RG195, BELDEN 8218, PE-B8128 CRIMP 8.30 Tate 7.14 6.64 
PE4385 RG188-DS,: RG316-DS CRIMP 9.45 8.79 8.13 7.56 
PE4380 RG401, PE-SR401AL, PE-SR401FL (.250" SEMI-RIGID) SOLDER/CLAMP 16.80 15.62 14.45 13.44 
PE4908 RG401, PE-SR401AL, PE-SR401FL (.250" SEMI-RIGID) DIRECT SOLDER 21.90. .20.37' (18,83 centa 52 
PE4206 RG402, PE-SR402AL, PE-SR402FL (.141" SEMI-RIGID) SOLDER/CLAMP 13.70 12°74“ T1784 0096 
PE4650 RG402, PE-SR402AL, PE-SR402FL (.141" SEMI-RIGID) DIRECT SOLDER 15.60°' 14.51 | 13.42 12.48 
PE4207 RG405, PE-SR405AL, PE-SR405FL (.085" SEMI-RIGID) SOLDER/CLAMP 15.75 14.65 13.55 12.60 
PE4651 RG405, PE-SR405AL, PE-SR405FL (.085" SEMI-RIGID) DIRECT SOLDER 15.60 14:Sleen013. 42008 1e.4s 
PE4974 PE-047SR, PE-SRO47AL, PE-SRO47FL (.047" SEMI-RIGID) DIRECT SOLDER 16.65 15.48 14.32 13.32 
PE4210 BELDEN 8281, PE-B1828 CRIMP 8.30 7.72 7.14 6.64 
PE4386 BELDEN 9913 & 9914, PE-B3199, PE-B4199, PE-TOO4RML CLAMP 10.40 9.67 8.94 8.32 
PE44294 BELDEN 9913 & 9914, PE-B3199, PE-B4199, PE-TOO4RML CRIMP 12.50 11.63 10.75 10.00 
PE44040 PE-TOO2RML CLAMP 10.50 9.77 9.03 8.40 
PE44041 PE-TOO2RML CRIMP 10.50 9.77 9.03 8.40 
PE44042 PE-TOO3RML CLAMP 10.50 9.77 9.03 8.40 
BNC MALE 
RIGHT ANGLE PE4387 RG8, RG9, RG11, RG213, RG214, RG225, RG393 CLAMP 21.90 20.37.) 18:83 s9e17e52 
FOR CABLE PE4053 RG55, RG58, RG141, RG142, RG223, RG400 CLAMP 11.45 10.65 9.85 9.16 
ATTACHMENT PE4345 RG55, RG141, RG142, RG223, RG400 CRIMP 13.70... 12.74.) 11.780: 96 
PE4298 RG58 CRIMP 13.55") -12560') _11.65)et0. 84 
PE4320 RG59B/U, RG62 CLAMP 12.50. 11.63 * 10.75 “10-00 
PE4195 RG59B/U, RG62 CRIMP 13.55 .12.60,....11.65%= 10764 
PE4307 RG174, RG188, RG316 CLAMP 14.60 13.58". — 12.567) 41.766 
PE4393 RG174, RG188, RG316 CRIMP 15.95 .. 14.83... 13.720) i206 
PE4388 RG178, RG196 CLAMP 15.75 14.65 13.55 12.60 
PE4396 RG188-DS, RG316-DS CRIMP 18.95  (17.62._.16.30)mt5216 
PE4092 RG402, PE-SR402AL, PE-SR402FL (.141" SEMI-RIGID) DIRECT SOLDER 21.90 ‘20.3750. d8.83 eigene 
PE4102 RG405, PE-SR405AL, PE-SR405FL (.085" SEMI-RIGID) DIRECT SOLDER 21.90 20.37 18.83 17.52 
BNC FEMALE 
FOR CABLE PE4212 RG8, RG, RG11, RG213, RG214, RG225, RG393 CLAMP 27.10 | 253205) 23/3 1eeess Ge 
ATTACHMENT PE4058 RG55, RG58, RG141, RG142, RG223, RG400 CLAMP 5.63 5.24 4.84 4.50 
PE4397 RG55, RG141, RG142, RG223, RG400 CRIMP 5.20 4.84 4.47 4.16 
PE4070 RG58 CRIMP 5.48 5.10 4.71 4.38 
PE4057 RG59B/U, RG62 CLAMP 5.15 4.79 4.43 4.12 
PE4308 RG59B/U, RG62 CRIMP 8.30 deze 7.14 6.64 
PE4321 RG174, RG188, RG316 CLAMP 9.45 8.79 8.13 7.56 
PE4079 RG174, RG188, RG316 CRIMP 9.35 8.70 8.04 7.48 
PE4389 RG178, RG196 CLAMP 12.65 11.76 *0110.68 Deuont2 
PE4390 RG188-DS, RG316-DS CRIMP 10.50 9.77 9.03 8.40 
PE4204 RG402, PE-SR402AL, PE-SR402FL (.141" SEMI-RIGID) SOLDER/CLAMP 18.95 17.62 16.30 15.16 
PE4205 RG405, PE-SR405AL, PE-SR405FL (.085" SEMI-RIGID) SOLDER/CLAMP 18.95 17.62 16.30 15.16 
BNC FEMALE 
BULKHEAD PE4632 RG8, RG9, RG11, RG213, RG214, RG225, RG393 CLAMP 28.15" "26.18 | 2d2l 0 eeeene 
FOR CABLE PE4078 RG55, RG58, RG141, RG142, RG223, RG400 CLAMP 8.30 7.72 7.14 6.64 
ATTACHMENT PE4209 RG55, RG141, RG142, RG223, RG400 CRIMP 12.95 11.11” 10:28 9.56 
PE4208 RG58 CRIMP 11.55 10.74 9.93 9.24 
a at PE4310 RG59B/U, RG62 CLAMP 12.50 11.63 10.75 10.00 
RS PE4309 RG59B/U, RG62 CRIMP 11.45 10.65 9.85 9.16 
ete PE4319 RG174, RG188, RG316 CLAMP 11.55 10.74 9.93 9.24 
=~ PE4106 RG174, RG188, RG316 CRIMP 9.95 9.25 8.56 7.96 
PE4391 RG178, RG196 CLAMP 13.70). 412.742 “11,787 10.96 
PE4392 RG188-DS, RG316-DS CRIMP 12.65. 1). 76cc, 10. Bheeeoel Se 
PE4915 RG402, PE-SR402AL, PE-SR402FL (.141" SEMI-RIGID) SOLDER/ CLAMP 22.10 20.55 19.01 17.68 
PE4916 RG405, PE-SR405AL, PE-SR405FL (.085" SEMI-RIGID) SOLDER/CLAMP 22.10 20.55 19.01 417.68 


USE MOUNTING HOLE B06 


a te PN NT Lalas eee 
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90 OHM BNC CONNECTORS 


SEE PAGE 253 FOR MOUNTING HOLES 


Model No. PE4010 Model No. PE4011 Model No. PE4014 Model No. PE4015 Model No. PE4049 
BNC FEMALE, PANEL MOUNT BNC FEMALE, PANEL MOUNT BNC FEMALE BULKHEAD FOR UP | BNC FEMALE BULKHEAD FOR UP | BNC FEMALE BULKHEAD, REAR 
SOLDER CUP CONTACT TURRET TERMINAL TO 1/8" PANEL THICKNESS TO 1/4" PANEL THICKNESS MOUNT, HERMETICALLY SEALED 
#3-56 TAPPED HOLES MOUNTING HOLE A16 SOLDER CUP CONTACT SOLDER CUP CONTACT MOUNTING HOLE B06 
MOUNTING HOLE A03 : MOUNTING HOLE B05 MOUNTING HOLE B04 H 4 
PzA0W- 
1-24 §=25-49 1-24 25-49 1-24 25-49 1-24 25-49 a ee +12 || piper 
$5.15 ithe kd $11.45 $10.65 $4.15 $3.86 $4.15 $3.86 $10.40 $9.6 
50-99 50-99 100 + 50-99 100 + 50-99 100 + 50-99 100 + 
$4.43 cece 2 $9.85 $9.16 $3.57 $3.32 $3.57 $3.32 $8.94 $8.32 
Model No. PE4055 Model No, PE4056 Mo PE4 
BNC FEMALE, RIGHT ANGLE BNC FEMALE, PANEL MOUNT BNC FEMALE BULKHEAD, FRONT | BNC MALE, PANEL MOUNT BNC FEMALE BULKHEAD 
BULKHEAD, SOLDER CUP CLAMP ATTACHMENT FOR RG55, | MOUNT, HERMETICALLY SEALED | SOLDER CUP CONTACT ISOLATED GROUND 
CONTACT, MOUNTING HOLE B13 RG58, RG141, RG142, RG223 MOUNTING HOLE A07 SOLDER CUP CONTACT 
& RG400, #3-56 TAPPED ! MOUNTING HOLE B04 
HOLES, MOUNTING HOLE A03 
1-24 1-24 = =—25-4 
$15.60 4.5 : : : : : ‘ $5.95 $5.53 
30-99 100 _+ 30-99 100 + 
$13.42 EAE : . : : : : $5.12 $4.76 
Model No. PE4317 Model No. PE4318 Model No. PE4394 Model No. PE4395 
Paaaceeatsarae MALE SOUKEAD MOUNT BNC FEMALE, RIGHT ANGLE BNC FEMALE BULKHEAD BNC FEMALE, PANEL MOUNT BNC FEMALE, PANEL MOUNT 


SOLDER CUP CONTACT PANEL MOUNT, SOLDER CUP ISOLATED GROUND SOLDER CUP CONTACT 1" SQ. FLANGE, SOLDER CUP 


MOUNTING HOLE B04 CONTACT, MOUNTING HOLE A16 | SOLDER CUP CONTACT MOUNTING HOLE A04 CONTACT, MOUNTING HOLE A05 
MOUNTING HOLE B06 [| 
= EBS 
2-24 = 25-49 T2414 25-4 
$9.35 $8.70 ; ; ; ; ; , $11.45 $10.65 ; 
50-99 100 + 50-99 50-99 100 + 


$8.04 $7.48 


1.6/5.6 CONNECTORS 


SEE PAGE 253 FOR MOUNTING HOLES 


Model No. PE44262 
1.6/5.6 PLUG, CRIMP 
ATTACHMENT FOR RG179 
& RG187 


Model A 44 
1.6/5.6 PLUG, CRIMP 
ATTACHMENT FOR RG59B/U 


Model PE442 
1.6/5.6 JACK BULKHEAD 
CRIMP ATTACHMENT FOR 
RG179 & RG187 

MOUNTING HOLE G04 


Model No. PE44264 
1.6/5.6 PLUG RIGHT ANGLE 
CLAMP ATTACHMENT FOR 
RG179 & RG187 


Model No. PE44265 
1.6/5.6 PLUG RIGHT ANGLE 
CLAMP ATTACHMENT FOR 

RG59B/U 


Model 
1.6/5.6 JACK BULKHEAD 
P.C. MOUNT 

MOUNTING HOLE D06 
MOUNTING HOLE FO08 


E44 
1.6/5.6 JACK RIGHT ANGLE 
P.C. MOUNT 

MOUNTING HOLE D06 


Model No. PE44267 
1.6/5.6 JACK BULKHEAD 
CRIMP ATTACHMENT FOR 
RG59B/U 

MOUNTING HOLE G04 


1.6/5.6 JACK BULKHEAD 
RIGHT ANGLE, CRIMP 
ATTACHMENT FOR 
RG179 & RG187 
MOUNTING HOLE G04 


1.6/5.6 JACK BULKHEAD 
RIGHT ANGLE, CRIMP 

ATTACHMENT FOR RG59B/U 
MOUNTING HOLE G04 


1:24 25-49 1-24 1-24 25.49 
$10.40 $9.67 $11.45 int 65 $11.45 $10.65 
$8.94 $8.32 $9.85 $9.85 $ 
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1.0/2.3 SNAP ON CONNECTORS 


SEE PAGE 253 FOR MOUNTING HOLES 


Pewee 
1.0/2.3 SNAP ON Model No. FITS MIL SPEC AND EQUIVALENT CABLES ATTACHMENT METHOD 1-24 25-49 50-99 100+ 
PLUG FOR CABLE PE44242 RG55, RG142, RG223, RG400 CRIMP $8.05 $7.49 $6.92 $6.44 
ATTACHMENT PE44243 RG58 CRIMP 7.95 7.39 6.84 6.36 
PE44244 RG174, RG188, RG316 CRIMP 7.95 7.39 6.84 6.36 
1.0/2.3 SNAP ON = peqq2q7 RG55, RG142, RG223, RG400 CRIMP 10.05 9.35 8.64 8.04 
PLUG RIGHT ANGLE [xss! PE44248 RG58 CRIMP 9.95 9.25 8.56 7.96 
FOR CABLE PE44249 RG174, RG188, RG316 CRIMP 9.95 9.25 8.56 7.96 
ATTACHMENT paca 
) 
1.0/2.3 SNAP ON | 
pert SOLERO PE44252 RG55, RG142, RG223, RG400* CRIMP 9.05 8242) ‘i7I780\ ae 
CABLEMATT AGAIN PE44253 RG58* CRIMP 8195 8.320) *)7ur0) OAs 
PE44254 RG174, RG188, RG316* CRIMP 8.95 8.32) wvl7e70l . me 
PEA4255 RG402, PE-SR402AL, PE-SR402FL (.141")** SOLDER 9.95 9.25 8.56 7.96 
PE44256 RG405, PE-SR405AL, PE-SR405FL (.085")** SOLDER 9.95 9.25 8.56 7.96 


*MOUNTING HOLE G06 
**MOUNTING HOLE B02 


Model No. PE44 Model No. PE44258 
1.0/2.3 SNAP ON JACK, 1.0/2.3 SNAP ON JACK 
P.C. MOUNT RIGHT ANGLE, P.C. MOUNT 


MOUNTING HOLE DO07 


MOUNTING HOLE DO7 


1-24 25-4 
$5.15 $4.79 
50-99 100 + 
$4.43 $4.12 


Model No, PE44259 
1.0/2.3 SNAP ON JACK 
BULKHEAD, P.C. MOUNT 
MOUNTING HOLE D07 
MOUNTING HOLE F09 


$6.2 


Model No. PE44260 
1.0/2.3 SNAP ON JACK 
BULKHEAD, RIGHT ANGLE 
CRIMP ATTACHMENT FOR RG58 
MOUNTING HOLE G05 


$10.40 
50-99 
$8.94 


SSMB CONNECTORS 


SEE PAGE 253 FOR MOUNTING HOLES 


Model PE401 

SSMB PLUG, CRIMP 
ATTACHMENT FOR RG178 & 
RG196 


Model No. PE4017 
SSMB PLUG, CRIMP 


ATTACHMENT FOR RG174, 
RG179, RG188 & RG316 


Model No. PE4337 

SSMB JACK BULKHEAD, CRIMP 
ATTACHMENT FOR RG178 & 
RG196, MOUNTING HOLE B10 


Model No. PE4338 
SSMB JACK BULKHEAD, REAR 
MOUNT, MOUNTING HOLE B10 


$11.65 


Model No. PE44455 

SSMB JACK, 4 HOLE PANEL 
MOUNT, TAB CONTACT 
MOUNTING HOLE D15 


1-24 25-49 
$12.50 $11.63 
50-99 100 + 
$10.75 $10.00 


164 


el .__ PE4 
SSMB PLUG, RIGHT ANGLE 
CRIMP ATTACHMENT FOR RG174, 
RG179, RG188 & RG316 


Mode] No. PE4339 
SSMB JACK BULKHEAD, FRONT 


MOUNT, MOUNTING HOLE B10 


Phone: 949-261-1920 


Model No. PE4335 
SSMB PLUG, RIGHT ANGLE 


CRIMP ATTACHMENT FOR RG178 
& RG196 


Model No. PE4340 
SSMB JACK, PRINTED CIRCUIT 


MOUNT, MOUNTING HOLE D03 


All Products Available Online! www.pasternack.com 
Toll-Free: 866-PASTERNACK (866-727-8376) 


Fax: 949-261-7451 


Model No. PE44261 

1.0/2.3 SNAP ON JACK BULKHEAD 
RIGHT ANGLE, CRIMP ATTACHMENT 
FOR RG174, RG188 & RG316 
MOUNTING HOLE G05 


1-24 
$10.40 
50-99 
$8.94 


Mod 

SSMB JACK, BULKHEAD 
CRIMP ATTACHMENT FOR 
RG174, RG179, RG188 & 


25-49 
$12.60 


$13.55 
- 100 + 
$11.65 $10.84 


Model No. PE4341 
SSMB JACK, RIGHT ANGLE 
PRINTED CIRCUIT MOUNT 
MOUNTING HOLE D03 


phe 


1-24 25-49 
$10.40 $9.67 

50-99 100+ 

$8.94 $8.32 
Free Ground Freight 


Same-Day Shipping 


SMB CONNECTORS 


STANDARD 50 OHM M39012 INTERFACE 
' SEE PAGE 253 FOR MOUNTING HOLES 


These 50 Ohm SMB connectors will interface with all M39012 50 Ohm SMB connectors. 
mate with any 75 Ohm SMB connectors. JACK=MALE contact, PLUG=FEMALE contact 


These will NOT 


Piao) CE Model No. PE4 
PLUG, CRIMP Model No. FITS MIL SPEC A IVALENT CA 1-24 25-49 50-99 100 +| SMB JACK BULKHEAD RECEPTACLE 
ATTACHMENT PE4523 RG58 $11.45 $10.65 $9.85 $9.16] REAR MOUNT, SOLDER CUP 
mers PE4593 RG55, RG142, RG223, RG400 11.55 10.74 9.93 9.24] CONTACT, MOUNTING HOLE B01 
PE4046 RG174, RG188, RG316 7.99 Pis,24) (67046523 
PE4080 RG178, RG196 10.40 9.67 8.94 8.32 
PLUG, CLAMP PE4200 RG174, RG188, RG316 9.95 9.25 8.56 7.96 1-24 25-49 
ATTACHMENT con | PE4250 RG178, RG196 9.95 9.25 8.56 7.96 $4.15 $3.86 
PE4356 RG405, PE-SR405AL, PE-SRA05FL(SEMI-RIGID) 9.45 8.79 8.13 7.56] 5999 100 + 
PLUG, RIGHT mrp PE4522 —RGSB 13255 17.60 11-65 710.84| oo 8982 
ANGLE, CRIMP — PE4595 RG55, RG142, RG223, RG400 13.70 12.74 11.78 10.96 
ATTACHMENT rai PE4052  ——«-RG174, RG188, RG316 10.40 9.67 8.94 8.32 Peal 
— PE4159 RG178, RG196 10.40 9.67 8.94 8.32] SMB JACK BULKHEAD RECEPTACLE 
—— FRONT MOUNT, SOLDER CUP 
PLUG, RIGHT (ol PE4260 RG174, RG188, RG316 9.35 8.70 8.04  7.48| CONTACT, MOUNTING HOLE Bl 
ANGLE, CLAMP PE4261 RG178, RG196 9.35 8.70 8.04 7.48 
ATTACHMENT | PE4358 RG405, PE-SR405AL, PE-SR405FL(SEMI-RIGID) 9.35 8.70 8.04 7.48 


: 


JACK, CRIMP PE4096 =» RG174, RG188, RG316 Big0! 61 7472,9 87.14 6.64 1-24 25-49 
ATTACHMENT PE4926 = RG178, RG196 8.30 7.72 7.14 6.641 $5.15 $4.79 
- + 
JACK, CLAMP PE4268 ——-RG174, RG188, RG316 9.35 8.70 8.04 7.48 ne rer 
ATTACHMENT PE4269 RG178, RG196 11.45 10.65 9.85 9.16 
PE4360 -RG4O5, PE-SR40SAL, PE-SR4O5FL(SEMI-RIGID) 10.50 9.77 9.03 8.40| 4040) shapes 
JACK, BULKHEAD PE44048 «RGSS, RG142, RG223, RG400 16.95, 15,7 MINA 50091356 | oe ACh BURNER ECE TACLE 
CRIMP PE44094 GSB 12.65 Wb) 10. B8imut0y12 | MIGHT ANGLE 
ATTACHMENT PE4097 RG174, RG188, RG316 9.35 8.70 8.04 7.48] SOLDER CUP CONTACT 
MOUNTING HOLES Bor © PE4364 RG178, RG196 9.35 8.70 8.04  7,48| MOUNTING HOLE B01 
JACK, BULKHEAD PE4276 = RG174, RG188, RG316 9.35 8.70 8.04 7.48 
CLAMP PE4277 —«s-RG178, RG196 9.35 8.70 8.04 7.48 1-24 25-49 
ATTACHMENT PE4362 -—-—-RG405, PE-SR4OS5AL, PE-SR405FL(SEMI-RIGID) 11.45 10.65 9.85 9.16] $12.50 $11.63 
MOUNTING HOLES B01 $10.75 $10.00 


Model No. PE4288 Model No. PE4174 

SMB PLUG BULKHEAD RECEPTACLE} SMB JACK, PRINTED CIRCUIT 
SOLDER CUP CONTACT MOUNT, MOUNTING HOLE DO02 
MOUNTING HOLE B01 


Model No. PE4366 
SMB PLUG, PRINTED CIRCUIT 
MOUNT, MOUNTING HOLE DO2 


Model No. PE4177 
SMB JACK, RIGHT ANGLE 
PRINTED CIRCUIT MOUNT 
MOUNTING HOLE DO2 


Co | 


Model No. PE4245 
SMB PLUG, RIGHT ANGLE 
PRINTED CIRCUIT MOUNT 
MOUNTING HOLE DO2 


1-24 25-49 25-49 1-24 
$8.30 ny ar 4 $6.74 $11.95 $11.11 
50-99 100 + 100 + 50-99 100 + 
$7.14 $6.64 $5.80 $10.28 $9.56 


Model No, PE44119 
SMB JACK, SURFACE MOUNT 


1-24 8 8=25-49 
$5.15 $4.79 
30-99 100 + 
$4.43 $4.12 

P 


SMB JACK, END LAUNCH FOR 
-042" THICK BOARD 
ROUND CONTACT 


1-24 
11.45 
50-99 
$9.85 


25-49 
$10.65 
100 + 
$9.16 


$ 


Free Ground Freight 
Same-Day Shipping 


1 Model PE441 


SMB JACK, RIGHT ANGLE 
SURFACE MOUNT 


Model No. PE44135 
SMB JACK, END LAUNCH FOR 
-062" THICK BOARD 
TAB CONTARES 


jx 


= 
1-24 25-49 
$12.91 $12.01 
50-99 100 + 
$11.10 $10.33 


SMB JACK BULKHEAD 
P.C. MOUNT 
MOUNTING HOLE BO1 & DO2 


Model No. PE44137 

SMB JACK, END LAUNCH FOR 
-042" THICK BOARD 

TAB CONTACT 


Model No. PE44126 

SMB JACK BULKHEAD 

RIGHT ANGLE, P.C. MOUNT 
MOUNTING HOLE BO1 & DO2 


25-49 
$12.60 
100 + 
$10.84 


PE 
SMB JACK, 2 HOLE FLANGE 
SOLDER CUP CONTACT 
MOUNTING HOLE C07 


| 
| 


a|/ TT] 


eames | He 


25-49 
$10.65 
100 + 
$9.16 


1-24 
$11.45 
50-99 
$9.85 


Model No, PE44129 

SMB JACK, END LAUNCH FOR 
.062" THICK BOARD 

ROUND CONTACT 


1:24 25-49 [| 7] | 
$11.45 $10.65 l 
50-99 100+ — 
$9.85 $9.16 
Model No. PE44142 


SMB JACK, 4 HOLE FLANGE 
SOLDER CUP CONTACT 
MOUNTING HOLE A22 


4h 


1:24 25-49 
$11.45 $10.65 
50-99 100 + 
$9.85 $9.16 
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Model No. PE44308 


MC-CARD CONNECTORS 


Model No. PE44309 


Model No. PE44310 


Model No. PE44311 


MC-CARD PLUG, RIGHT ANGLE | MC-CARD PLUG, CRIMP MC-CARD PLUG CRIMP MC-CARD PLUG, RIGHT ANGLE LEASE CONTACT OUR 
CRIMP ATTACHMENT FOR RG174, | ATTACHMENT FOR RG174, ATTACHMENT FOR RG178 CRIMP ATTACHMENT FOR PLEASE CONTAC 
RG188 & RG316 RG188 & RG316 & RG196 RG178 & RG196_ ENGINEERING 
ma DEPARTMENT FOR ALL 
YOUR SPECIAL 
-24 25-4 
$8.30 $7.72 REQUIREMENTS AT 
20-99 100 + (800) 727-8376 EXT. 3 
$7.14 $6.64 


MMCX CONNECTORS 


SEE PAGE 253 FOR MOUNTING HOLES 


Model No. PE4896 
MMCX PLUG, CRIMP 
ATTACHMENT FOR RG174, 


Model No. PE4897 
MMCX PLUG, CRIMP 
ATTACHMENT FOR RG178 


Model No. PE4898 
MMCX PLUG, RIGHT ANGLE 
CRIMP ATTACHMENT FOR 


Model E4 
MMCX PLUG, RIGHT ANGLE 
CRIMP ATTACHMENT FOR 


Model No. PE4900 
MMCX PLUG, RIGHT ANGLE 
SOLDER ATTACHMENT FOR 


RG188 & RG316 & RG196 RG174, RG188 & RG316 RG178 & RG196 RG405, PE-SR405AL & 
PE-SR405FL 
1-24 25-4 1-24 25-49 1-24 1-24 25-49 
$10.40 $9.67 $10.40 $9.67 $11.45 10.6 $11.45 $10.65 
50-99 100 + 50-99 100 + 50-99 50-99 100 + 
$8.94 $8.32 $8.94 $8.32 $9.85 $9.85 $9.16 
Model No. PE4901 Model No. PE4902 jodel_No. 903 Model No. PE4904 Model No. PE4905 


MMCX JACK, CRIMP 
ATTACHMENT FOR RG174, 
RG188 & RG316 


MMCX JACK, CRIMP 
ATTACHMENT FOR RG178 
& RG196 


MMCX JACK, RIGHT ANGLE 
P.C. MOUNT, .115" LEGS 
MOUNTING HOLE DO03 


MMCX JACK, P.C. “i 
-115" LEGS 


MOUNTING HOLE D03 
25-49 


MMCX PLUG, P.C. MOUNT 


-115" LEGS 
MOUNTING HOLE DO3 
1-24 25-49 
$10.40 $9.67 
50-99 100 + 
$8.94 $8.32 


Model No. PE44459 

MMCX JACK, SOLDER 
ATTACHMENT FOR PE-047SR, 
PE-SRO47AL & PE-SRO47FL 


1-24 25-49 
$10.40 $9.67 
50-99 100 + 
$8.94 $8.32 


Model No. PE44453 

MMCX PLUG, SOLDER 
ATTACHMENT FOR RG405, 
PE-SR405AL & PE-SR405FL 


Model No. PE44456 

MMCX PLUG, SOLDER 
ATTACHMENT FOR PE-047SR, 
PE-SRO47AL & PE-SRO47FL 


Model No. PE44457 
MMCX PLUG, RIGHT ANGLE 
SOLDER ATTACHMENT FOR 
PE-047SR, PE-SRO47AL & 
PE-SRO47FL 


Model No. PE44458 
MMCX JACK, SOLDER 
ATTACHMENT FOR RG405, 
PE-SR405AL & PE-SR405FL 


1-24 = 25- 2-24 25-49 
$10.40 $9.67 $12.50 $11.63 
50-99 100+ 20-99 100+ 
$8.94 $8.32 $10.75 $10.00 
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Model No. PE4551 
MCX PLUG, CRIMP ATTACHMENT 
FOR RG174, RG188 & RG316 


1-24 ~~ 25-49 
$8.30 $7.72 
30-99 100 + 
$7.14 $6.64 

- Model No. PE4556 


MCX JACK, RIGHT ANGLE 
P.C. MOUNT 
MOUNTING HOLE D04 


1-24 
$9.35 $8.70 
20-99 100 + 
$8.04 $7.48 
- Model No. PE4876 


MCX PLUG, SOLDER 


_ ATTACHMENT FOR RG405, 


PE-SR405AL & PE-SR405FL 


1-24 8625-4 
$8.30 $7.72 
50-99 100 + 
$7.14 $6.64 


Model No. PE4881 

MCX PLUG, CRIMP ATTACHMENT 
FOR RG55, RG142, RG223 

& RG400 


1-24 25-49 
$10.40 $9.67 
50-99 100 + 
$8.94 $8.32 

Model PE4 


MCX JACK BULKHEAD, CRIMP 
ATTACHMENT FOR RG178 

& RG196 T 
MOUNTING HOLE BO1 


1-24 25-49 
$11.45 $10.65 
50-99 100 + 
$9.85 $9.16 
PE4891 


MCX JACK, 2 HOLE PANEL 
MOUNT, SOLDER CUP CONTACT 
MOUNTING HOLE C03 


1-24 25-4 
$8.30 $7.7 
50-99 100 + 
$7.14 $6.64 
Free Ground Freight 
Same-Day Shipping 


MCX CONNECTORS 


SEE PAGE 253 FOR MOUNTING HOLES 


Model No. PE4552 
MCX PLUG, CRIMP ATTACHMENT 
FOR RG178 & RG196 


1-24 25-4 
$8.30 $7.72 
50-99 100 + 
$7.14 $6.64 


Model No. PE4559 
MCX PLUG, P.C. MOUNT 
MOUNTING HOLE D04 


Model No. PE4877 

MCX PLUG, RIGHT ANGLE 
SOLDER ATTACHMENT FOR 
RG405, PE-SR405AL & 


PE-SR405FL qp— 


Model No. PE4882 
MCX PLUG, RIGHT ANGLE 
CRIMP ATTACHMENT FOR RG58 


Model No. PE4887 
MCX JACK BULKHEAD, CRIMP 
ATTACHMENT FOR RG174, 


MOUNTING HOLE B01 “1 


Model No. PE4892 
MCX JACK, END LAUNCH FOR 


.062" THICK BOARD 
-019" ROUND CONTACT 


All Products Available Online! www.pasternack.com 


Model No. PE4553 

MCX PLUG, RIGHT ANGLE 
CRIMP ATTACHMENT FOR 

RG174, RG188 & RG316 


1-24 
$10.40 
50-99 
$8.94 


Model No. PE4560 

MCX JACK, RIGHT ANGLE 
BULKHEAD MOUNT 
MOUNTING HOLE BO1 


Model No. PE4 
MCX PLUG, CRIMP ATTACHMEN 
FOR RG188-DS & RG316-DS 


Model No. PE4883 

MCX PLUG, RIGHT ANGLE 
CRIMP ATTACHMENT FOR RG55, 
RG142, RG223 & RG400 


Model No. PE4888 

MCX JACK BULKHEAD, CRIMP 
ATTACHMENT FOR RG188-DS 
& RG316-DS 

MOUNTING HOLE BO1 


Model No. PE4893 

MCX JACK, END LAUNCH FOR 
-042" THICK BOARD 

-019" ROUND CONTACT 


Toll-Free: 866-PASTERNACK (866-727-8376) 


Model No. PE4554 
MCX PLUG, RIGHT ANGLE 
CRIMP ATTACHMENT FOR 
RG178 & RG196 


1-24 25-4 
$10.40 $9.67 
50-99 100 + 
$8.94 $8.32 


Model No. PE4 
MCX JACK BULKHEAD MOUNT 
MOUNTING HOLE B01 


Model No. PE4879 
MCX PLUG, RIGHT ANGLE 
CRIMP ATTACHMENT FOR 
RG188-DS & RG316-DS 


am 
fe | 


25-49 
9.77 
100 _+ 
8.40 
Model No. PE4884 


MCX JACK, CRIMP ATTACHMENT 
FOR RG178 & RG196 


Model No. PE4 
MCX JACK, SURFACE MOUNT 


25-49 
7.72 
100 + 
6.64 


Model PE4894 

MCX JACK, 2 HOLE PANEL 
MOUNT, .200" EXTENDED 
DIELECTRIC 

MOUNTING HOLE C03 


Model No. PE4555 
MCX JACK, P.C. MOUNT 
MOUNTING HOLE D04 


1-24 25-49 ] 
$7.25 $6.74 
50- 100 + | 
$6.24 $5.80 


Model No. PE4562 
MCX JACK, CRIMP ATTACHMENT 
FOR RG174, RG188 & RG316 


1-24 825-4 
$12.10 $11.25 
50-99 100 + 
$10.41 $9.68 


Model No. PE4880 
MCX PLUG, CRIMP 
ATTACHMENT FOR RG58 


1-24 25-49 
$10.50 $9.77 
50-99 100 + 
$9.03 $8.40 

Model PE4 


MCX JACK, CRIMP ATTACHMENT 
FOR RG188-DS & RG316-DS 


1-24 25-4 
$10.50 $9.77 
50-99 100 + 
$9.03 $8.40 


Model No. PE4890 
MCX JACK, RIGHT ANGLE 
SURFACE MOUNT 


1-24 © 25-4 
$10.40 $9.67 
50-99 100 + 
$8.94 $8.32 


Model No. PE4895 

MCX JACK, 4 HOLE PANEL 
MOUNT, SOLDER CUP CONTACT 
MOUNTING HOLE A17 


1-24 25.49 
$13.55 $12.60 
50-99 100+ 
$11.65 $10.84 
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Ci =6QMA CONNECTORS 


MANUFACTURED AND TESTED TO QLF SPECIFICATIONS 
QUICK LOCK FORMULA®, THE QLF QUICK LOCK FORMULA® LOGO AND THE QLF® LOGO ARE REGISTERED TRADEMARKS OF HUBER+SUHNER AG AND RADIAL SA. 


SEE PAGE 253 FOR MOUNTING HOLES 


bil ab Gel Fd 

QMA MALE Model No. FITS MIL SPEC AND EQUIVALENT CABLES ATTACHMENT METHOD 1-24 25-49 50-99 100+ 

18 GHz PE44503 RG58, RG141 SOLDER-CRIMP $11.95 $11.11 $10.28 $9.56 

PE44501 RG174, RG188, RG316 SOLDER-CRIMP 11.95 11.11 10.28 9.56 

PE44502 RG316-DS SOLDER-CRIMP 11.95 11.11 10.28 9.56 

PE44496 RG402, PE-SR402AL, PE-SR402FL (.141") SOLDER 10.95 10.18 9.42 8.76 

tl PE44495 RG405, PE-SR405AL, PE-SR405FL (.085") SOLDER 10.95 10.18 9.42 8.76 

QMA MALE PE44506 RG58, RG141 SOLDER-CRIMP 13.95 12.97) 12100 joaecis 

RIGHT ANGLE PE44504 RG174, RG188, RG316 SOLDER-CRIMP 12.95 12.04 11.44 aeege 

18 GHz PE44505 RG316-DS SOLDER-CRIMP 12.95 12.04 11.14 10.36 

PE44498 RG402, PE-SR402AL, PE-SR402FL (.141") SOLDER 13.95 12.97 12.00 11.16 

PE44497 RG405, PE-SR405AL, PE-SR405FL (.085") SOLDER 13.95 | 12:97 0:12:00 welt 

QMA FEMALE PE44509 RG58, RG141 SOLDER-CRIMP 11,95" * 114573983440. 6 9.56 

BULKHEAD PE44507 RG174, RG188, RG316 SOLDER-CRIMP 11295” S11 917 or 0cen 9.56 

PE44508 RG316-DS SOLDER-CRIMP 11.95 11.11 10.28 9.56 

PE44500 RG402, PE-SR402AL, PE-SR402FL (.141") SOLDER 13.95 12.97 12.00 11.16 

PE44499 RG405, PE-SR405AL, PE-SR405FL (.085") SOLDER 13.95 © 12:97 (12:00 |) Side 
eee 

QMA FEMALE PE44510 PCB SURFACE MOUNT 32.95 30.64 28.34 26.36 

18 GHz PE44512 PCB THRU HOLE 7.95 7.39 6.84 6.36 

| ' 

eee 

QMA FEMALE PE44511 PCB SURFACE MOUNT 19.95 18.55 17.16 15.96 

RIGHT ANGLE PE44513 PCB THRU HOLE 14.95 13.90 12.86 11.96 


18 GHz 


fl 


420. ALDI eee 
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C0 SMP CONNECTORS 


SEE PAGE 253 FOR MOUNTING HOLES 


Model No. PE44274 Model No. PE44275 

SMP FEMALE, RIGHT ANGLE SMP FEMALE, RIGHT ANGLE 
SOLDER ATTACHMENT FOR SOLDER ATTACHMENT FOR 
PE-047SR, PE-SRO47AL & RG405, PE-SR405AL & 


PE-SRO47FL (t | PE-SR405FL il 


Model No. PE44273 
SMP FEMALE, SOLDER 
ATTACHMENT FOR PE-047SR, 
PE-SRO47AL & PE-SRO47FL 


Model_No.PE44348 
SMP MALE, P.C. MOUNT 
MOUNTING HOLE DO03 


Model _No. PE44272 

SMP FEMALE, SOLDER 
ATTACHMENT FOR RG405, 
PE-SR405AL & PE-SR405FL 


1-24 25- 1-24 L24 25aa9 1-24 25-49 1-24 25-49 
$12.95 $12.04 $12.95 $12.04 $17.95 $16.69 $19.01 $17.68 $11.95, %$11511 
¢ 100 + 50-99 100 + + 100 + 


$11.14 $16.35 $10.28 


Model No. PE44481 
SMP MALE, PCB, SMT 
cL eeereenes 


$11.14 $10.36 $15.44 


Model No. PE44482 
SMP MALE, PCB, EDGE MOUNT 


444 
SMP MALE BULKHEAD 
REAR MOUNT FOR RG405, 
PE-SR405AL & PE-SR405FL 


=e 


Model No. PE44480 
SMP MALE, PCB THRU HOLE, _ 


1:24 l 1-24 124 25-49 == 
$20.95 $19.48 $15.95 $14.83 $23.95 $22.27 ) 
a 100 + 50-99 = 100 + 
$18.02 ; $13.72 $20.60 


$19.16 


ta MINI SMP CONNECTORS 


SEE PAGE 253 FOR MOUNTING HOLES 


PE44491 Model PE44492 
MINI SMP FEMALE, 65 GHz MINI SMP FEMALE, 65 GHz 
SOLDER ATTACHMENT FOR SOLDER ATTACHMENT FOR 
PE-047SR, PE-SRO47AL & _—s_ || RG405, PE-SR405AL & [J 
PE-SRO47FL =|= PE~-SR405FL 


Mode] No. _PE44489 

MINI SMP MALE, PCB, 

SURFACE MOUNT, 65 GHz 
om 


M PE444 
MINI SMP MALE, PCB 
EDGE MOUNT, 65 GHz 


—— 


Model No. PE44493 

MINI SMP FEMALE 

RIGHT ANGLE, 65 GHz 

SOLDER ATTACHMENT FOR 
PE-047SR, PE-SRO47AL & 
PE-SRO47FL Tite nfo 


ia ies - | | 

1-24 we oon a 1-24 ? 25-49 [| I 

$21.95 $20.41 $19.95 $18.55 $22.95 $21.34 ha 
50-99 100 + 50-99 100 + - 100 + malin 
$18.87 $17.15 : Sits) 


Model_No. PE44494 

MINI SMP FEMALE 

RIGHT ANGLE, 65 GHz 

SOLDER ATTACHMENT FOR 

RG405, PE-SR405AL & 
PE-SR405FL canal a 


1-24 25-49) | 
$20.95 $19.48 see 


50-99 100+ 
$18.01 $16.76 


NOTES 
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75 OHM BNC CONNECTORS 


SEE PAGE 253 FOR MOUNTING HOLES 


PRICE 

Model_No. ATTACHMENT METHOD 1-24 = 50-99 100 + 
75 OHM PE4597 RG6A/U CLAMP $13.55 $12.60 $11.65 $10.84 
BNC MALE PE4598 RG6A/U CRIMP 13.55 12.60 11.65 10.84 
FOR CABLE PE4599 RG11, RG216 CLAMP 12.50 11.63 10.75 10.00 
ATTACHMENT, PE4600 RG11 CRIMP 12.50 11.63 10.75 10.00 
PE4601 RG59B/U CLAMP 9.95 9.25 8.56 7.96 
PE4602 RG59B/U CRIMP 9.35 8.70 8.04 7.48 
eae Pay £44577 (oc-3cuz) MINI-RG59, PE-BYR940, BELDEN 1855A COMPRESSION 9.95 9.25 >98156 -aeeLes 
PE4603 RG179, RG187 CLAMP 9.35 8.70 8.04 7.48 
PE4604 RG179, RG187 CRIMP 9.50 8.84 8.17 7.60 
PE4633 BELDEN 8218, PE-B8128 CRIMP 9.35 8.70 8.04 7.48 
PE4634 BELDEN 8281, PE-B1828 CRIMP 9.35 8.70 8.04 7.48 
eye PE4605 RG6A/U CLAMP 17.70 16.46 15.22 14.16 
RIGHT ANGLE PE4606 RG11, RG216 CLAMP 20.85 19.39 17.93 16.68 
FOR CABLE PE4607 RG59B/U CLAMP 16.65 15.48 14.32 13.32 
ATTACHMENT PE4608 RG59B/U CRIMP 20.85 19.39 17.93 16.68 
PE4609 RG179, RG187 CLAMP 16.80 15.62 14.45 13.44 
PE4610 RG179, RG187 CRIMP 16.95 15.76 14.58 13.56 
75 OHM PE4611 RG6A/U CLAMP 24.00 22.32 20.64 19.20 
BNC FEMALE PE4612 RG11, RG216 CLAMP 16.65 15:48 “14032 seeaarae 
FOR CABLE PE4613 RG59B/U CLAMP 11.45 10.65 9.85 9.16 
ATTACHMENT PE4614 RG59B/U CRIMP 11.45 10.65 9.85 9.16 
PE4615 RG179, RG187 CLAMP 13.40 12.46 '-11.52) Sie 
PE4616 RG179, RG187 CRIMP 11.45 10.65 9.85 9.16 

75 OHM 
BNC FEMALE PE4635 RG6A/U CLAMP 16.65 15.48 14,32’ 13.32 
BULKHEAD PE4636 RG11, RG216 CLAMP 20.85 19.39 17.93 16.68 
FOR CABLE PE4637 RG59B/U CLAMP 13.55 12.60 11.65 10.84 
ATTACHMENT PE4638 RG59B/U CRIMP 17.99 16.73 15.47 14.39 
PE4639 RG179, RG187 CLAMP 13.70,..12,74 2968 40K 
PE4640 RG179, RG187 CRIMP 13.55 12.60 11.65 10.84 
PE4641 BELDEN 8218, PE-B8128 CRIMP 15.60 14.51 13.42 12.48 
PE4642 BELDEN 8281, PE-B1828 CRIMP 15.60 14.51 13.42 12.48 


Model No. PE4617 
75 OHM BNC FEMALE, PANEL 
MOUNT, SOLDER CUP CONTACT 


#3-56 TAPPED HOLES 
MOUNTING HOLE A03 
1-24 25-49 
$8.30 fate 
30-99 


$7.14 


alia 


ee 
a 
ee 


Model No. PE4622 
75 OHM BNC FEMALE 
RIGHT ANGLE BULKHEAD 
SOLDER CUP CONTACT 
MOUNTING HOLE B13 


$18.75 i 7 
30-99 
$16.13 rie 00 


rae ya OHM BNC MALE BULKHEAD 
MOUNT, SOLDER CUP CONTACT 
MOUNTING HOLE B04 [i 


1-24 25-49 
$12.50 $11.63 4-5 
50-99 i Ne 
$10.75 $10.00 


USE MOUNTING HOLE B06 


Model PE4 

75 OHM BNC FEMALE, PANEL 
MOUNT, TURRET TERMINAL 
MOUNTING HOLE A07 


$10.75 


Model No, PE4623 
75 OHM BNC FEMALE, PANEL 
MOUNT, CLAMP ATTACHMENT 
FOR RG59B/U 

MOUNTING HOLE A03 


75 OHM BNC FEMALE 

RIGHT ANGLE, PANEL MOUNT 
SOLDER CUP CONTACT 
MOUNTING HOLE A16 


$18.83 


Model _N PE4 

75 OHM BNC FEMALE 
BULKHEAD MOUNT FOR UP TO 
1/8" PANEL THICKNESS 
SOLDER CUP CONTACT 
MOUNTING HOLE B05 


75 OHM BNC FEMALE 
BULKHEAD, FRONT MOUNT 
HERMETICALLY SEALED 
MOUNTING HOLE B04 


$18.75 


$16.13 


] 
75 OHM BNC FEMALE 
BULKHEAD, ISOLATED GROUND 
SOLDER CUP CONTACT 
MOUNTING HOLE B06 


$12.50 


$10.75 


Model No. PE4620 

75 OHM BNC FEMALE 
BULKHEAD MOUNT FOR UP TO 
1/4" PANEL THICKNESS 


SOLDER CUP CONTACT 
MOUNTING HOLE B04 

PE4 
75 OHM BNC MALE, PANEL 
MOUNT, SOLDER CUP CONTACT 


MOUNTING HOLE A07 
1-24 
$13.55 : 
50-99 


$11.65 


Model No. PE4630 
75 OHM BNC FEMALE, PANEL 
MOUNT, SOLDER CUP CONTACT 


MOUNTING HOLE A04 


All Products Available Online! www.pasternack.com 
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Model 

75 OHM BNC FEMALE 
BULKHEAD, REAR MOUNT 
HERMETICALLY SEALED 
MOUNTING HOLE B06 


$15.60 


$13.42 


Model No. PE4626 
75 OHM BNC FEMALE 
BULKHEAD, ISOLATED GROUND 


SOLDER CUP CONTACT 
MOUNTING HOLE B04 
1-24 25-49 
$7.25 $6.74 
50-99 100 + 
$6.24 $5.80 


Mode] No. PE4631 
75 OHM BNC FEMALE 
PANEL MOUNT, 1” SQ. FLANGE 


SOLDER CUP CONTACT 
MOUNTING HOLE A05 
1-24 
$13.55 sz “A 


30-99 


$11.65 ET a 


Free Ground Freight 
Same-Day Shipping 


75 OHM SMB CONNECTORS 


75 OHM M39012 INTERFACE 


SEE PAGE 253 FOR MOUNTING HOLES 
These 75 Ohm SMB connectors will interface with all M39012 75 Ohm SMB connectors. These will NOT 
mate with any 50 Ohm SMB connectors. JACK=MALE contact, PLUG=FEMALE contact 


PRICE 
PLUG, CRIMP Model No. FITS MIL SPEC AND EQUIVALENT CABLE 1-2 25-4 50-99 100+ 
ATTACHMENT PE4472 RG59B/U, RG62 $13.55 $12.60 $11.65 $10.84 
PE4248 RG179, RG187 11.45 10.65 9.85 9.16 
PE4157 RG180, RG195 11.45 10.65 9.85 9.16 
PLUG, CLAMP PE4203 RG59B/U, RG62 12.50 11.63 10.75 10.00 
ATTACHMENT PE4257 RG179, RG187 12.50 11.63 10.75 10.00 
PLUG, RIGHT == PE4251 RG179, RG187 14.60 13.58 12.56 11.68 
ANGLE, CRIMP Or | PE4161 RG180, RG195 14.60 13.58 12.56 11.68 
ATTACHMENT L——= 
, rea PE4264 RG59B/U, R ; : 5 ft 
PLUG, RIGHT Tre! | G59B/U, RG62 14.60 13.58 12.56 11.68 
ANGLE, CLAMP Ut) | PE4265 RG180, RG195 14.60 13.58 12.56 11.68 
ATTACHMENT = 
| | 
JACK, CRIMP PE4253 RG179, RG187 24.95 23.20 21.46 19.96 
ATTACHMENT PE4163 RG180, RG195 13.55 12.60 11.65 10.84 
JACK, CLAMP PE4272 RG59B/U, RG62 15:60 1 14,51.09113.42') 12-48 
ATTACHMENT PE4928 RG179, RG187 15 GU tlds hue wis. 42m 1248 
PE4273 RG180, RG195 915-6014 5 1--913942 612248 
JACK, BULKHEAD __¢ PE4255 RG179, RG187 13,5509 222.60:)) (22.65) 20184 
CRIMP legeges PE4165 RG180, RG195 13.55 12.60 11.65 10.84 
ATTACHMENT 329 C_) 
MOUNTING HOLES B01 
JACK, BULKHEAD PE4280 RG59B/U, RG62 17.70 16.46 15.22 14.16 
CLAMP PE4925 RG179, RG187 17.70% 16.46» 15.22 ) 414016 
ATTACHMENT PE4281 RG180, RG195 17.70 16.46 15.22 14.16 
MOUNTING HOLES B01 
JACK, BULKHEAD Model No. MOUNTING HOLE 
RECEPTACLE, PE4168 REAR MOUNT, F10 10.40 9.67 8.94 8.32 
SOLDER CUP PE4172 FRONT MOUNT, B03 10.40 9.67 8.94 8.32 
CONTACT 
JACK, RIGHT ANGLE 1 aa 
BULKHEAD | | PE4286 FRONT MOUNT, BO3 24.00 22.32 20.64 19.20 
RECEPTACLE, a 
SOLDER CUP = 
CONTACT 
PLUG, BULKHEAD 
RECEPTACLE, PE4290 FRONT MOUNT, B03 20.85 19.39 17.93 16.68 
SOLDER CUP 
CONTACT 
JACK, PRINTED PE4110 p02 9.35 8.70 8.04 7.48 
CIRCUIT ae 
MOUNT 
PLUG, PRINTED 
PYCCHIT. MOUNT PE4368 p02 20.85 19.39 17.93 16.68 
JACK, RIGHT ANGLE = yy PE4179 p02 13.55 12.60 11.65 10.84 
PRINTED CIRCUIT Lj} | 
MOUNT fa 
PLUG, RIGHT ANGLE 
, p02 34.79 32.35 29.92 27.83 
PRINTED CIRCUIT | HAL: 
MOUNT 
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75 OHM SMB "POSITIVE SNAP" CONNECTORS 


WILL MATE TO ALL STANDARD “75 OHM SMB” JACK CONNECTORS 


; 44444 
SMB POSITIVE SNAP, CRIMP 
ATTACHMENT FOR RG180 


d 4444 Model No. PE44446 
SMB POSITIVE SNAP RIGHT SMB POSITIVE SNAP RIGHT 

ANGLE, CRIMP ATTACHMENT FOR | RIGHT, CRIMP ATTACHMENT FOR 
RG179 & RG187 RG180 & RG195 


Model No. PE44442 

SMB POSITIVE SNAP, CRIMP 
ATTACHMENT FOR RG59B/U & 
RG62 


] daa4 
SMB POSITIVE SNAP, CRIMP 
ATTACHMENT FOR RG179 


pS Sn 
meee) 
0,0,0,0,.8) 
4 


1-24 
$19.80 

50-99 
$17.03 


$18.75 $17.44 
50-99 100 + 
$16.13 $15.00 


= 100 + 


$15.22 $14.16 $15.22 $14.16 $17.93 


MINI 75 OHM SMB CONNECTORS 


75 OHM M39012 INTERFACE 
SEE PAGE 253 FOR MOUNTING HOLES 


These Mini 75 Ohm SMB connectors will interface with all M39012 Mini 75 Ohm SMB connectors. These 
will NOT mate with any 50 Ohm SMC connectors. JACK=MALE contact, PLUG=FEMALE contact 


P-R-IsG-E 
A ak a Model No. TS MIL SPEC _AND VALENT CABLE 1-24 25-49 50-99 100+ 
, PE4993 RG179, RG187 $10.40 $9.67 $8.94 $8.32 
ATTACHMENT PE4994 RG59B/U, RG62 12.50 11.63 10.75 10.00 
[Tay re 44588 (oc-3cnz) MINI-RG59, PE-BYR940, BELDEN 1855A 17.95 16.69 15.44 14.36 
PLUG, RIGHT | PE4995 RG179, RG187 12.50 11.63 10:75 10.00 
ANGLE, CRIMP i | | PE4996 RG59B/U, RG62 14.60 13.58 12.56 11.68 


ATTACHMENT i 
JACK, PRINTED PE4997 p09 9.35 8.70 8.04 7.48 
CIRCUIT 
MOUNT 


JACK, RIGHT ANGLE wis PE4998 DO9 13.55 12.60 11.65 10.84 


PRINTED CIRCUIT | 


MOUNT 
JACK, BULKHEAD PE44125 B01 & DO9 11.45 10.65 9.85 9.1 


6 
P.C. MOUNT 
JACK, BULKHEAD PE44128 BO1 & DO9 13.55 12.60 11.65 10.84 
RIGHT ANGLE 
P.C. MOUNT 
JACK, END LAUNCH PE44131 11.45 10.65 9.85 9.16 


FOR .062" THICK 
BOARD, ROUND 
CONTACT 


JACK, END LAUNCH PE44134 11.45 10.65 9.85 9.16 
FOR .042" THICK 

BOARD, ROUND 

CONTACT 


JACK, 2 HOLE PE44141 C07 11.45 10.65 9.85 9.1 
FLANGE, SOLDER 
CUP CONTACT 


a 
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Model No. PE44298 
75 OHM MCX PLUG, CRIMP 
ATTACHMENT FOR RG179 


& RG187 
1-24 25-49 
$9.35 $8.70 
50-99 


4 
75 OHM MCX JACK 
P.C. MOUNT 
MOUNTING HOLE DO08& 


79 OHM MCX CONNECTORS 


SEE PAGE 253 FOR MOUNTING HOLES 


Model _ No. PE44299 

75 OHM MCX PLUG, RIGHT 
ANGLE, CRIMP ATTACHMENT 
FOR RG179 & RG187 


XX] 


Model No. PE44304 

75 OHM MCX JACK, RIGHT 
ANGLE, P.C. MOUNT 
MOUNTING HOLE DO9 


Model PE44 

75 OHM MCX JACK, CRIMP 
ATTACHMENT FOR RG179 

& RG187 


PE4 
75 OHM MCX JACK, END 
LAUNCH FOR .068" THICK 
BOARD, .028" ROUND CONTACT 


Model E44 


75 OHM MCX JACK BULKHEAD 
CRIMP ATTACHMENT FOR RG179 


& RG187 
MOUNTING HOLE B01 


Model No. PE44306 


75 OHM MCX JACK BULKHEAD 


MOUNTING HOLE B02 


pal te OHM MCX JACK, 


SURFACE MOUNT fE 


1-24 
$9.35 $6.70 
50-99 100 + 
d $7. 
Model PE44 


75 OHM MCX PLUG, 


P.C. MOUNT 
MOUNTING HOLE D10 
1-2 25.49 
$11.45 $10.65 
50-99 100 + 


1-24 = 25-49 1-24 25-4 
$9.35 $8.70 $11.45 $10.65 
50-99 100 + 50-99 100 + 
$8.04 $7.48 $9.85 $9.16 $9.85 $9.16 
SEE PAGE 253 FOR MOUNTING HOLES Be : 
75 OHM TNC MALE Model No. FITS MIL SPEC AND EQUIVALENT CABLE ATTACHMENT METHOD 1-24 25-49 50-99 100+ 
FOR CABLE PE44161 RG6A/U CLAMP $15.75 $14.65 $13.55 $12.60 
ATTACHMENT EKER) PE44162 RG6A/U CRIMP 15.60000614.51 $113.42: | 412748 
RESIS acetee PE44163 RG11, RG216 CLAMP 14,600013.58. 12.56 111168 
eetetcectetees PE44164 RG11 CRIMP 14.60 13.58 12.56 11.68 
— PE44165 RG59B/U CLAMP 10.50 9.77 9.03 8.40 
PE44166 RG59B/U CRIMP 10.50 9.77 9.03 8.40 
PE44167 RG179, RG187 CLAMP 10.50 9.77 9.03 8.40 
CX) PE44168 RG179, RG187 CRIMP 10.50 9.77 9.03 8.40 
75 OHM TNC MALE PE44169 RG6A/U CLAMP 19.801 Oe4 lee 1703015484 
RIGHT ANGLE FOR PE44170 RG11, RG216 CLAMP 27,10yne25,20) 623.314 21.68 
CABLE ATTACHMENT; ——PE44171 RG59B/U CLAMP 23. 04uans21.43" 919.81 | ).18-43 
ce reaaz RG179, RG187 CLAMP 19, 80geenl8 4200 17.03, .05.84 
= ee | 
f N 
75 OHM TNC FEMALE PE44173 RG6A/U CLAMP 19.80 18.41 17.03 15.84 
BULKHEAD FOR CABLE  PE44174 RG11, RG216 CLAMP 27.1098 25.20) 7 23.31 ©2068 
ATTACHMENT PE44175 RG59B/U CLAMP 19:80ee "18.41 17.03 215.84 
PE44176 RG179, RG187 CLAMP 19.80 18.41 17.03 15.84 
MOUNTING HOLE B06 
Model No. PE44178 Model No. PE44179 Model No. PE44180 Model No. PE44181 


Model No. PE44177 
75 OHM TNC FEMALE 
BULKHEAD, SOLDER CUP 
CONTACT 

MOUNTING HOLE B05 


75 OHM TNC FEMALE, PANEL 
MOUNT, #3-56 TAPPED HOLES 
SOLDER CUP CONTACT 
MOUNTING HOLE A03 


75 OHM TNC FEMALE 
BULKHEAD, ISOLATED GROUND 


SOLDER CUP CONTACT 
MOUNTING HOLE B04 


75 OHM TNC FEMALE 
BULKHEAD, SOLDER CUP 
CONTACT 

MOUNTING HOLE B04 


75 OHM TNC FEMALE 
BULKHEAD, ISOLATED GROUND 
SOLDER CUP CONTACT 
MOUNTING HOLE B06 


A=24 = 25-49 1-24 25-49 

$10.40 $9.67 $13.55 $12.60 

$8.94 $8.32 si165 $10.84 
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75 OHM N CONNECTORS 


THESE CONNECTORS WILL NOT MATE WITH STANDARD 50 OHM N CONNECTORS 


SEE PAGE 253 FOR MOUNTING HOLES PRICE 
75 OHM N Model No. M E ATTACHMENT METHOD 1-24 25-49 50-99 100+ 
MALE FOR PE4507 RG6A/U CLAMP $13.55 $12.60 $11.65 $10.84 
CABLE PE4508 RG6A/U CRIMP 14.60 13.58 12.56 11.68 
ATTACHMENT PE4509 RG11, RG144, RG216 CLAMP 13.55 12.60 11.65 10.84 
PE4510 RG11, RG144, RG216 CRIMP 14.60 13.58 12.56 11.68 
PE4511 RG59B/U, RG62 CLAMP 13.55 12.60 11.65 10.84 
PE4512 RG59B/U, RG62 CRIMP 14.60 13.58 12.56 11.68 
PE4513 RG179, RG187 CLAMP 13.70 12.74 11.78 10.96 
PE4656 RG179, RG187 CRIMP 15.60 14.51 13.42 12.48 
75 OHM N PE4514 RG6A/U CLAMP 15.60 14.51 13.42 12.48 
FEMALE FOR |) PEQ515 RG11, RG144, RG216 CLAMP 15.60 ' 14.51 |. 13,42 $0,142.48 
CABLE By] Pe4S16 RG59B/U, RG62 CLAMP 20.85 19.39 17.93 16.68 
ATTACHMENT 
Model No. PE4502 Model No. PE4503 Model No. PE4504 Model No. PE4505 Mode] 
75 OHM N MALE, RIGHT 75 OHM N FEMALE, PANEL 75 OHM N MALE, PANEL 75 OHM N FEMALE BULKHEAD 75 OHM N FEMALE BULKHEAD 
ANGLE, CLAMP ATTACHMENT MOUNT, SOLDER CUP CONTACT | MOUNT, SOLDER CUP CONTACT | FRONT MOUNT, SOLDER CUP FRONT MOUNT, SOLDER CUP 
FOR RG11, RG144 & RG216 MOUNTING HOLE A05 MOUNTING HOLE A05 CONTACT, MOUNTING HOLE GO1 | CONTACT, MOUNTING HOLE F05 
1-24 1-24 25.49 
$24.00 $14.60 : $15.38 $10.40 $9.67 
50-99 50-99 50-99 50-99 100 + 
$20.64 $12.56 $13.23 $8.94 $8.32 
SEE PAGE 253 FOR MOUNTING HOLES PRICE PER PACKAGE 
F MALE Model No. FITS MIL VALENT CA ATTACHMENT METHOD 1-24 25-49 50-99 100+ 
FOR CABLE PE44312 RG6A/U CRIMP **$7.25 $6.74 $6.24 $5.80 
ATTACHMENT PE44313 RG6-CATV CRIMP (3 PIECE) *12.65 11.76 10.88 10.12 
PE44314 RG6A/U TWIST **7 25 6.74 6.24 5.80 
PE44452 RG6-CATV CRIMP **7 25 6.74 6.24 5.80 
PE44315 RG11 CRIMP (3 PIECE) *16.65 15.48 14.32 13.32 
PE44316 RG59B/U, RG62 CRIMP **7 25 6.74 6.24 5.80 
PE44317 RG59B/U, RG62 CRIMP (3 PIECE) **16.65 15.48 14.32 13.32 
PE44318 RG59B/U, RG62 “SOLD IN PACKS OF 5 PC. TWIST **7 25 6.74 6.24 5.80 
PE44319 RG179, RG187 **SOLD IN PACKS OF 10 PC. CRIMP (3 PIECE) **16.65 15.48 14.32 13.32 
F MALE 17) PE44320 RG6-CATV CRIMP *13.55 12.60 11.65 10.84 
RIGHT ANGLE =i | PE44321 RG6-CATV TWIST *13.55 12.60 11.65 10.84 
FOR CABLE — =F PE44322 RG59B/U, RG62 CRIMP *13.55 12.60 11.65 10.84 
ATTACHMENT = PE44323 RG59B/U, RG62 TWIST *13.55 12.60 11.65 10.84 
4 
eae *SOLD IN PACKS OF 5 PC. . 
F FEMALE PE44324 RG6-CATV, MOUNTING HOLE B04 CRIMP *12.50 11.63 10.75 10.00 
BULKHEAD PE44325 RG59B/U, RG62, MOUNTING HOLE B04 CRIMP *12.50 11.63 10.75 10.00 
FOR CABLE PE44326 RG179, RG187, MOUNTING HOLE G07 CRIMP *12.73. 11.84 10.95 10.18 
ATTACHMENT 


*SOLD IN PACKS OF 5 PC. 


Model No, PE44329 

F FEMALE, 4 HOLE PANEL 
MOUNT, ROUND CONTACT 
MOUNTING HOLE A04 


*SOLD IN PACKS 
OF 5 PIECES* 


M 
F FEMALE BULKHEAD 
FRONT MOUNT, TAB CONTACT 


MOUNTING HOLE G07 
*SOLD IN PACKS 
OF 10 PIECES* 
PRICE PER PACK 

1-24 25-49 
$10.40 $9.67 
50-99 =100 + 
$8.94 $8.32 


] P 
F FEMALE BULKHEAD 
REAR MOUNT, TAB CONTACT 
MOUNTING HOLE B04 


*SOLD IN PACKS 
OF 10 PIECES* 


M N PE44 
F FEMALE BULKHEAD, FRONT 
MOUNT, ROUND CONTACT 
MOUNTING HOLE F05 


*SOLD IN PACKS 
OF 10 PIECES* 


d 
F FEMALE, P.C. MOUNT 
MOUNTING HOLE D13 


*SOLD IN PACKS 
OF 10 PIECES* 


PRI ‘ACK PR ER PA PRICE PER PACK == > PRICE PER PACK 

: : 1-24 25-49 1-24 25.49 
$3.95 $3.67 $18.75 $17.44 $10.40 $9.67 
$3.40 $3.16 $16.13 $15.00 $8.94 $8.32 


] 

F FEMALE BULKHEAD 

P.C. MOUNT 

MOUNTING HOLE D14 
*SOLD IN PACKS 
OF 5) PIECES* i) 


a 


] 
F FEMALE BULKHEAD 

RIGHT ANGLE, P.C. MOUNT 
MOUNTING HOLES D11, B04 


Model No, PE44333 

F FEMALE, RIGHT ANGLE 
P.C. MOUNT 

MOUNTING HOLE D11 


(I 
ve 
PRICE PER PACK | || 
2-24 = =—25-49 i 
$19.24 $17.89 *SOLD IN 


50-99 100 + PACKS OF 5 
$16.55 $15.39 PIECES* 


PLEASE CONTACT OUR ENGINEERING 


DEPARTMENT FOR ALL YOUR SPECIAL 


PRICE PER PACK 


1-24 
$19.80 $18.41 *SOLD IN 
50-99 100 + PACKS OF 5 
$17.03 $15.84 PIECES* 


ee 
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1-24 25-49 
$18.75 $17.44 


REQUIREMENTS AT (800) 727-8376 EXT. 3 


+ 


$15.00 


$16.13 


73 OHM SMC CONNECTORS 


75 OHM M39012 INTERFACE 
SEE PAGE 253 FOR MOUNTING HOLES 


These 75 Ohm SMC connectors will interface with all M39012 75 Ohm SMC connectors. These will NOT 
mate with any 50 Ohm SMC connectors. JACK=MALE contact, PLUG=FEMALE contact 


PRTC E 
PLUG, CRIMP Model No. FI L_SPE A 1-24 25-49 50-99 100+ 
ATTACHMENT PE4658 RG59B/U, RG62 $13.55 $12.60 $11.65 $10.84 
PE4249 RG179, RG187 11.45 10.65 9.85 9.16 
PE4158 RG180, RG195 11.45 10.65 9.85 9.16 
PLUG, CLAMP PE4258 RG59B/U, RG62 12.50 11.63 10.75 10.00 
ATTACHMENT PE4259 RG179, RG187 14.95 13.90 12.86 11.96 
PLUG, RIGHT PE4252 RG179, RG187 14.60 13.58 12.56 11.68 
ANGLE, CRIMP PE4162 RG180, RG195 14.60 13.58 12.56 11.68 
ATTACHMENT 
Peep en) PE4266 RG59B/U, RG62 14.60 13.58 12.56 11.68 
ANGLE, CLAMP PE4267 RG180, RG195 14.60 13.58 12.56 11.68 
ATTACHMENT 
JACK, CRIMP PE4254 RG179, RG187 13.55 12.60 11.65 10.84 
ATTACHMENT PE4164 RG180, RG195 13.55 12.60 11.65 10.84 
JACK, CLAMP PE4274 RG59B/U, RG62 15.60 14.51 13.42 12.48 
ATTACHMENT PE4929 RG179, RG187 15.60 14.51 13.42 12.48 
PE4275 RG180, RG195 1560001 14.51 ..13.42. 12.48 
JACK, BULKHEAD PE4256 RG179, RG187 13 e55 624 12.60 4 1165 10.84 
CRIMP PE4166 RG180, RG195 135540 12.60 | 11.65 10.84 
ATTACHMENT MOUNTING HOLES B01 
JACK, BULKHEAD PE4282 RG59B/U, RG62 17270: 16.46) 15:22) 14.16 
CLAMP PE4906 RG179, RG187 17 70408 16.46) 15.22, 14.16 
ATTACHMENT PE4283 RG180, RG195 17.70 16.46 15.22 14.16 
MOUNTING HOLES B01 
JACK, BULKHEAD Model No. MOUNT HOL 
RECEPTACLE, PE4169 REAR MOUNT, B03 10.40 9.67 8.94 8.32 
SOLDER CUP PE4173 FRONT MOUNT, B03 10.40 9.67 8.94 8.32 
CONTACT 
JACK, RIGHT ANGLE | ml | PE4287 FRONT MOUNT, B03 24.00 22.32 20.64 19.20 
BULKHEAD ee 
RECEPTACLE, -—s 
SOLDER CUP S 
CONTACT U 
PLUG, BULKHEAD PE4291 FRONT MOUNT, BO3 20.85 19.39 17.93 16.68 
RECEPTACLE, 
SOLDER CUP 
CONTACT 
JACK, PRINTED — Thre PE4176 p02 9.35 8.70 8.04 7.48 
CIRCUIT on ill r 
MOUNT __| HW 


PLUG, PRINTED PE4369 D02 20.85 19.39 17.93 16.68 
CIRCUIT MOUNT a4 


JACK, RIGHT ANGLE 
PRINTED CIRCUIT | 


~ 

| 

MOUNT =] 
HA 


PLUG, RIGHT ANGLE 
PRINTED CIRCUIT PE4293 D02 24.00 22.32 20.64 19.20 
MOUNT 
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PE4180 D02 13.55 12.60 11.65 10.84 


90 OHM REVERSE POLARITY BNC CONNECTORS 


MEETS FCC PART 15.203 REQUIREMENTS 


SEE PAGE 253 FOR MOUNTING HOLES PRICE 
REVERSE POLARITY Model No. F PEC A ATTACHMENT METHOD 1-24 =625-49 50-99 100 + 
BNC MALE FOR CABLE PE4711 RG8, RG9, RG213, RG214, RG225, RG393 CLAMP $14.60 $13.58 $12.56 $11.68 
ATTACHMENT PE4712 RG8, RG213 CRIMP 15.75 14.65 13.55 12.60 
PE4713 RG9, RG214 CRIMP 15.60 14.51 13.42 12.48 
PE4714 RG55, RG58, RG141, RG142, RG223, RG400 CLAMP 8.30 7.72 7.14 6.64 
PE4715 RG55, RG141, RG142, RG223, RG400 CRIMP 8.40 7.81 7.22 6.72 
PE4716 RG58 CRIMP 8.30 WsiZ 7.14 6.64 
PE4717 RG59B/U, RG62 CLAMP 9.35 8.70 8.04 7.48 
PE4718 RG59B/U, RG62 CRIMP 8.30 dade 7.14 6.64 
PE4719 RG174, RG188, RG316 CLAMP 12.50 11.63 10.75 10.00 
PE4720 RG174, RG188, RG316 CRIMP 14.60 13.58 12.56 11.68 
PE4721 RG178, RG196 CLAMP 14.75 ieee? 12.69 11.80 
PE4722 RG402, PE-SR402AL, PE-SR402FL (.141" SEMI-RIGID) SOLDER/CLAMP 16.80 15.62 14.45 13.44 
PE4723 RG402, PE-SR402AL, PE-SR402FL (.141" SEMI-RIGID) SOLDER 19.80 18.41 17.03 15.84 
PE4724 RG405, PE-SR405AL, PE-SR405FL (.085" SEMI-RIGID) SOLDER/CLAMP 16.80 15.62 14.45 13.44 
PE4725 RG405, PE-SR405AL, PE-SR405FL (.085" SEMI-RIGID) SOLDER 20.00 18.60 17.20 16.00 
PE4726 BELDEN 9913, BELDEN 9914, PE-B3199, PE-B4199 CLAMP 15.60 14.51 13.42 12.48 
REVERSE POLARITY PE4727 RG8, RG9, RG213, RG214, RG225, RG393 CLAMP 24.00 22.32 20.64 19.20 
BNC MALE, RIGHT PE4728 RG55, RG58, RG141, RG142, RG223, RG400 CLAMP 18.75 17.44 16.13 15.00 
ANGLE FOR CABLE PE4729 RG55, RG141, RG142, RG223, RG400 CRIMP 16.80 15.62 14.45 13.44 
ATTACHMENT PE4730 RG58 CRIMP 16.65 15.48 14.32 13.32 
= PE4731 RG59B/U, RG62 CLAMP 19.80 18.41 17.03 15.84 
PE4732 RG174, RG188, RG316 CLAMP 16.80 15.62 14.45 13.44 
PE4733 RG174, RG188, RG316 CRIMP 17.70 16.46 ib.ze 14.16 
PE4734 RG178, RG196 CLAMP 20.00 18.60 17.20 16.00 
REVERSE POLARITY PE4735 RG8, RG9, RG213, RG214, RG225, RG393 CLAMP 24.00 22532 20.64 19.20 
BNC FEMALE FOR PE4736 RG55, RG58, RG141, RG142, RG223, RG400 CLAMP 10.40 9.67 8.94, 8.32 
CABLE ATTACHMENT PE4737 RG55, RG141, RG142, RG223, RG400 CRIMP 10.50 Le 9.03 8.40 
PE4738 RG58 CRIMP 10.40 9.67 8.94 8.32 
PE4739 RG59B/U, RG62 CRIMP 11.45 10.65 9.85 9.16 
PE4740 RG59B/U, RG62 CLAMP 11.45 10.65 9.85 9.16 
PE4741 RG174, RG188, RG316 CLAMP 12.65 11.76 10.88 10.12 
PE4742 RG174, RG188, RG316 CRIMP 12.50 11.63 10.75 10.00 
PE4743 RG178, RG196 CLAMP 13.70 12.74 11.78 10.96 
PE4744 RG402, PE-SR402AL, PE-SR402FL (.141" SEMI-RIGID) SOLDER/CLAMP 16.80 15.62 14.45 13.44 
PE4745 RG405, PE-SR405AL, PE-SR405FL (.085" SEMI-RIGID) SOLDER/CLAMP 16.80 15.62 14.45 13.44 
REVERSE POLARITY PE4746 RG55, RG58, RG141, RG142, RG223, RG400 CLAMP 14.60 13.58 12.56 11.68 
BNC FEMALE PE4747 RG55, RG141, RG142, RG223, RG400 CRIMP 14.75 ase 12.69 11.80 
BULKHEAD FOR CABLE PE4748 RG58 CRIMP 14.60 13.58 12.56 11.68 
ATTACHMENT PE4749 RG59B/U, RG62 CLAMP 16.65 15.48 14.32 13.32 
q PE4750 RG59B/U, RG62 CRIMP 16.65 15.48 14.32 13.32 
PE4751 RG174, RG188, RG316 CLAMP 16.80 15.62 14.45 13.44 
PE4752 RG174, RG188, RG316 CRIMP 16.65 15.48 14.32 13.32 
PE4753 RG178, RG196 CLAMP 16.80 15.62 14.45 13.44 
PE4754 RG402, PE-SR402AL, PE-SR402FL (.141" SEMI-RIGID) SOLDER/CLAMP 20.00 18.60 17.20 16.00 
PE4755 RG405, PE-SR405AL, PE-SR405FL (.085" SEMI-RIGID) SOLDER/CLAMP 20.00 18.60 17.20 16.00 
USE MOUNTING HOLE B06 
Model No, PE4756 d M Model No. P 


Model No. PE4758 

REVERSE POLARITY BNC 
FEMALE BULKHEAD FOR UP TO 
1/4" PANEL THICKNESS 
SOLDER CUP CONTACT 
MOUNTING HOLE B04 


Model No. PE4757 

REVERSE POLARITY BNC 
FEMALE BULKHEAD FOR UP TO 
1/8" PANEL THICKNESS 
SOLDER CUP CONTACT 
MOUNTING HOLE B05 


REVERSE POLARITY BNC 
FEMALE, PANEL MOUNT 


SOLDER CUP CONTACT 
#3-56 TAPPED HOLES 
MOUNTING HOLE A03 
1-24 25-49 
$8.70 

+ 


Model No. PE4761 

REVERSE POLARITY BNC MALE 
BULKHEAD MOUNT, SOLDER 
CUP CONTACT, MOUNTING 


HOLE B04 
1-24 = =—25-49 
$11.45 $10.65 
30-99 100 + 
$9.85 $9.16 


REVERSE POLARITY BNC 
FEMALE, RIGHT ANGLE 
BULKHEAD, SOLDER CUP 
CONTACT, MOUNTING HOLE B13 


REVERSE POLARITY BNC 
FEMALE, RIGHT ANGLE, PANEL 
MOUNT, SOLDER CUP CONTACT 
MOUNTING HOLE A16 


1-24 25-49 1-24 25-49 -24 25-49 
$9.35 $8.70 $17.70 $16.46 $17.70 $16.46 


$8.04 $7.48 $15.22 $14.16 $15.22 $14.16 


Mode] No, PE4763 
REVERSE POLARITY BNC 
FEMALE, PANEL MOUNT 
-125" MOUNTING HOLES 
SOLDER CUP CONTACT 
MOUNTING HOLE A04 


Model No. PE4764 
REVERSE POLARITY BNC 
FEMALE BULKHEAD 
ISOLATED GROUND 
SOLDER CUP CONTACT 
MOUNTING HOLE B06 


Model No, PE4765 

REVERSE POLARITY BNC 
FEMALE, PANEL MOUNT, CLAMP 
ATTACHMENT FOR RG55, RG58, 
RG141, RG142, RG223 & RG400 
#3-56 TAPPED HOLES 

MOUNTING HOLE A03 


Model _No. PE4762 

REVERSE POLARITY BNC MALE 
PANEL MOUNT, SOLDER CUP 
CONTACT ,MOUNTING HOLE A07 


$13.55 $12.60 $12.50 $11.63 $13.55 $12.60 


$11.65 $10.84 $10.75 $10.00 $11.65 $10.84 
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REVERSE POLARITY MCX CONNECTORS 


SEE PAGE 253 FOR MOUNTING HOLES 


Model No, PE44369 Model No. PE44370 PEA Model No. PE44372 Model No. PE44373 
REVERSE POLARITY MCX PLUG | REVERSE POLARITY MC REVERSE POLARITY MCX PLUG | REVERSE POLARITY MCX PLUG | REVERSE POLARITY MCX JACK 
CRIMP ATTACHMENT FOR CRIMP ATTACHMENT FOR © RIGHT ANGLE, CRIMP RIGHT ANGLE, CRIMP BULKHEAD, CRIMP ATTACHMENT 
RG174, RG188 & RG316 RG178 & RG196 ATTACHMENT FOR RG174, ,, | ATTACHMENT FOR RG178 ._ | FOR RG174, RG188 & RG316 
" & RG196 
1:24 25-49 : lixes 1-24 
$10.40 $9.67 : ; $12.50 
50-99 100 + 50-99 
$8.94 $8.32 : $10.75 $10.00 $10.75 
Model No. PE44374 a4 0 ad 
REVERSE POLARITY MCX JACK | REVERSE POLARITY MCX JACK | REVERSE POLARITY MCX JACK | REVERSE POLARITY MCX JACK 
BULKHEAD, CRIMP ATTACHMENT | P.C. MOUNT BULKHEAD, RIGHT ANGLE BULKHEAD, END LAUNCH PLEASE CONTACT OUR 
MOUNTING HOLE DO02 P.C. MOUNT MOUNTING HOLE B01 ENGINEERING 
MOUNTING HOLE DO2 & BO1 DEPARTMENT FOR ALL 
YOUR SPECIAL 
REQUIREMENTS AT 
1-24 1-24 25-49 
$16.65 $11.45 $10.64 (800) 727-8376 EXT. 3 
50-99 50-99 ~~ 100 + 
$14.31 $9.84 $9.16 
PRICE 
Model No. MIL SPE I ATTACHMENT METHOD 1-2 25-49 50-99 100+ 
REVERSE POLARITY PE44472 —s- RGB, RG213 CRIMP $9.95 $9.25 $8.55 $7.96 
N MALE FOR PE44471 —- RGSS, RG141, RG142, RG223, RG400 CRIMP 9.95 9.25 8.55 7.96 
CABLE ATTACHMENT PE44473~—sRGS8B CRIMP 10.95 10.18 9.41 8.76 
PE44474 ~—s- RG214._ & RG393 CRIMP 10°95°"10.18. 19:41 8.76 
PE44470 —- BELDEN 9913 & 9914, PE-B3199, PE-B4199, PE-TOO4RML CRIMP 10.95 10.18 9.41 8.76 
pees Bs) 
see 
REVERSE POLARITY PE44478 —sRGB,_ RG213 CRIMP 15195. 14.83 13.72 12.76 
N FEMALE FOR PE44477 —s RG, _RG214, RG225, RG393 CRIMP 15.95 14.83 13.71 12.76 
CABLE ATTACHMENT PE44475  —s- RGSS, RG141, RG142, RG223, RG4A00 CRIMP 15:95 14.83 13.71 12.76 
PE44476 ~—s GSB CRIMP 15.95 14.83 13.71 12.76 


90 OHM REVERSE POLARITY TNC CONNECTORS 


MEETS FCC PART 15.203 REQUIREMENTS 


SEE PAGE 253 FOR MOUNTING HOLES PRE 
REVERSE POLARITY Model No. FIT PEC AND EQUIVA A ATTACHMENT METHOD 4-24 8=623-49 = «50-99 100 + 
TNC MALE FOR CABLE PE4659 RG8, RG9, RG213, RG214, RG225, RG393 CLAMP $14.60 $13.57 $12.55 $11.68 
ATTACHMENT PE4660 RG8, RG213 CRIMP 15.60 14.50 13.41 12.48 
PE4661 RG9, RG214 CRIMP 15.60 14.50 13.41 12.48 
PE4662 RG55, RG58, RG141, RG142, RG223, RG400 CLAMP B20 771° O97 13,6164 
PE4663 RG55, RG141, RG142, RG223, RG400 CRIMP B30, tn FFL 713 Ue h6 964 
PE4664 RG58 CRIMP S30 ATFs 7. 13M 6264 
PE4665 RG59B/U, RG62 CLAMP 9.35 8.69 8.04 7.48 
PE4666 RG59B/U, RG62 CRIMP 8.30. 7.72. \ @ F513; 9.6.64 
PE4667 RG174, RG188, RG316 CLAMP 12.50 11.62 10.75 10.00 
PE4668 RG174, RG188, RG316 CRIMP 14.60 13.57 12.55 11.68 
PE4669 RG178, RG196 CLAMP 14.60 13.57 12.55 11.68 
PE4670 RG402, PE-SR402AL, PE-SR402FL(.141" SEMI-RIGID) | SOLDER/CLAMP 16.65 15.48 14.31 13.32 
PE4671 RG402, PE-SR402AL, PE-SR402FL(.141" SEMI-RIGID) SOLDER 19.80 18.41 17.02 15.84 
PE4672 RG405, PE-SR405AL, PE-SR405FL(.085" SEMI-RIGID)  SOLDER/CLAMP 16.65 15.48 14.31 13.32 
PE4673 RG405, PE-SR405AL, PE-SR405FL(.085" SEMI-RIGID) SOLDER 19.80 18.41 17.02 15.84 
PE4674 BELDEN 9913, BELDEN 9914, PE-B3199, PE-B4199 CLAMP 15.60 14.50 13.41 12.48 
REVERSE POLARITY PE4675 RGB, RG9, RG213, RG214, RG225, RG393 CLAMP 24.00 22.32 20.64 19.20 
TNC MALE, RIGHT ANGLE  PE4676 RG55, RG58, RG141, RG142, RG223, RG400 CLAMP 18.75 17.43 16.12 15.00 
FOR CABLE , -PE4677 RG55, RG141, RG142, RG223, RG400 CRIMP 16.65 15.48 14.31 13.32 
ATTACHMENT PE4678 RG58 CRIMP 16.65 15.48 14.31 13.32 
PE4679 RG59B/U, RG62 CLAMP 19.80 18.41 17.02 15.84 
PE4680 RG174, RG188, RG316 CLAMP 16.65 15.48 14.31 13.32 
PE4681 RG174, RG188, RG316 CRIMP 17.70 16.46 15.22 14.16 
PE4682 RG178, RG196 CLAMP 19.80 18.41 17.02 15.84 


SEE NEXT PAGE FOR MORE PRODUCTS 
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50 OHM REVERSE POLARITY TNC CONNECTORS (conta) 
MEETS FCC PART 15.203 REQUIREMENTS 
SEE PAGE 253 FOR MOUNTING HOLES 


PRICE 
Model No. FITS MI AND EQUIVALENT CABLE ATTACHMENT METH 1-24 §©25-49 2 100 + 
REVERSE POLARITY PE4683 RG8, RG9, RG213, RG214, RG225, RG393 CLAMP $24.00 $22.32 $20.64 $19.20 
TNC FEMALE FOR PE4684 RG55, RG58, RG141, RG142, RG223, RG400 CLAMP 10.40 9.67 8.94 8.32 
CABLE ATTACHMENT PE4685 RG55, RG141, RG142, RG223, RG400 CRIMP 10.40 9.67 8.94 8.32 
PE4686 RG58 CRIMP 10.40 9.67 8.94 8.32 
PE4687 RG59B/U, RG62 CRIMP 11.45 10.64 9.84 9.16 
PE4688 RG59B/U, RG62 CLAMP 11.45 10.64 9.84 9.16 
PE4689 RG174, RG188, RG316 CLAMP 12.50 11.62 10.75 10.00 
PE4690 RG174, RG188, RG316 CRIMP 12.50 6:11.62 “8.40.75 Pest0200 
PE4691 RG178, RG196 CLAMP 13.55 12.60 11.65 10.84 
PE4692 RG402, PE-SR402AL, PE-SR402FL(.141" SEMI-RIGID) | SOLDER/CLAMP 16.65 15.48 14.31 13.32 
PE4693 RG405, PE-SR405AL, PE-SR405FL(.085" SEMI-RIGID) | SOLDER/CLAMP 16.65 15.48 14.31 13.32 
REVERSE POLARITY PE4694 RG55, RG58, RG141, RG142, RG223, RG400 CLAMP 14.60 13.57. 12.55 11.68 
TNC FEMALE PE4695 RG55, RG141, RG142, RG223, RG400 CRIMP 13.55 12.60 11.65 10.84 
BULKHEAD FOR = PE4696 RG58 CRIMP 14.60 URW 12.55 11.68 
CABLE ATTACHMENT PE4697 RG59B/U, RG62 CLAMP 16.65 15.48 14.31 13.32 
PE4698 RG59B/U, RG62 CRIMP 16.65, "'15:48 414.31 \galaea2 
PE4699 RG174, RG188, RG316 CLAMP 16.65 15.48 14.31 13.32 
PE4700 RG174, RG188, RG316 CRIMP 16.65 ‘15248 94-1423] Seelgao2 
PE4701 RG178, RG196 CLAMP 16.65 15.48 14.31 13.32 
PEA702 RG402, PE-SR402AL, PE-SR402FL(.141" SEMI-RIGID) | SOLDER/CLAMP 19.80 18.41 17.02 15.84 
PE4703 RG405, PE-SR405AL, PE-SR405FL(.085" SEMI-RIGID) | SOLDER/CLAMP 19.80 18.41 17.02 15.84 


USE MOUNTING HOLE B06 


] PE4 
REVERSE POLARITY 

TNC FEMALE, PANEL MOUNT 
SOLDER CUP CONTACT 
MOUNTING HOLE A03 


Model 

REVERSE POLARITY 

TNC MALE, PANEL MOUNT 
SOLDER CUP CONTACT 
MOUNTING HOLE A07 ee St 


Model PE4704 
REVERSE POLARITY 

TNC FEMALE BULKHEAD 
SOLDER CUP CONTACT 

MOUNTING HOLE B05 


Model No. PE4706 
REVERSE POLARITY 
TNC FEMALE BULKHEAD 
SOLDER CUP CONTACT 
MOUNTING HOLE B04 


Model No. PE4707 
REVERSE POLARITY 
TNC FEMALE BULKHEAD 
ISOLATED GROUND 
SOLDER CUP CONTACT 
MOUNTING HOLE B06 


1-24 25-4 1-24 1-24 25-49 
$10.40 $9.67 $10.40 $9.67 $12.50 $11.62 
50-99 100+ 50-99 100 + 50-99 100 + 


$8.94 $10.75 $10.00 


REVERSE THREAD SMA CONNECTORS 


MEETS FCC PART 15.203 REQUIREMENTS 
SEE PAGE 253 FOR MOUNTING HOLES 


PRICE 

REVERSE THREAD Model No. FITS MIL SPEC AND EQUIVALENT E ATTACHMENT METHOD 1-24 25-49 50-99 100 + 
SMA MALE PE44182 RG55, RG141, RG142, RG223, RG400 CRIMP $10.40 $9.67 $8.94 $8.32 
FOR CABLE PE44183 RG58 CRIMP 10.50 9.77 9.03 8.40 
ATTACHMENT PE44184 RG174, RG188, RG316 CRIMP 10.40 9.67 8.94 8.32 

PE44185 RG178, RG196 CRIMP 15.60 14.51 13.42 12.48 
REVERSE THREAD | PE44186 RG55, RG141, RG142, RG223, RG400 CRIMP 15.60 14.51 13.42 12.48 
SMA MALE PE44187 RG58 CRIMP 15.75 14.65 13.55 12.60 
RIGHT ANGLE PE44188 RG174, RG188, RG316 CRIMP 18:75 317.44. 16-13 se eaon 
FOR CABLE PE44189 RG178, RG196 CRIMP 19.80 18.41 17.03 15.84 
ATTACHMENT 
SMAI eer: PE44190 RG55, RG141, RG142, RG223, RG400 CRIMP 12.50 11.63 10.75 10.00 
FOR CABLE PE44191 RG58 CRIMP 12-65 11.76 910.88 yo dede 
ATTACHMENT PE44192 RG174, RG188, RG316 CRIMP 13.55 12.60 11.65 10.84 

PE44193 RG178, RG196 CRIMP 18.75 17.44 16.13 15.00 
REVERSE THREAD PE44194 RG55, RG141, RG142, RG223, RG400 CRIMP 15.60 14.51 13.42 12.48 
SMA FEMALE PE44195 RG58 CRIMP 15.75 14.65 13.55 12.60 
BULKHEAD PE44196 RG174, RG188, RG316 CRIMP 16.65. 15.4899 4.32 rissa 
FOR CABLE PE44197 RG178, RG196 CRIMP 20.85 19.39 17.93 16.68 
ATTACHMENT 


d4 odel No. PE44199 1 44 Model No. PE44201 Model 44 
REVERSE THREAD SMA FEMALE REVERSE THREAD SMA FEMALE REVERSE THREAD SMA FEMALE REVERSE THREAD SMA FEMALE REVERSE THREAD SMA FEMALE 

P.C. MOUNT RIGHT ANGLE, P.C. MOUNT 4 HOLE PANEL MOUNT END LAUNCH FOR .062" THICK | END LAUNCH FOR .062" THICK 
MOUNTING HOLE DO1 MOUNTING HOLE DO1 SOLDER CUP CONTACT BOARD, .030" ROUND CONTACT | BOARD, TAB CONTACT .020" X 


MOUNTING HOLE AO1 -010" 
1-24 25-49 1-24 25-49 1-24 25-49 1-24 25-49 1-24 25.49 
$14.60 $13.58 $17.70 $16.46 $13.55 $12.60 $16.65 $15.48 $16.65 $15.48 
$12.56 $11.68 $15.22 $14.16 $11.65 $10.84 $14.32 $13.32 $14.32 "$13332 
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REVERSE POLARITY SMA CONNECTORS 


MEETS FCC PART 15.203 REQUIREMENTS 


REVERSE POLARITY SEE PAGE 253 FOR MOUNTING HOLES PRICE 
SMA MALE FOR CABLE Model No. FITS MIL SPEC AND EQUIVALENT CABLES ATTACHMENT METHOD 1-24 25-49» 50-99 100 + 
ATTACHMENT PE4766 RG55, RG58, RG141, RG142, RG223, RG400 CLAMP $19.80 $18.41 $17.03 $15.84 
PE4767 RG55, RG141, RG142, RG223, RG400 CRIMP 11.45 10.65 9.85 9.16 
PE4768 RG55, RG58, RG141, RG142, RG223, RG400 SOLDER 11.55 10.74 9.93 9.24 
PE4769 RG58 CRIMP 11.55 10.74 9.93 9.24 
PE4770 RG174, RG188, RG316 CLAMP 19.80 18.41 17.03 15.84 
PE4771 RG174, RG188, RG316 CRIMP 11.45 10.65 9.85 9.16 
PE4772 RG174, RG188, RG316 SOLDER 11.55 10.74 9.93 9.24 
PE4773 RG178, RG196 CLAMP 20.85 19.39 17.93 16.68 
PEA774 RG178, RG196 CRIMP 15.60 14.51 13.42 12.48 
PE4775 RG178, RG196 SOLDER 15.75 14.65 13.55 12.60 
PE4776 RG180, RG195 CLAMP 14.60 13.58 12.56 11.68 
PEQ777 RG180, RG195 CRIMP 14.60 13.58 12.56 11.68 
PEA778 RG402, PE-SR402AL, PE-SR402FL (.141" SEMI-RIGID) SOLDER OFi5) 8.70. © 8.04; amar .48 
PEA779 RG405, PE-SR405AL, PE-SR405FL (.085" SEMI-RIGID) SOLDER 9.35 8.70 8.04 7.48 
REVERSE POLARITY PE4780 RG55, RG58, RG141, RG142, RG223, RG400 CLAMP 20.85 19.39 17.93 16.68 
SHA MALE, RIGHT PE4781 RG55, RG141, RG142, RG223, RG400 CRIMP 15.60 14.51 13.42 12.48 
NCLECEOE CABLE PE4782 RG55, RG58, RG141, RG142, RG223, RG4OO SOLDER 15.75 14.65 13.55 12.60 
(eae he PE4783 RG58 CRIMP 15.75 14.65 13.55 12.60 
PE4784 RG174, RG188, RG316 CLAMP 20.85 19.39 17.93 16.68 


PE4785 RG174, RG188, RG316 CRIMP 16.65 15.48 14.32 13.32 
PE4786 RG174, RG188, RG316 SOLDER 15.75 14.65 13.55 12.60 
PE4787 RG178, RG196 CLAMP 15.60 14.51 13.42 12.48 
PE4788 RG178, RG196 CRIMP 19.80 18.41 17.03 15.84 
PE4789 RG178, RG196 SOLDER 19.80 18.41 17.03 15.84 
PE4790 RG402, PE-SR402AL, PE-SR402FL (.141" SEMI-RIGID) SOLDER 20.85 19.39 L793 16.68 
PE4791 RG405, PE-SR405AL, PE-SR405FL (.085" SEMI-RIGID) SOLDER 20.85 19.39 17.93 16.68 


REVERSE POLARITY PE4792 RG55, RG58, RG141, RG142, RG223, RG400 CLAMP 18.75 17.44 16.13 15.00 
SMA FEMALE FOR PE4793 RG55, RG141, RG142, RG223, RG400 CRIMP 13.55 12.60 11.65 10.84 
CABLE ATTACHMENT PE4794 RG55, RG5S8, RG141, RG142, RG223, RG400 SOLDER 13.70 12.74 11.78 10.96 
PE4795 RG58 CRIMP 13.70 12.74 11.78 10.96 
PE4796 RG174, RG188, RG316 CLAMP 18.75 17.44 16.13 15.00 
PE4797 RG174, RG188, RG316 CRIMP 13.55 12.60 11.65 10.84 
PE4798 RG174, RG188, RG316 SOLDER 13.70 12.74 11.78 10.96 
PE4799 RG178, RG196 CRIMP 18.75 17.44 16.13 15.00 
PE4850 RG178, RG196 CLAMP 18.75 17.44 16.13 15.00 
PE4851 RG178, RG196 SOLDER 18.95 17.62 16.30 15.16 
PE4852 RG402, PE-SR402AL, PE-SR402FL (.141" SEMI-RIGID) SOLDER 11.45 10.65 9.85 9.16 
PE4853 RG405, PE-SR405AL, PE-SR405FL (.085" SEMI-RIGID) SOLDER 11.45 10.65 9.85 9.16 
REVERSE POLARITY PE4854 RG55, RG58, RG141, RG142, RG223, RG400 CLAMP 19.80 18.41 17.03 15.84 
SMA FEMALE PE4855 RG55, RG141, RG142, RG223, RG400 CRIMP 15.60 14.51 13.42 12.48 
BULKHEAD FOR CABLE PE4856 RG55, RG58, RG141, RG142, RG223, RG400 SOLDER 15.75 14.65 13.55 12.60 
ATTACHMENT 23 PE4857 RG58 CRIMP 15.75 14.65 13.55 12.60 
PE4858 RG174, RG188, RG316 CLAMP 19.80 18.41 17.03 15.84 
PE4859 RG174, RG188, RG316 CRIMP 15.60 14.51 13.42 12.48 
PE4860 RG174, RG188, RG316 SOLDER 15.75 14.65 13.55 12.60 
PE4861 RG178, RG196 CLAMP 20.85 19.39 17.93 16.68 
PE4862 RG178, RG196 CRIMP 20.85 19.39 17.93 16.68 
PE4863 RG178, RG196 SOLDER 21.05 19.58 18.10 16.84 
PE4864 RG402, PE-SR402AL, PE-SR402FL (.141" SEMI-RIGID) SOLDER 12.50 11.63 10.75 10.00 
PE4865 RG405, PE-SR405AL, PE-SR405FL (.085" SEMI-RIGID) | SOLDER 12.50 11.63 10.75 10.00 
USE MOUNTING HOLE B02 


Model PE4 
REVERSE POLARITY SMA 


FEMALE, P.C. MOUNT 
MOUNTING HOLE iss 


LN PE4874 
REVERSE POLARITY SMA 
FEMALE, END LAUNCH FOR 
-062" THICK BOARD 
-030" ROUND CONTACT 


2 


Model PE4 

REVERSE POLARITY SMA 
FEMALE, RIGHT ANGLE, P.C. 
MOUNT, MOUNTING HOLE DO1 


Model No, PE4868 
REVERSE POLARITY SMA 


FEMALE BULKHEAD, REAR 
MOUNT, SOLDER CUP CONTACT 
MOUNTING HOLE B02 


Model No. PE4866 

REVERSE POLARITY SMA 
FEMALE, 4 HOLE PANEL MOUNT 
SOLDER CUP CONTACT 
MOUNTING HOLE AO1 


Model No. PE4867 
REVERSE POLARITY SMA 
FEMALE, 2 HOLE PANEL MOUNT 
SOLDER CUP CONTACT 
MOUNTING HOLE C01 


4 
REVERSE POLARITY SMA 
FEMALE BULKHEAD, FRONT 
MOUNT, SOLDER CUP CONTACT 
MOUNTING HOLE B02 


Model No. PE4873 
REVERSE POLARITY SMA MALE 
P.C. MOUNT 
MOUNTING HOLE DO1 


Model No. PE4872 
REVERSE POLARITY SMA 


FEMALE BULKHEAD, P.C. 
MOUNT, MOUNTING HOLE DO1 
MOUNTING HOLE FO1 


REVERSE POLARITY SMA 
FEMALE BULKHEAD, RIGHT 
ANGLE, P.C. MOUNT 
MOUNTING HOLE DO1 
MOUNTING HOLE FO1 


1-24 25-4 1-24 25-4 1-24 = 25.49 
$10.40 $9.67 $14.60 $13.58 $16.65 $15.48 [] | 
50-99 100 + 50-99 100 + 50-99 100 + 

$8.94 $8.32 $12.56 $11.68 $14.32 
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Model No. PE4050 
BANANA PLUG WITH SOLDER 
TURRET TERMINALS 


BANANA PLUGS 


Model No, PE4089 
BANANA PLUG, CRIMP 
ATTACHMENT FOR RG55, 
RG142, RG223 & RG400 


Model No. PE4301 
BANANA PLUG, CRIMP 
ATTACHMENT FOR RG58 


4 


Model No. PE44145 
BANANA PLUG, CRIMP 
ATTACHMENT FOR RG174, | _ 


RG188 & RG316 


D SUBMINIATURE COAXIAL CONTACTS 


This series of coaxial contacts fits D Subminiature rectangular shells and are interchangeable with contacts manufactured by other companies. 


STRAIGHT RECEPTACLE CRIMP ATTACHMENT SOLDER ATTACHMENT PERSIE G Gs 
Model _ No. Model No. FITS M D V 1-24 25-49 50-99 100 _+ 
PE4837 PE4838 RG55, RG142, RG223, RG400 $8.40 $7.81 $7.22 $6.72 
PE4800 PE4804 RG58, RG141, RG303 7.25 6.74 6.24 5.80 
PE4801 PE4805 RG174, RG187, RG188, RG316 7.25 6.74 6.24 5.80 
PE4802 PE4806 RG178, RG196 Ts25 6.74 6.24 5.80 
PE4803 PE4807 RG180, RG195 125 6.74 6.24 5.80 
PE4839 RG402, PE-SR402AL, PE-SR402FL 9.35 8.70 8.04 7.48 
PE4840 RG405, PE-SR405AL, PE-SR405FL 9.35 8.70 8.04 7.48 
PE4841 PE-047SR, PE-SRO47AL, PE-SRO47FL 10.40 9.67 8.94 8.32 
STRAIGHT PLUG PE4842 PE4843 RG55, RG142, RG223, RG400 10.50 9.77 9.03 8.40 
PE4808 PE4812 RG58, RG141, RG303 9.45 8.79 8.13 7.56 
PE4809 PE4813 RG174, RG187, RG188, RG316 9.45 8.79 8.13 7.56 
PE4810 PE4814 RG178, RG196 9.45 8.79 8.13 7.56 
PE4811 PE4815 RG180, RG195 9.35 8.70 8.04 7.48 
PE4844 RG402, PE-SR402AL, PE-SR402FL 11.45 10.65 9.85 9.16 
PE4845 RG405, PE-SR405AL, PE-SR405FL 11.45 10.65 9.85 9.16 
PE4846 PE-047SR, PE-SRO47AL, PE-SRO47FL 12.50 11.63 10.75 10.00 
RIGHT ANGLE PE4847 PE4848 RG55, RG142, RG223, RG400 10.50 9.77 9.03 8.40 
RECEPTACLE PE4816 PE4820 RG58, RG141, RG303 9.45 8.79 8.13 7.56 
PE4817 PE4821 RG174, RG187, RG188, RG316 9.35 8.70 8.04 7.48 
PE4818 PE4822 RG178, RG196 9°35 8.70 8.04 7.48 
PE4819 PE4823 RG180, RG195 9.35 8.70 8.04 7.48 
PE4849 RG402, PE-SR402AL, PE-SR402FL 13755 12.60 11.65 10.84 
PE44033 RG405, PE-SR405AL, PE-SR405FL 13.55 12.60 11.65 10.84 
PE44034 PE-047SR, PE-SRO47AL, PE-SRO47FL 14.60 13.58 12.56 11.68 
RIGHT ANGLE PE44035 PE44036 RG55, RG142, RG223, RG400 10.50 9.77 9.03 8.40 
PLUG PE4824 PE4828 RG58, RG141, RG303 9°35 8.70 8.04 7.48 
PE4825 PE4829 RG174, RG187, RG188, RG316 9.35 8.70 8.04 7.48 
PE4826 PE4830 RG178, RG196 9.35 8.70 8.04 7.48 
PE4827 PE4831 RG180, RG195 9.35 8.70 8.04 7.48 
PE44037 RG402, PE-SR402AL, PE-SR402FL 16.65 15.48 14.32 13.32 
PE44038 RG405, PE-SR405AL, PE-SR405FL 16.65 15.48 14.32 13532 
PE44039 PE-047SR, PE-SRO47AL, PE-SRO47FL 17.70 16.46 15.22 14.16 


Model No. PE4832 

D SUBMINIATURE STRAIGHT 
RECEPTACLE, PRINTED CIRCUIT MOUNT 
MOUNTING HOLE JO1 


4 


Model No. PE4833 
D SUBMINIATURE STRAIGHT PLUG 
PRINTED CIRCUIT MOUNT 


MOUNTING HOLE JO1 


Model No. PE4834 

D SUBMINIATURE RECEPTACLE, RIGHT 
ANGLE, PRINTED CIRCUIT MOUNT 
MOUNTING HOLE JO1 


Model No. PE4835 

D SUBMINIATURE PLUG, RIGHT 
ANGLE, PRINTED CIRCUIT MOUNT 
MOUNTING HOLE JO1 


$9.35 $8.70 $10.40 $9.67 
50-99 100 + 50-99 100 + 
$8.04 $7.48 $8.94 $8.32 
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Same-Day Shipping 


GR874 CONNECTORS 


Model No. PE4348 
GR874 REBUILD KIT, BODY, 
CONTACT, INSULATOR & 

RETAINING NUT ONLY 


1 PE 
GR874, CRIMP ATTACHMENT 
FOR RG55, RG58, RG141, 
RG142, RG223 & RG400 


Model No, PE4352 
GR874, CRIMP ATTACHMENT 
FOR RG9, RG214, RG225 

& RG393 


1-24 8=©25-4 1-24 25-4 
$55.35 $51.48 ! $26.18 = $55.35 $51.48 
50-99 100 + 50-99 s1000+ 


$22.52 


BNC TWINAX 


SEE PAGE 253 FOR MOUNTING HOLES 


PE4234 
BNC TWINAX PLUG, CRIMP 
ATTACHMENT FOR RG108A/U, 
78 OHM BALANCED 
CABLE OR EQUAL 


Model No, PE4235 
BNC TWINAX JACK, CRIMP 


ATTACHMENT FOR RG108A/U, 
78 OHM BALANCED 
CABLE OR EQUAL 


Model No. PE4236 
BNC TWINAX PLUG, CLAMP 

ATTACHMENT FOR RG108A/U, 
78 OHM BALANCED 
CABLE OR EQUAL 


Model No. PE4237 
BNC TWINAX JACK, CLAMP 


ATTACHMENT FOR RG108A/U, 


78 OHM BALANCED 
CABLE OR EQUAL 


Model No. PE44116 
BNC TWINAX JACK, RIGHT 
ANGLE, P.C. MOUNT 
MOUNTING HOLE HO1 


Model No. PE4238 
BNC TWINAX JACK, BULKHEAD 
SOLDER CUP CONTACT 

MOUNTING HOLE B04 


] PE4 
BNC TWINAX JACK, PANEL 
MOUNT, SOLDER CUP CONTACT 
MOUNTING HOLE A03 


Model No. PE44114 
BNC TWINAX JACK, BULKHEAD 


CLAMP ATTACHMENT FOR 
RG108A/U, 78 OHM BALANCED 
CABLE OR EQUAL 
MOUNTING HOLE B06 1 


Model No. PE44115 
BNC TWINAX JACK, P.C 


MOUNT, MOUNTING HOLE HO1 


$13.55 $12.60 $16.65 
50-99 


$14.32 


3/4"-20 THREADED TWINAX 


SEE PAGE 253 FOR MOUNTING HOLES 


Model No. PE4104 
TWINAX MALE FOR BELDEN 9207 
OR EQUAL CABLE 


Model No. PE4105 
TWINAX FEMALE BULKHEAD 
SOLDER CUP CONTACT 
MOUNTING HOLE B07 


Model No. PE4346 
TWINAX FEMALE FOR BELDEN 9207 


OR EQUAL CABLE 


Model No. PE4347 

TWINAX FEMALE, PANEL MOUNT 
SOLDER CUP CONTACT 
MOUNTING HOLE A05 


0,08 oo) 
"0, 0,0 ,0. 0.0.0. 
Notetetetstatetates| 
Ort 


$13.95 $12.97 
50-99 100 + 


25-49 

$13.58 

50-99 100 + 

$12.00 $11.16 $11.68 
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CONNECTOR FREQUENCY RANGE CHART 
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MINI UHF 
10-32 


I 
BNC TWINAX 


VHF Ku 


Notes: 
BNC-75 Ohm connectors operate up to 1 GHz 


SMB-75 Ohm & Mini SMB-75 Ohm connectors operate up to 4 GHz 
MCX-75 Ohm connectors operate up to 6 GHz 
SMC-75 Ohm connectors operate up to 10 GHz 
N-75 Ohm connectors operate up to 1.5 GHz 
TNC-75 Ohm connectors operate up to 1 GHz 


“anh 3 Al EE Ue A. dn nn lee eee ae 
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INDEX GUIDE TO 
COAXIAL ADAPTERS 


GUIDE: TO LOCATE YOUR ADAPTER, REVIEW THE ADAPTER SELECTION LIST ON THE FOLLOWING PAGE, 
ARRANGED ALPHABETICALLY BY CONNECTOR, TO FIND THE CORRESPONDING PART NUMBER. 
ADAPTERS ARE ARRANGED IN THIS SECTION BY INCREASING PART NUMBER ORDER. 


NOTES: 

(B)= BULKHEAD MOUNT 

(H)= HERMETICALLY SEALED 
(I)= ISOLATED SEALED 
(K)= KNURLED BODY 

(P)= PANEL MOUNT 

(R)= RADIUS RIGHT ANGLE 
(QD)= QUICK DISCONNECT 


SEE THESE NEW PRODUCTS ON PAGE 210! 


Model No. PE9775 Model No. PE9776 
BULLET, SMP FEMALE TO BULLET, SMP FEMALE TO 
SMP FEMALE, 22.4mm LONG SMP FEMALE, 12.6mm LONG 


Model No. PE9774 

SMA MALE QUICK-DISCONNECT 
TO SMA FEMALE 

PRECISION ADAPTER 


Model No. PE9778 Model No. PE9779 
SMP MALE TO SMA FEMALE SMP FEMALE TO SMA FEMALE 
MAX VSWR 1.45:1 @ 26.5 GHz MAX VSWR 1.30:1 @ 18 GHz 
PRECISION ADAPTER PRECISION ADAPTER 


Model No. PE9777 
BULLET, SMP FEMALE TO 
SMP FEMALE 6.45mm LONG 


ut 


P 
BULLET, MINI SMP FEMALE TO 
MINI SMP FEMALE 
5.3mm LONG, 65 GHz 


Model No. PE9781 Model No. PE9782 
MINI SMP MALE TO 2.92mm FEMALE TO 
2.92mm FEMALE MINI SMP FEMALE 
MAX VSWR 1.30:1 @ 40 GHz PRECISION ADAPTER 
PRECISION ADAPTER 
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SMA FEMALE 
SMA MALE 


SMA FEMALE 
SMA MALE 


FEMALE TO FEMALE PRECISION 
FEMALE TO MALE PRECISION 
MALE TO MALE PRECISION 


-4mm FEMALE PRECISION 
-4mm MALE PRECISION 
-92mm FEMALE PRECISION 
-92mm MALE PRECISION 
-5mm FEMALE PRECISION 
-5mm MALE PRECISION 
FEMALE PRECISION 
MALE PRECISION 

SMA FEMALE PRECISION 
SMA MALE PRECISION 
SSMA FEMALE PRECISION 
SSMA MALE PRECISION 


ZZwwnrmnmnrn 


T . 
2.4mm FEMALE PRECISION 
2.4mm MALE PRECISION 
2.92mm FEMALE PRECISION 
2.92mm MALE PRECISION 
3.5mm FEMALE PRECISION 
3.5mm MALE PRECISION 
N FEMALE PRECISION 
N MALE PRECISION 
SMA FEMALE PRECISION 
SMA MALE PRECISION 
SSMA FEMALE PRECISION 
SSMA MALE PRECISION 


FEMALE TO FEMALE PRECISION 
FEMALE TO FEMALE PRECISION (B) 
FEMALE TO MALE PRECISION 

MALE TO MALE PRECISION 


1.85mm FEMALE PRECISION 
1.85mm MALE PRECISION 
2.92mm FEMALE PRECISION 
2.92mm MALE PRECISION 
3.5mm FEMALE PRECISION 
3.5mm MALE PRECISION 
7mm PRECISION 

N FEMALE PRECISION 

N MALE PRECISION 

SMA FEMALE PRECISION 
SMA MALE PRECISON 


1.85mm FEMALE PRECISION 
1.85mm MALE PRECISION 
2.92mm FEMALE PRECISION 
2.92mm MALE PRECISION 
3.5mm FEMALE FRECISION 
3.5mm MALE PRECISION 
7mm PRECISION 

N FEMALE PRECISION 

N MALE PRECISION 

SMA FEMALE PRECISION 
SMA MALE PRECISON 


FEMALE TO FEMALE PRECISION 
FEMALE TO FEMALE PRECISION {8} 
FEMALE TO FEMALE PRECISION 
FEMALE TO FEMALE PRECISION 90° 
FEMALE TO MALE PRECISION 
FEMALE TO MALE PRECISION 90° 
MALE TO MALE PRECISION 

MALE TO MALE PRECISION 90° 


85mm FEMALE PRECISION 

-85mm MALE PRECISION 
4mm FEMALE PRECISION 

-4mm MALE PRECISION 

-5mm FEMALE PRECISION 

3.5mm MALE PRECISION 

7mm PRECISION 

MINI SMP FEMALE PRECISION 

MINI SMP MALE PRECISION 

N FEMALE PRECISION 

N MALE PRECISION 

SSMA FEMALE PRECISION 

SSMA MALE PRECISION 


1, 
1 
2.4mm 
2 
3 


85mm FEMALE PRECISION 

tomy MALE PRECISION 
FEMALE PRECISION 

4mm MALE PRECISION 

5mm FEMALE PRECISION 

3.5mm MALE PRECISION 

7mm PRECISION 

N FEMALE PRECISION 

N MALE PRECISION 

SSMA FEMALE PRECISION 

SSMA MALE PRECISION 


1, 
i. 
2.4mm 
2. 
3. 


FEMALE TO FEMALE PRECISION 
FEMALE TO FEMALE PRECISION 8} 
FEMALE TO FEMALE PRECISION 
FEMALE TO MALE PRECISION 
FEMALE TO MALE PRECISION (B) 
MALE TO MALE PRECISION 

MALE TO MALE PRECISION (B) 
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PE9693 
PE9690 


PE9691 
PE9692 


PE9717 
PE9715 
PE9716 


PE9675 
PE9674 
PE9668 
PE9666 
PE9748 
PE9745 
PE9721 
PE9720 
PE9729 
PE9728 
PE9765 
PE9764 


PE9673 
PE9672 
PE9665 
PE9667 
PE9747 
PE9746 
PE9719 
PE9718 
PE9726 
PE9727 
PE9762 
PE9763 


PE9453 
PE9640 
PE9452 
PE9451 


PE9675 
PE9673 
PE9456 
PE9455 
PE9652 
PE9651 
PE9459 
PE9502 
PE9503 
PE9656 
PE9654 


PE9674 
PE9672 
PE9454 
PE9457 
PE9650 
PE9649 
PE9458 
PE9501 
PE9504 
PE9655 
PE9653 


PE9438 
PE9647 
PE9648 
PE9646 
PE9437 
PE9644 
PE9436 
PE9645 


PE9668 
PE9665 
PE9456 
PE9454 
PE9660 
PE9658 
PE9461 
PE9782 
PE9781 
PE9664 
PE9663 
PE9769 
PE9768 


PE9666 
PE9667 
PE9455 
PE9457 
PE9659 
PE9657 
PE9460 
PE9662 
PE9661 
PE9766 
PE9767 


PE9331 
PE9678 


PE9679 


ADAPTER SELECTION LIST 


ng FEMALE PRECISION 

85mm MALE PRECISION 

— FEMALE PRECISION 
MALE PRECISION 

-92mm FEMALE PRECISION 

2.92mm MALE PRECISION 

7mm PRECISION 

N FEMALE PRECISION 

N MALE PRECISION 

SMA FEMALE PRECISION 

SMA MALE PRECISION 


ie 
1. 
2. 
2.4mm 
2 


1.85mm FEMALE PRECISION 
1.85mm MALE PRECISION 
2.4mm FEMALE PRECISION 
2.4mm MALE PRECISION 
2.92mm FEMALE PRECISION 
2.92mm MALE PRECISION 
7mm PRECISION 

N FEMALE PRECISION 

N MALE PRECISION 

SMA FEMALE PRECISION 
SMA MALE PRECISION 


FEMALE TO FEMALE 

FEMALE TO FEMALE (B) 

T, FEMALE-FEMALE-FEMALE 
T, FEMALE-MALE-FEMALE 


FEMALE TO FEMALE 

FEMALE TO FEMALE (B) 
FEMALE TO MALE 90° 
MALE TO MALE 

T, FEMALE-FEMALE-FEMALE 
T, FEMALE-MALE-FEMALE 


7mm PRECISION 
HN MALE 


N FEMALE 

N MALE 
SMA MALE 
TNC FEMALE 
TNC MALE 


7mm PRECISION 


SMA FEMALE 
TNC FEMALE 
TNC MALE 


2.4mm FEMALE PRECISION 
2.4mm MALE PRECISION 
2.92mm FEMALE PRECISION 
2.92mm MALE PRECISION 
3.5mm FEMALE PRECISION 
3.5mm MALE PRECISION 
7/16 FEMALE PRECISION 
7/16 MALE PRECISION 
BNC FEMALE PRECISION 
BNC MALE PRECISION 

N FEMALE PRECISION 

N MALE PRECISION 

SC FEMALE PRECISION 

SC MALE PRECISION 

SMA FEMALE (P) PRECISION 
SMA FEMALE PRECISION 
SMA MALE PRECISION 
SSMA FEMALE PRECISION 
SSMA MALE PRECISION 
TNC FEMALE PRECISION 
TNC MALE PRECISION 


FEMALE TO FEMALE 
FEMALE TO FEMALE (B) 


BNC FEMALE 
BNC FEMALE (B) 
BNC MALE 


BNC FEMALE 
BNC FEMALE (B) 
BNC MALE 


BNC FEMALE 
BNC MALE 


BNC FEMALE 
BNC MALE 


BNC FEMALE 
BNC MALE 


FEMALE TO FEMALE 
FEMALE TO FEMALE 
FEMALE TO FEMALE 
FEMALE TO FEMALE 
FEMALE TO FEMALE 
FEMALE TO MALE 
FEMALE TO MALE 90° 
MALE TO MALE 

MALE TO MALE 90° 
T, FEMALE-FEMALE-FEMALE 
T, FEMALE-MALE-FEMALE 
T, MALE-FEMALE-FEMALE 


vaOMODw 
~_—_ 
ak 
—— 


PE9748 Y, FEMALE- MALE- FEMALE PE9484 
PE9747 
PE9652 H 
PE9650 75 OHM SMB JACK PE9231 
PE9660 75 OHM SMB PLUG PE9232 
PE9659 75 OHM SMC JACK PE9235 
PE9325 75 OHM SMC PLUG PE9236 
PE9323 7mm PRECISION PE9220 
PE9321 10-32 FEMALE PE9752 
PE9725 10-32 FEMALE (B) PE9754 
PE9723 10-32 MALE PE9753 
10-32 MALE (B) PE9755 
BANANA PLUG DOUBLE PE9008 
PE9745 BANANA PLUG SINGLE PE9175 
PE9746 BINDING POSTS DOUBLE PE9013 
PE9651 C FEMALE PE9537 
PE9649 C FEMALE (B) PE9204 
PE9658 C MALE PE9087 
PE9657 F FEMALE PE9153 
PE9326 F MALE PE9151 
PE9324 GR874 PE9222 
PE9322 HN MALE PE9126 
PE9724 MCX JACK PE9466 
PE9722 MCX JACK (B) PE9520 
MCX PLUG PE9467 
MHV MALE PE9297 
PE9199 MINI UHF MALE PE9342 
PE9373 MMCX JACK PE9516 
PE9224 MMCX PLUG PE9519 
PE9374 N FEMALE PE9206 
N FEMALE (B PE9261 
N FEMALE (B PE9540 
PE9409 N FEMALE (P PE9238 
PE9414 N FEMALE PRECISION PE9492 
PE9410 N MALE PE9002 
PE9555 N MALE (P) PE9388 
PE9556 N MALE 90° PE9278 
PE9557 N MALE PRECISION PE9491 
PHONO PLUG PE9158 
Ary, cent BNC MALE PE9529 
PE9510 SC FEMA PE9571 
PE9559 sc MALE PE9200 
PE9180 SMA FEMALE PE9075 
PE9178 SMA FEMALE (B PE9185 
PE9411 SMA FEMALE (B PE9407 
PE9639 SMA FEMALE PRECISION PE9496 
PE9638 SMA MALE PE9074 
SMA MALE PRECISION PE9495 
SMB JACK PE9136 
PE9509 SMB JACK (B) PE9240 
PE9558 SMB PLUG PE9137 
PE9179 SMB PLUG (B) PE9241 
PE9535 SMC JACK PE9140 
PE9412 SMC JACK (B) PE9108 
PE9636 SMC PLUG PE9141 
PE9637 SSMA MALE PE9250 
SSMB JACK PE9394 
SSMB PLUG PE9395 
PE9459 TNC FEMALE PE9097 
PE9458 TNC FEMALE (B) (H) PE9483 
PE9461 TNC MALE PE9088 
PE9460 TNC MALE 90° PE9783 
PE9325 UHF FEMALE PE9421 
PE9326 UHF MALE PE9004 
PE9510 
PE9509 H 
PE9220 75 OHM SMB JACK PE9229 
PE9221 75 OHM SMB PLUG PE9230 
PE9216 75 OHM SMC JACK PE9233 
PE9217 75 OHM SMC PLUG PE9234 
PE9328 7mm PRECISION PE9221 
PE9329 10-32 FEMALE PE9750 
PE9327 10-32 MALE PE9751 
PE9214 BANANA PLUG DOUBLE PE9009 
PE9215 BINDING POST SINGLE PE9169 
PE9356 BINDING POSTS DOUBLE PE9011 
PE9355 C FEMALE PE9109 
PE9218 C MALE PE9536 
PE9219 F FEMALE PE9150 
F MALE PE9152 
FME JACK PE9711 
PE9756 FME PLUG PE9697 
PE9757 FME PLUG 90° PE9698 
GR874 PE9223 
HN FEMALE PE9129 
PE9752 HN MALE PE9567 
PE9754 MCX JACK PE9468 
PE9750 MCX PLUG PE9469 
MHV FEMALE PE9406 
MINI UHF FEMALE PE9341 
PE9753 MMCX JACK PE9518 
PE9755 MMCX PLUG PE9517 
PE9751 N FEMALE PE9005 
N FEMALE (P) PE9123 
N FEMALE 90° PE9566 
PE9008 N FEMALE PRECISION PE9490 
PE9009 N MALE PE9127 
N MALE 90° PE9565 
N MALE PRECISION PE9489 
PE9175 PHONO JACK PE9171 
REVERSE POLARITY BNC FEMALE PE9530 
SC a PE9568 
PE9169 SMA FEMA\ PE9073 
SMA FEMALE PRECISION PE9494 
SMA MALE PE9072 
PE9013 SMA MALE PRECISION PE9493 
PE9O11 SMB JACK PE9132 
SMB PLUG PE9135 
SMC JACK PE9138 
PE9084 SMC PLUG PE9139 
PE9093 SSMA FEMALE PE9191 
PE9420 SSMA MALE PE9213 
PE9172 SSMB JACK PE9392 
PE9106 SSMB PLUG PE9393 
PE9269 TNC FEMALE PE9098 
PE9085 TNC MALE PE9110 
PE9000 UHF FEMALE PE9107 
PE9758 UHF MALE PE9201 
PE9003 
PE9001 
PE9174 FEMALE TO FEMALE PE9362 


Phone: 949-261-1920 Fax: 949-261-7451 


FEMALE TO FEMALE (B 
FEMALE TO FEMALE (B) (I) 
FEMALE TO FEMALE (P 
FEMALE TO MALE 90° 

MALE TO MALE 

T, FEMALE-MALE-FEMALE 


75 OHM N FEMALE 

75 OHM N MALE 

75 OHM TNC MALE 

MINI 75 OHM SMB JACK 
MINI 75 OHM SMB PLUG 
F FEMALE PRECISION 

F MALE PRECISION 


75 OHM N FEMALE 

75 OHM N MALE 

75 OHM TNC FEMALE 
MINI 75 OHM SMB JACK 
MINI 75 OHM SMB PLUG 
F FEMALE PRECISION 

F MALE PRECISION 


JACK TO JACK 

JACK TO JACK (B) 
PLUG TO JACK 90° 
PLUG TO PLUG 

T, JACK-JACK-JACK 
T, JACK-PLUG-JACK 


FEMALE TO FEMALE 

FEMALE TO FEMALE (B) 
FEMALE TO MALE 90° 

MALE TO MALE 

T, FEMALE-FEMALE-FEMALE 
T, FEMALE-MALE-FEMALE 


T . 
BNC FEMALE 
BNC FEMALE (B) 
BNC MALE 
GR874 
HN MALE 
N FEMALE 
N MALE 
N MALE 90° 
TNC MALE 


BNC FEMALE 
BNC MALE 
HN FEMALE 
HN MALE 
N FEMALE 


N MALE 
TNC FEMALE 


PLUG TO PLUG 
PLUG TO RECEPTACLE 
RECEPTACLE TO RECEPTACLE 


B 
SMA FEMALE 
SMA MALE 


SMA FEMALE 
SMA MALE 


FEMALE TO FEMALE 

FEMALE TO MALE 90° 

FEMALE TO FEMALE (B) 
FEMALE TO FEMALE PRECISION 
MALE TO FEMALE PRECISION 
MALE TO FEMALE PUSH-ON 
MALE TO MALE 

MALE TO MALE PRECISION 


75 OHM BNC FEMALE PRECISION 
75 OHM BNC MALE PRECISION 
75 OHM N FEMALE PRECISION 
75 OHM N MALE 

75 OHM N MALE PRECISION 
BNC FEMALE 

BNC MALE 

N MALE 

PAL JACK 

PAL PLUG 

PHONO JACK 

PHONO PLUG 

UHF FEMALE 

UHF MALE 


75 OHM BNC FEMALE PRECISION 
75 OHM BNC MALE PRECISION 
75 OHM N FEMALE 

75 OHM N FEMALE PRECISION 
75 OHM N MALE PRECISION 

BNC FEMALE 

BNC MALE 

N FEMALE 

PAL JACK 

PAL PLUG 


PLUG TO PLUG 


BNC FEMALE 

BNC MALE 

MINI UHF FEMALE 
MINI UHF MALE 
SMA FEMALE 


PE9363 
PE9366 
PE9367 
PE9361 
PE9364 
PE9365 


PE9371 
PE9369 
PE9631 
PE9619 
PE9617 
PE9744 
PE9743 


PE9368 
PE9370 
PE9630 
PE9618 
PE9616 
PE9741 
PE9742 


PE9375 


PE9208 
PE9186 
PE9293 
PE9300 
PE9294 
PE9207 


PE9537 
PE9204 
PE9109 
PE9301 
PE9296 
PE9539 
PE9124 
PE9239 
PE9562 


PE9087 
PE9536 
PE9212 
PE9579 
PE9295 
PE9538 
PE9564 


PE9688 
PE9687 
PE9689 


PE9422 
PE9425 


PE9423 
PE9424 


PE9164 
PE9166 
PE9734 
PE9761 
PE9759 
PE9160 
PE9159 
PE9760 


PE9744 
PE9741 
PE9740 
PE9396 
PE9737 
PE9153 
PE9150 
PE9155 
PE9634 
PE9635 
PE9168 
PE9163 
PE9167 
PE9165 


PE9743 
PE9742 
PE9397 
PE9739 
PE9738 
PE9151 
PE9152 
PE9389 
PE9632 
PE9633 


PE9696 


PE9712 
PE9711 
PE9710 
PE9709 
PE9708 


Free Ground Freight 
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SMA MALE PE9707 BNC MALE PE9406 7mm PRECISION PE9216 FEMALE TO FEMALE PE9306 
TNC FEMALE PE9714 HN MALE PE9264 BNC FEMALE PE9206 FEMALE TO FEMALE (B) (H PE9416 
TNC MALE PE9713 SHV JACK PE9339 BNC FEMALE (B PE9261 FEMALE TO FEMALE (B) (I PE9417 
SHV PLUG PE9265 BNC FEMALE (B PE9540 FEMALE TO MALE PE9391 
FME PLUG TO: BNC FEMALE (P PE9238 FEMALE TO MALE 90° PE9307 
BNC MALE PE9697 MHV_MALE TO: BNC FEMALE PRECISION PE9492 MALE TO MALE PE9308 
BNC MALE 90° PE9698 BNC FEMALE PE9297 BNC MALE PE9005 
N MALE PE9704 SHV JACK PE9335 BNC MALE (P) PE9123 
MINI UHF MALE PE9705 SHV PLUG PE9340 BNC MALE 90° PE9566 75 OHM N FEMALE TO: 
MINI UHF MALE 90° PE9706 BNC MALE PRECISION PE9490 75 OHM BNC FEMALE PE9371 
SMA FEMALE PE9703 MINI _75 OHM SMB_IN SERIES: C FEMALE PE9539 75 OHM BNC MALE PE9368 
SMA MALE PE9702 JACK TO JACK PE9608 C MALE PE9295 75 OHM SMB JACK PE9583 
TNC MALE PE9699 JACK TO JACK (B) PE9611 F MALE PE9389 75 OHM SMB PLUG PE9585 
TNC MALE 90° PE9700 JACK TO PLUG PE9610 GR874 PE9258 75 OHM SMC JACK PE9587 
UHF MALE PE9701 PLUG TO PLUG PE9609 HN FEMALE PE9360 75 OHM SMC PLUG PE9589 
HN FEMALE (P) PE9553 | 75 OHM TNC FEMALE PE9629 
GR674 IN SERIES; —____...||.|.______| MINI 75 OHM SMB JACK TO; = __s|sHIN MALE PEQ194 | 75 OHM TNC MALE PE9628 
GR874 TO GR874 90° PE9286 75 OHM BNC FEMALE PE9619 LC FEMALE PE9298 F FEMALE PRECISION PE9740 
T, GR874-GR874-GR874 PE9285 75 OHM BNC MALE PE9618 LC MALE PE9237 F MALE PE9397 
75 OHM N FEMALE PE9615 MCX JACK PE9462 F MALE. PRECISION PE9739 
GR874 TO: 75 OHM N MALE PE9614 MCX PLUG PE9463 MINI 75 OHM SMB JACK PE9615 
BNC FEMALE PE9222 75 OHM SMB PLUG PE9736 MINI UHF MALE PE9183 MINI 75 OHM SMB PLUG PE9613 
BNC MALE PE9223 REVERSE POLARITY N MALE PE9770 N MALE PE9349 
C FEMALE PE9301 MINI 75 OHM SMB PLUG TO: REVERSE POLARITY SMA MALE PE9732 
HN FEMALE PE9387 75 OHM BNC FEMALE PE9617 REVERSE POLARITY TNC MALE PE9731 “4 N MALE To: 
HN MALE PE9386 75 OHM BNC MALE PE9616 SC FEMALE PE9292 ae OH -BNC FEMALE PESI65 
N FEMALE PE9258 75 OHM N FEMALE PE9613 SC MALE PE9277 75 OHM BNC MALE PE9370 
N MALE PE9257 75 OHM N MALE PE9612 SMA FEMALE PE9083 75 OHM SMB JACK Proce? 
SMA FEMALE PE9260 75 OHM SMB JACK PE9735 SMA FEMALE (B PE9252 75 OHM SMB PLUG eEesei 
SMA MALE PE9259 SMA FEMALE (B PE9408 75 OHM SHC. JACK pencas 
MINI SMP_IN SERIES: SMA FEMALE (B) PRECISION PE9435 75, OHM SHC -PLUG see 
HN_IN SERIES: FEMALE TO FEMALE PE9780 SMA FEMALE (B) PRECISION PE9486 pe ites tHe FEMALE Scone 
FEMALE TO FEMALE PE9580 SMA FEMALE (P PE9104 peice tae Wa Sroes 
FEMALE TO FEMALE (B) PE9193 MINI SMP FEMALE TO: SMA FEMALE (P) PRECISION PE9434 5 “8 C MALE 3 6 
FEMALE TO MALE PE9576 2.92mm FEMALE PE9782 SMA FEMALE PRECISION PE9432 F FEMALE PE9396 
FEMALE TO MALE 90° PE9205 SMA MALE PE9082 F FEMALE PRECISION PE9737 
MALE TO MALE PE9210 LE TO: SMA MALE (B) PRECISION PEQ487 F MALE PRECISION PE9738 
MALE TO MALE 90° PE9577 2.92mm FEMALE PE9781 SMA MALE (B) PRECISION PE9488 MINI 75 OHM SMB JACK PEQ614 
T, FEMALE-FEMALE-FEMALE PE9574 SMA MALE (P PE9105 MINI 75 OHM SMB PLUG PE9612 
T, FEMALE-MALE-FEMALE PE9575 MINI _UHF IN SERIES: SMA MALE (P) PRECISION PE9497 N FEMALE PE9350 
T, MALE-FEMALE-MALE PE9578 FEMALE TO FEMALE PE9343 SMA MALE PRECISION PE9433 
FEMALE TO MALE 90° PE9347 SMB JACK PE9315 PAL_IN SERIES: 

: T, FEMALE-FEMALE-FEMALE PE9066 SMB PLUG PE9316 JACK TO JACK PE9681 
kG MALE PE9558 T, FEMALE-MALE-FEMALE PE9065 SMC JACK PE9319 PLUG TO PLUG PE9680 
BNC MALE PE9129 SMC PLUG PE9320 
C MALE PE9212 MINI _UHF FEMALE TO: SSMA FEMALE PE9354 PAL_JACK TO: 

GR874 PE9387 BNC MALE PE9341 SSMA MALE PE9353 F FEMALE PE9634 
LC MALE PE9181 FME JACK PE9710 TNC FEMALE PEQ131 F MALE PE9632 
N FEMALE PE9360 N MALE PE9064 TNC FEMALE (B PEQ482 
N FEMALE (P) PE9553 TNC MALE PE9345 TNC FEMALE (P PEQ552 PAL PLUG TO: 
N MALE PE9125 UHF MALE PE9348 TNC FEMALE (P) PRECISION PE9450 F FEMALE PE9635 
SMA FEMALE PE9255 TNC FEMALE PRECISION PE9449 F MALE PE9633 
SMA MALE PE9256 MINI UHF MALE TO: TNC MALE PE9089 
BNC FEMALE PE9342 TNC MALE 90° PE9263 PHONO JACK TO: 

: FME JACK PE9709 TNC MALE PRECISION PE9447 BNC MALE PE9I71 
EG FEMALE PE9559 FME PLUG PE9705 UHF FEMALE PE9385 F FEMALE PE9168 
BNC FEMALE PE9126 FME PLUG 90° PE9706 UHF MALE PEQ112 
BNC MALE PE9567 N FEMALE PEQ183 PHONO PLUG TO: 
C FEMALE PE9296 TNC FEMALE PE9346 N-MALE TO: BNC FEMALE PEQ158 
C MALE PE9579 UHF FEMALE PE9344 1.85mm FEMALE PRECISION PE9720 F FEMALE PE9163 
GR874 PE9386 1.85mm MALE PRECISION PE9718 
LC FEMALE PE9413 MMCX_IN SERIES: 2.4mm FEMALE PRECISION PE9503 REVERSE POLARITY BNC FEMALE TO: 
MHV FEMALE PE9264 JACK TO JACK PE9523 2.4mm MALE PRECISION PE9504 BNC MALE PE9530 
N FEMALE PE9194 JACK TO JACK (B) PE9522 2.92mm FEMALE PRECISION PE9663 
N MALE PE9554 JACK TO PLUG PE9480 2.92mm MALE PRECISION PE9661 REVERSE POLARITY BNC MALE TO: 
SMA FEMALE PE9253 3.5mm FEMALE PRECISION PE9321 BNC FEMALE PE9529 
SMA MALE PE9254 10: 3.5mm MALE PRECISION PE9322 
TNC MALE PE9563 BNC FEMALE PE9516 7/16 FEMALE PE9178 REVERSE POLARITY MCX PLUG TO: 

BNC MALE PE9518 7/16 MALE PE9535 SMA MALE PE9581 
LC_IN SERIES: MCX JACK PE9526 75 OHM N FEMALE PE9349 
FEMALE TO FEMALE PE9419 MCX PLUG PE9528 7mm PRECISION PE9217 REVERSE POLARITY N FEMALE TO: 
FEMALE TO MALE 90° PE9398 SMA FEMALE PE9A77 BNC FEMALE PE9002 N MALE 
MALE TO MALE PE9569 SMA MALE PE9478 BNC FEMALE (P) PE9388 PEO771 
BN 

; 4 SE TELL PRerTaiOn peaser REVERSE POLARITY N FEMALE PE9773 
HN MALE PE9413 BNC FEMALE PE9519 BNC MALE PE9127 R e 
N FEMALE PE9298 BNC MALE PE95i7 BNC MALE Head: PE9S65 REVERSE POLARITY N MALE TQ; ______ FEMALE PEOT70 
N MALE PE9299 MCX JACK 5 BNC MALE P N 

Scat PEata ae pEo124 REVERSE POLARITY N MALE PE9772 
LC MALE TO: SMA FEMALE eeuare : FEMALE 90° eevee VER A 3 
HN FEMALE PE9181 SMA MALE 4 MALE REVERSE POLARITY SMA IN SERIES: ___ 
N FEMALE PE9237 F FEMALE PESADS 1 FeMALe To’ FEMALE-“(E) eeatar 
N-IN SERIES; CT s]sSOFME. PLUG Peg704 | FEMALE TO MALE PE9591 
MCX_IN SERIES: FEMALE TO FEMALE PE9006 GR874 PE9257 FENKLE. TD MALE 90° PESOS 
JACK TO JACK PE9524 FEMALE TO FEMALE (B) (H PEQ128 HN FEMALE PE9125 gaa ia pESEen 
JACK TO JACK (B) PE9474 FEMALE TO FEMALE (B) (H PE9383 HN MALE PEQ554 
JACK TO PLUG PE9479 FEMALE TO FEMALE (B) (I PE9382 LC FEMALE PE9299 : ee 
FEMALE TO FEMALE (B) 90° PEQ541 MCX JACK PEQ464 REVERS SSIES 
: FEMALE TO FEMALE (B) PRECISION PE9500 MCX PLUG PE9465 Beyiece’ poCAity TheroaTE pcpahe 
BNC FEMALE PE9466 FEMALE TO FEMALE (P PEQ173 MINI UHF FEMALE PE9064 Be vecrs! SOtARETY THCTLATE PEDED? 
BNC FEMALE (B) PE9520 FEMALE TO FEMALE (P) PRECISION PE9429 REVERSE POLARITY N FEMALE PE9771 RL MALE prneat 
BNC MALE PE9468 FEMALE TO FEMALE 90° PE9359 REVERSE POLARITY SMA FEMALE PE9733 ae ermale Sena 
MMCX JACK PE9526 FEMALE TO FEMALE PRECISION PE9428 REVERSE POLARITY TNC FEMALE PE9730 eae MALE PEOSOR 
MMCX PLUG PEQ525 FEMALE-FEMALE-FEMALE-FEMALE PE9548 SC FEMALE PE9196 
N FEMALE PE9462 FEMALE-FEMALE-FEMALE-MALE PE9549 SC MALE PE9570 WERE DOLAD 10: 
N MALE PE9464 FEMALE TO MALE PE9311 SMA FEMALE PE9081 REVERSE POLARITY SMA MALE 10: a3 
SMA FEMALE PE9470 FEMALE TO MALE (B) PE9595 SMA FEMALE (QD) PE9684 Descienl Apiry. sec FEMA E DED SUR 
SMA MALE PEQ472 FEMALE TO MALE (QD) PEQ547 SMA FEMALE (B PE9551 SeerOeE Rothayey ue aiie PESEUE 
TNC FEMALE PE9544 FEMALE TO MALE (R) PRECISION PE9515 SMA FEMALE (P PE9275 Bene PEQS33 
TNC FEMALE (8) PE9521 FEMALE TO MALE 90° PE9086 SMA FEMALE (P) PRECISION PE9498 ee PEORDS 
TNC MALE PE9542 FEMALE TO MALE PRECISION PE9426 SMA FEMALE PRECISION PE9430 eae PEO5a7 
MALE TO MALE PE9007 SMA MALE PE9080 
MCX PLUG TO: MALE TO MALE 90° PE9198 SMA MALE (P) PRECISION PE9499 \ 
BNC FEMALE PE9Q467 MALE TO MALE PRECISION PE9427 SMA MALE PRECISION PE9431 aeyERS SESTIO 
BNC MALE PE9469 T, FEMALE-FEMALE-FEMALE PE9101 SMB JACK PE9313 EPurecel pd apiry! aul Feat PESOS 
MMCX JACK PE9528 T, FEMALE-MALE-FEMALE PE9102 SMB PLUG PE9314 SEUERSE POLARITY @ULMAIE BE9604 
MMCX PLUG PE9527 T, MALE-FEMALE-FEMALE PE9481 SMC JACK PE9317 St SoMALE PE9G03 
N FEMALE PE9463 T, MALE-MALE-MALE PE9390 SMC PLUG PE9318 SMA MALE PE9600 
N MALE PE9465 SSMA FEMALE PE9352 THC MALE PE9532 
SMA FEMALE PEQ471 N@FEMALE tO;ce ee? HF vie eee SSMA MALE PE9351 
SMA MALE PE9473 1.85mm FEMALE PRECISION PE9721 TNC FEMALE PE9090 r 
TNC FEMALE PE9545 1.85mm MALE PRECISION PE9719 TNC FEMALE 90° PE9550 wast PEOT3I 
TNC MALE PE9543 2.4mm FEMALE PRECISION PE9502 TNC FEMALE PRECISION PE9448 
REVERSE POLARITY SMA FEMALE PE9607 
2G MALE. PRECISION PE9501 | TNC MALE PE9130 | REVERSE POLARITY SMA MALE PE9605 
MHV_IN SERIES: 2.92mm FEMALE PRECISION PE9664 TNC MALE PRECISION PE9446 SMA FEMALE PEQ602 
FEMALE TO FEMALE PE9267 2.92mm MALE PRECISION PE9662 UHF FEMALE PEQ111 mater PEQ601 
FEMALE TO FEMALE (B) (H) PE9268 3.5mm FEMALE PRECISION PE9323 UHF MALE PEQ113 Se eraite PEO531 
FEMALE TO MALE 90° PE9266 3.5mm MALE PRECISION PEQ324 
T, FEMALE-MALE-FEMALE PE9211 7/16 FEMALE PE9180 
75 OHM N MALE PE9350 SMA MALE PE9682 
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ADAPTER SELECTION LIST 


SMA FEMALE PE9683 SMB JACK PE9143 75 OHM N FEMALE PE9585 FEMALE TO FEMALE a) PE9288 
SMB PLUG PE9142 75 OHM N MALE PE9584 FEMALE TO FEMALE PRECISION PE9444 
SC_IN SERIES: SMC JACK PE9147 BNC FEMALE PE9232 FEMALE TO MALE PE9270 
FEMALE TO FEMALE PE9404 SMC PLUG PE9146 BNC MALE PE9230 FEMALE TO MALE (QD) PE9561 
FEMALE TO FEMALE (B) PE9573 SMP FEMALE PRECISION PE9514 MINI 75 OHM SMB JACK PE9736 FEMALE TO MALE PRECISION PE9443 
FEMALE TO MALE PE9572 SMP FEMALE PRECISION PE9779 MALE TO FEMALE 90° PE9100 
FEMALE TO MALE 90° PE9405 SMP MALE PRECISION PE9512 SRCCIN- SERIES (3° eee MALE TO MALE PE9091 
MALE TO MALE PE9403 SMP MALE PRECISION PE9778 JACK TO JACK PE9115 MALE TO MALE 90° PE9560 
T, FEMALE-MALE-FEMALE PE9225 SSMA FEMALE PE9399 JACK TO JACK (B) PE9121 MALE TO MALE PRECISION PE9445 
SSMA MALE PE9188 JACK TO PLUG 90° PE9303 T, FEMALE-FEMALE-FEMALE PE9289 
SC FEMALE TO: SSMB PLUG PE9402 PLUG TO JACK PE9119 T, FEMALE-MALE-FEMALE PE9195 
7mm PRECISION PE9328 TNC FEMALE PE9079 PLUG TO PLUG PE9117 T, MALE-FEMALE-FEMALE PE9290 
BNC FEMALE PE9571 TNC FEMALE (8) PE9251 T, JACK-JACK-JACK PE9304 
N FEMALE PE9292 TNC FEMALE (P PE9276 T, JACK-PLUG-JACK , PE9242 7 
N MALE PE9196 TNC FEMALE PRECISION PE9442 T, PLUG-PLUG-PLUG PE9305 WEG FEMALE PE9639 
TNC MALE PE9077 7/16 MALE PE9636 
SC MALE TO: TNC MALE PRECISION PE9440 MC IACK TOs eae ee ee 7mm PRECISION PE9218 
7mm PRECISION PE9329 UHF MALE PE9415 BNC FEMALE PE9140 BNC FEMALE PE9097 
BNC FEMALE PE9200 BNC FEMALE (B) PE9108 BNC FEMALE (B) (H) PE9483 
BNC MALE PE9568 SMA MALE Ot at BNC MALE PE9138 BNC MALE PE9098 
N FEMALE PE9277 1.0/2.3 SLIDE ON JACK PE9690 N FEMALE PE9319 C MALE PE9564 
N MALE PE9570 1.0/2.3 SLIDE ON PLUG PE9692 N MALE PE9317 FME JACK PE9714 
1.85mm FEMALE PRECISION PE9728 SMA FEMALE PE9147 MCX JACK PE9544 
SHV_IN SERIES: 1.85mm MALE PRECISION PE9727 SMA MALE PE9149 MCX JACK (B) PE9521 
JACK TO JACK PE9337 2.4mm FEMALE PRECISON PE9654 SMB JACK PE9283 MCX PLUG PE9545 
JACK TO JACK (B) (H) PE9336 2.4mm MALE PRECISON PE9653 SMB PLUG PE9282 MINI UHF MALE PE9346 
JACK TO PLUG PE9749 3.5mm FEMALE PRECISION PE9723 TNC MALE PE9226 N FEMALE PE9131 
JACK TO PLUG 90° PE9338 3.5mm MALE PRECISION PE9722 N FEMALE PE9482 
T, JACK-PLUG-JACK PE9249 7/16 FEMALE PE9411 RPP TO: 3 eee eee N FEMALE PE9552 
7mm PRECISION PE9215 BNC FEMALE PE9141 N FEMALE (P) PRECISION PE9450 
SHV_JACK TO: BNC FEMALE PE9074 BNC MALE PE9139 N FEMALE PRECISION PE9449 
MHV FEMALE PE9339 BNC FEMALE PRECISION PE9495 N FEMALE PE9320 N MALE PE9090 
MHV MALE PE9335 BNC MALE PE9072 N MALE PE9318 N MALE 90° PE9550 
BNC MALE PRECISION PE9493 SMA FEMALE PE9146 N MALE PRECISION PE9448 
SHV PLUG TO: D SUBMINIATURE PLUG PE9425 SMA MALE PE9148 REVERSE POLARITY SMA FEMALE PE9599 
MHV FEMALE PE9265 D SUBMINIATURE RECEPTACLE PE9424 SMB JACK PE9284 REVERSE POLARITY SMA MALE PE9596 
MHV MALE PE9340 FME JACK PE9707 SMB PLUG PE9281 REVERSE POLARITY TNC MALE PE9531 
FME PLUG PE9702 SMA FEMALE PE9079 
: GR874 PE9259 a OHM SMC" IN SEREES ss) ees SMA FEMALE . PE9251 
FEMALE TO FEMALE PE9070 HN FEMALE PE9256 JACK TO JACK PE9227 SMA FEMALE PE9276 
FEMALE TO FEMALE (B PE9071 HN MALE PE9254 JACK TO JACK (B) PE9228 SMA FEMALE Secreta PE9442 
FEMALE TO FEMALE (B PE9620 MCX JACK PE9472 PLUG TO PLUG PE9272 SMA MALE PE9078 
FEMALE TO FEMALE (B) (I) PE9067 MCX PLUG PE9473 T, JACK-PLUG-JACK PE9244 SMA MALE (P) PE9384 
FEMALE TO FEMALE (B) (H) PE9184 MMCX JACK PE9478 SMA MALE PRECISION PE9441 
FEMALE TO FEMALE (B) PRECISION PE9508 MMCX PLUG PE9476 a2 OHN SMC JACK T0302 eee UHF MALE PE9372 
FEMALE TO FEMALE (K PE9380 N FEMALE PE9082 75 OHM N FEMALE PE9587 
FEMALE TO FEMALE (P PE9312 N FEMALE (B) PRECISION PE9487 75 OHM N MALE PE9586 : 
FEMALE TO FEMALE (R PE9274 N FEMALE (B) PRECISION PE9488 BNC FEMALE PE9235 aE FEMALE PE9638 
FEMALE TO FEMALE 90° PE9485 N FEMALE (P PE9105 BNC MALE PE9233 7/16 MALE PE9637 
FEMALE TO FEMALE PRECISION PE9507 N FEMALE (P) PRECISION PE9497 7mm PRECISION PE9219 
FEMALE TO FEMALE PRECISION PE9695 N FEMALE PRECISION PE9433 ec OM SNC PLUG 10) eee BNC FEMALE PE9088 
FEMALE TO FEMALE (P) PRECISION PE9670 N MALE PE9080 75 OHM N FEMALE PE9589 BNC FEMALE 90° PE9783 
FEMALE TO FEMALE PRECISION 90° PE9643 N MALE (P) PRECISION PE9499 75 OHM N MALE PE9588 BNC MALE PE9110 
FEMALE TO MALE PE9103 N MALE PRECISION PE9431 BNC FEMALE PE9236 C FEMALE PE9562 
FEMALE TO MALE (B) PE9621 REVERSE POLARITY MCX PLUG PE9581 BNC MALE PE9234 FME JACK PE9713 
FEMALE TO MALE (QD) PE9546 REVERSE POLARITY SMA FEMALE PE9534 FME PLUG PE9699 
FEMALE TO MALE (R) PE9262 REVERSE POLARITY TNC FEMALE PE9600 MP IN“ SERIES <2 oe eee FME PLUG 90° PE9700 
FEMALE TO MALE 45° PE9381 REVERSE POLARITY TNC MALE PE9601 FEMALE TO FEMALE PE9686 HN MALE PE9563 
FEMALE TO MALE 90° PE9068 REVERSE THREAD SMA FEMALE PE9682 FEMALE TO FEMALE BULLET . PE9775 MCX JACK PE9542 
FEMALE TO MALE (P) PRECISION PE9671 SMB JACK PE9145 FEMALE TO FEMALE BULLET PE9776 MCX PLUG PE9543 
FEMALE TO MALE PRECISION PE9506 SMB PLUG PE9144 FEMALE TO FEMALE BULLET PE9777 MINI UHF FEMALE PE9345 
FEMALE TO MALE PRECISION PE9694 SMC JACK PE9149 N FEMALE PE9089 
FEMALE TO MALE PRECISION 90° PE9641 SMC PLUG PE9148 SMP FEMALE TOs) ee eee N FEMALE 90° PE9263 
MALE TO MALE PE9069 SMP FEMALE PRECISION PE9513 SMA FEMALE PRECISION PE9514 N FEMALE PRECISION PE9447 
MALE TO MALE (R) PE9273 SMP MALE PRECISION PE9511 SMA FEMALE PRECISION PE9779 N MALE PE9130 
MALE TO MALE 90° PE9418 SSMA FEMALE PE9063 SMA MALE PRECISION PE9513 N MALE PRECISION PE9446 
MALE TO MALE PRECISION PE9505 SSMA MALE PE9187 REVERSE POLARITY SMA FEMALE PE9598 
MALE TO MALE (P) PRECISION PE9669 SSMB JACK PE9401 SMPo MALE 702 eee REVERSE POLARITY SMA MALE PE9597 
MALE TO MALE PRECISION 90° PE9642 TNC FEMALE PE9078 SMA FEMALE PRECISION PE9512 REVERSE POLARITY TNC FEMALE PE9532 
T, FEMALE-FEMALE-FEMALE PE9246 TNC FEMALE (P) PE9384 SMA FEMALE PRECISION PE9778 SMA F! PE9077 
T, FEMALE-MALE-FEMALE PE9182 TNC FEMALE PRECISION PE9441 SMA MALE PRECISION PE9511 SMA FEMALE PRECISION PE9440 
T, MALE-FEMALE-MALE PE9247 TNC MALE PE9076 SMA MALE PE9076 
T, MALE-MALE-MALE PE9379 TNC MALE PRECISION PE9439 SOMALIN SERIES eee SMA MALE PRECISION PE9439 
UHF FEMALE PE9400 FEMALE TO FEMALE PE9192 SMC JACK PE9226 
: FEMALE TO FEMALE (B) PE9189 UHF FEMALE PE9291 
1.0/2.3 SLIDE ON JACK PE9693 SMB_IN SERIES: : FEMALE TO MALE 90° PE9334 
1.0/2.3 SLIDE ON PLUG PE9691 JACK TO JACK PE9116 MALE TO FEMALE PE9358 : 
1.85mm FEMALE PRECISION PE9729 JACK TO JACK (B) PE9122 MALE TO MALE PE9357 FEMALE TO FEMALE PE9622 
1.85mm MALE PRECISION PE9726 PLUG TO JACK PE9120 FEMALE TO FEMALE (B) (H PE9624 
2.4mm FEMALE PRECISION PE9656 PLUG TO PLUG PE9118 oMA- FEMALE 70:38 2 ee ae FEMALE TO FEMALE {8} } PE9625 
2.4mm MALE PRECISION PE9655 T, JACK-JACK-JACK PE9302 1.85mm FEMALE PRECISION PE9765 FEMALE TO MALE 90° PE9623 
3.5mm FEMALE PRECISION PE9725 T, JACK-PLUG-JACK PE9243 1.85mm MALE PRECISION PE9762 
3.5mm MALE PRECISION PE9724 T, PLUG-JACK-JACK PE9309 2.92mm FEMALE PRECISION PE9769 75_OHM INC FEMALE TO: 
7/16 MALE PE9412 T, PLUG-PLUG-PLUG PE9310 2.92mm MALE PRECISION PE9766 75 OHM BNC MALE PE9630 
7mm (P) PRECISION PE9327 7mm PRECISION PE9356 75 OHM N FEMALE PE9629 
7mm PRECISION PE9214 SMBS JACK TOs eee BNC MALE PE9191 75 OHM N MALE PE9627 
BNC FEMALE PE9075 BNC FEMALE PE9136 N FEMALE PE9354 
BNC FEMALE (B PE9185 BNC FEMALE (B) PE9240 N MALE PE9352 75_QHM TNC MALE TO: 
BNC FEMALE (B PE9407 BNC MALE PE9132 SMA FEMALE PE9399 75 OHM BNC FEMALE PE9631 
BNC FEMALE PRECISION PE9496 N FEMALE PE9315 SMA MALE PE9063 75 OHM N FEMALE PE9628 
BNC MALE PE9073 N MALE PE9313 SSMA MALE (QD) PE9685 75 OHM N MALE PE9626 
BNC MALE PRECISION PE9494 SMA FEMALE PE9143 
D SUBMINIATURE PLUG PE9422 SMA MALE PE9145 ASMA MALE T0:-- Buecesse) Swe) ft Dee UHF IN SERIES: 
D SUBMINIATURE RECEPTACLE PE9423 SMC JACK PE9283 1.85mm FEMALE PRECISION PE9764 FEMALE TO FEMALE PE9094 
FME JACK PE9708 SMC PLUG PE9284 1.85mm MALE PRECISION PE9763 FEMALE TO FEMALE (B) PE9114 
FME PLUG PE9703 2.92mm FEMALE PRECISION PE9768 FEMALE TO MALE 90° PE9209 
GR874 PE9260 SMB PLUG TO: 2.92mm MALE PRECISION PE9767 MALE TO MALE PE9096 
HN FEMALE PE9255 BNC FEMALE PE9137 7mm PRECISION PE9355 T, FEMALE-MALE-FEMALE PE9095 
HN MALE PE9253 BNC FEMALE (B) PE9241 BNC FEMALE PE9250 
MCX JACK PE9470 BNC MALE PE9135 BNC MALE PE9213 UHF FEMALE TO: 
MCX PLUG PE9471 N FEMALE PE9316 N FEMALE PE9353 BNC FEMALE PE9421 
MMCX JACK PE9477 N MALE PE9314 N MALE PE9351 BNC MALE PE9107 
MMCX PLUG PE9475 SMA FEMALE PE9142 SMA FEMALE PE9188 F FEMALE PE9167 
N FEMALE PE9083 SMA MALE PE9144 SMA MALE PE9187 MINI UHF MALE PE9344 
N FEMALE (B PE9252 SMC JACK PE9282 SSMA FEMALE (QD) PE9685 N FEMALE PE9385 
N FEMALE (B PE9408 SMC PLUG PE9281 N MALE PE9111 
N FEMALE (B) PRECISION PE9435 SSMB JACK TO:: DARE Re se 2! SMA MALE PE9400 
N FEMALE (B) PRECISION PE9486 75_OHM SMB_IN SERIES: BNC FEMALE PE9394 TNC MALE PE9291 
N FEMALE (P PE9104 JACK TO JACK PE9248 BNC MALE PE9392 
N FEMALE (P) PRECISION PE9434 PLUG TO PLUG PE9271 SMA MALE PE9401 : 
N FEMALE PRECISION PE9432 T, JACK-PLUG-JACK PE9245 BNC FEMALE PE9004 
N MALE PE9081 SOMO PLUG 10> eae BNC MALE PE9201 
N MALE (QD) PE9684 75 OHM SMB JACK TO: BNC FEMALE PE9395 FME PLUG PE9701 
N MALE (B PE9551 75 OHM N FEMALE PE9583 BNC MALE PE9393 F FEMALE PE9165 
N MALE (P PE9275 75 OHM N MALE PE9582 SMA FEMALE PE9402 MINI UHF FEMALE PE9348 
N MALE (P) PRECISION PE9498 BNC FEMALE PE9231 N FEMALE PE9112 
N MALE PRECISION PE9430 BNC MALE PE9229 TING’ IR-SERIES: —_') eee so2he 2 ee eee N MALE PE9113 
REVERSE POLARITY SMA MALE PE9533 MINI 75 OHM SMB PLUG PE9735 FEMALE TO FEMALE PE9099 SMA FEMALE PE9415 
REVERSE POLARITY TNC FEMALE PE9603 FEMALE TO FEMALE I {i} PE9154 TNC FEMALE PE9372 
REVERSE POLARITY TNC MALE PE9602 FEMALE TO FEMALE PE9287 
REVERSE THREAD SMA MALE PE9683 


186 All Products Available Online! www.pasternack.com _ Free Ground Freight 
Toll-Free: 866-PASTERNACK (866-727-8376) | Phone: 949-261-1920 Fax: 949-261-7451 Same-Day Shipping 


ADAPTERS 


SEE ADAPTER SELECTION CHART ON PAGES 184 THRU 186 
SEE PAGE 253 FOR MOUNTING HOLES 


Model No. PE9000 Model No. PE9001 Model No. PE9002 Model No. PE9003 Model No. PE9004 
BNC MALE TO BNC MALE BNC "T" FEMALE-MALE- BNC FEMALE TO N MALE BNC "T" FEMALE-FEMALE- BNC FEMALE TO UHF MALE 
FEMALE B FEMALE BS Receereees 
i RH 1ERSCS25252529 
atetete RH 1RSS25252529 
ieteresererest Ke | Reeesesesesy 
eseteracereneeece RS] IKesesesesesel 
ieerernetenets reall Pategonecenes 
san - roel heseatetatets 
1-24 1-24 25-49 1-24 1-2 25-49 
$36.45 $11.40 $10.60 $14.60 $9.35 $8.70 
50-99 50-99 100 + 50-99 50-99 100 + 
$31.35 $29.46 $9.80 $9.12 $12.56 $8.04 $7.48 
Model No. PE9005 Model No. PE9006 Model No. PE9007 Model No. PE9008 Model No. PE9009 
N FEMALE TO BNC MALE N FEMALE TO N FEMALE N MALE TO N MALE BNC FEMALE TO DOUBLE BNC MALE TO DOUBLE 
RK BANANA PLUG BANANA PLUG 
25052 
SRK KS 
Seen 
SR K 
£5252 kk 
See i satatetetete! 
1-24 25-49 
$12.50 ‘ $15.60 $14.51 
50-99 50-99 100 + 
$13.42 $12.48 
Model No. PE9011 Model No. PE9013 . PE9063 Model No. PE9064 Model No. PE9065 
BNC MALE TO BINDING POSTS BNC FEMALE TO BINDING SMA MALE TO SSMA FEMALE N MALE TO MINI UHF FEMALE MINI UHF "T" FEMALE- 


MALE-FEMALE 


SOI 
KX 


xX 


a 
ese 


25-49 25-49 1-24 
$15.60 : : P : a $8.30 
50-99 50-99 
$13.42 : : r cs F 7.14 $6.64 
Model No. PE9066 Model No. PE9067 Model No. PE9068 Model No. PE9069 Model No. PE9070 
MINI UHF "T" FEMALE- SMA FEMALE TO SMA FEMALE SMA FEMALE TO SMA MALE SMA MALE TO SMA MALE SMA FEMALE TO SMA FEMALE 


FEMALE~FEMALE BULKHEAD, ISOLATED GROUND RIGHT ANGLE 


MOUNTING HOLE B03 


1-24 25-49 1-24 25-49 1-24 1-24 25-49 
$9.35 $8.70 $17.70 $16.46 : ‘ $14.60 $13.58 
50-99 100 + 50-99 100 + 50-99 100 + 
$8.04 $7.48 $15.22 $14.16 : : $12.56 $11.68 
| Model No. PE9071 Model No. PE9072 Model No. PE9073 Model No. PE9074 Model No. PE9075 
| SMA FEMALE TO SMA FEMALE SMA MALE TO BNC MALE SMA FEMALE TO BNC MALE SMA MALE TO BNC FEMALE SMA FEMALE TO BNC FEMALE 
BULKHEAD 


MOUNTING HOLE B02 


1-24 1-24 25-49 

| $19.80 $18.41 $24.50 $22.79 

1 50-99 100 + 50-99 100 + 

$17.03 $15.84 $21.07 $19.60 
Model No. PE9076 Model No. PE9077 Model No. PE9078 Model No. PE9079 Model No. PE9080 
SMA MALE TO TNC MALE SMA FEMALE TO TNC MALE SMA MALE TO TNC FEMALE SMA FEMALE TO TNC FEMALE SMA MALE TO N MALE 


x 


ro% 
Xe 
OO 
x 


ro 
? 


a 
a 


o, 


vas 


va 
> 
> 
2 
2 

> 

x? 


55 


2x 


°, 


.°, 
o 


*, 


oe 
068 
ee 


1-24 1-24 1-24 1-24 25.49 
| $29.20 $27.16 ; : i ; $29.95 4 $33.40 $31.06 
50-99 100 + - - 50-99 50-99 100 + 
$25.11 $23.36 ; : $25.76 ; $28.72 $26.72 
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Model No. PE9081 Model No. PE9082 Model No. PE9083 Model No. PE9084 Model No. PE9085 
SMA FEMALE TO N MALE SMA MALE TO N FEMALE SMA FEMALE TO N FEMALE BNC FEMALE TO BNC FEMALE BNC FEMALE RIGHT ANGLE 
BERR BOIS TO BNC MALE 


ratetates 

5505 
Petes 

vee 

eseats 

ves 
ves 

ste! 


ee 


4 
<2 
x 


OD 
one, 
es 
oS 
5 

ee 


Re 
ratotes 
RRKKXS 
$0380 

“ates 

see 


SZ 


% 
0,0, 
5552505 


°, 


SD 


sestetets 
RO0O0% 


<> 


6% 


OOVO™U 
Necstatetatece 


1-24 25-49 1-24 25-49 
$34.95 $32.50 $36.45 $33.90 
50-99 100 + 50-99 100 + 


$30.06 $27.96 $31.35 $29.16 


Model No. PE9086 
N FEMALE RIGHT. ANGLE 
TO N MALE 


Model No. PE9087 


Model No. PE9088 Model No. PE9089 Model No. PE9090 
BNC FEMALE TO C MALE 


TNC MALE TO BNC FEMALE TNC MALE TO N FEMALE TNC FEMALE TO N MALE 


COCCS ml oe: — EOIN 
SG stotetetets 


(LYNN YN YN YY KX) 
ror 


1-24 2-24 25-49 2:24 25-49 25-49 1-24 25-49 
$13.75 $24.00 $22.32 i ; $15.95 ; $16.80 $15.62 
50-99 50-99 100 + 50-99 50-99 100 + 
$11.83 $20.64 : ‘ : $13.72 : $14.45 $13.44 


Model No. PE9091 Model No. PE9093 Model No. PE9094 
TNC MALE TO TNC MALE BNC FEMALE TO BNC FEMALE UHF FEMALE TO UHF FEMALE 
BULKHEAD, HERMETICALLY 

SEALED, MOUNTING 

HOLE B06 


Model No. PE9095 


Model No. PE9096 
UHF "T" FEMALE-MALE-FEMALE 


UHF MALE TO UHF MALE 


1-24 25-49 
$15.60 $14.51 $12.50 
50-99 100 + 50-99 


$13.42 $12.48 $10.75 


Model No. PE9097 
TNC FEMALE TO BNC FEMALE 


Model No. PE9098 
BNC MALE TO TNC FEMALE 


Model No. PE9099 
TNC FEMALE TO TNC FEMALE 


Model No. PE9100 
TNC MALE TO TNC FEMALE 


Model No. PE9101 
N "T" FEMALE-FEMALE- 


RIGHT ANGLE FEMALE 
1-24 25-49 

$27.10 $25.20) === | $15.60 $14.51 
50-99 100+ UC—— 50-99 100 + 


$13.42 $23.31 $21.68 $13.42 $12.48 


Model No. PE9102 
N "T" FEMALE-MALE-FEMALE 
= 


PE9103 
TO SMA FEMALE 


Model No. PE9104 
N FEMALE TO SMA FEMALE 
PANEL MOUNT 

MOUNTING HOLE A05 


Model No. PE9105 
N FEMALE TO SMA MALE 
PANEL MOUNT 

MOUNTING HOLE A05 


Model No. PE9106 
BNC FEMALE TO BNC FEMALE 
PANEL MOUNT 


MOUNTING HOLE A03 
4 
1-24 —— 1-24 25-49 1-24 25-49 
$18.28 ——— $39.95 $37.15 $59.50 $55.34 $9.35 $8.70 
50-99 50-99 50-99 100 + 50-99 100 + 
$15.72 $34.36 $51.17 $47.60 $8.04 $7.48 


Model No. PE9107 
BNC MALE TO UHF FEMALE 


Model No. PE9108 
BNC FEMALE TO SMC JACK 
BULKHEAD 

MOUNTING HOLE B04 


Model No. PE9109 
BNC MALE C FEMALE 


Model No. PE9110 


Model No. PE9110 | Model_No. _PE111 
BNC MALE TO TNC MALE 


UHF FEMALE TO N MALE 


SK 


S 


os 
OOO 
Peretetetetere 


2.0.9.9. 


2, 


| 

Ses 
eee ee 

| 
Saar eae 
SIO 
SRK KKK 
“erateretetetere: 

SOE RKNG 

SSSI 

ROKK KIS 

S55 55505 


a 
OO 


vas LAI 


1-24 © 25-49 1-24 1-24 25-49 
$43.48 $40.44 $32.35 $18.75 $17.44 
50-99 100 + 50-99 50-99 100 + 
$37.39 $34.78 $27.82 $16.13 $15.00 


188 All Products Available Online! www.pasternack.com _ Free Ground Freight 
Toll-Free: 866-PASTERNACK (866-727-8376) | Phone: 949-261-1920 Fax: 949-261-7451 Same-Day Shipping 


ADAPTERS 
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Model No. PE9112 Model No. PE9113 Model No. PE9114 Model No. PE9115 Model No. PE9116 
UHF MALE TO N FEMALE UHF MALE TO N MALE UHF FEMALE TO UHF FEMALE SMC JACK TO SMC JACK SMB JACK TO SMB JACK 
BRERK RH < SN BULKHEAD 

oe see MOUNTING HOLE F03 


o, 
ree 


TKI 
55050 
xX 


0% 


00, 0.0n0. 0.0 
SHO 
otetetoren 

atatatararecetaretan 

SRK x5 


‘es 
rere 
SRE 


YQ 


1-24 1-24 25-49 1-24 25-49 
$14.95 $17.70 $16.46 $17.70 $16.46 
50-99 50-99 100+ 50-99 100 + 
$12.86 $15.22 $14.16 $15.22 $14.16 


Model No. PE9117 
SMC PLUG TO SMC PLUG 


Model No. 
SMB PLUG 


PE9118 
TO SMB PLUG 


Model No. 
SMC PLUG 


PE9119 
TO SMC JACK 


Model No. PE9120 


Model No. PE9121 
SMB PLUG TO SMB JACK 


SMC JACK TO SMC JACK 
BULKHEAD 
MOUNTING HOLE B01 


1-24 25-49 1-24 25-49 
$17.70 $16.46 $20.85 $19.39 
50-99 100 + 50-99 100 + 


$15.22 $14.16 $17.93 $16.68 


Model No. PE9122 
SMB JACK TO SMB JACK 
BULKHEAD 

MOUNTING HOLE B01 


Model No. PE9123 
BNC MALE TO N FEMALE 
PANEL MOUNT 

MOUNTING HOLE A05 


Model No. PE9124 
N MALE TO C FEMALE 


EKKO 


on 
Setetetetetete 
Setetetetetene: 
ageceteteroces 
Setecetetetets 
egetecetecores: 
Segecetetocere 
eeefetecetere 
Retetetetocene 
ecegecocerouen' 
Retesetetevene 
aeeteteteteren 
eeesececocerer' 
Secegocececece 


2504 


Model No. PE9125 


Model No. PE9126 
N MALE TO HN FEMALE 


HN MALE TO BNC FEMALE 


OO 
25225 


oo O-@ 

OO 
OOO 

SRS 


¢; 


Ss 
SRK 
RRND 


*, 
a 


% 


> 


25 
SRK, 


XS 


2 
oO 


XX 
renee 


sSotatecanetes 
ae 


S 
24 


ne 
ge. 
os 
8 
2. 


S 
, 
<2 


& 


1% 
vat 


ZN 


© 


> 


"as 


xD 
x? 
UT 


6% 


1-24 25-49 1-24 25-49 1-24 25-49 
$20.85 $19.39 $47.87 $44.52 $39.13 $36.39 
50-99 100 + 50-99 100 + 50-99 100 + 
$17.93 $16.68 $41.17 $38.30 $33.65 $31.30 


Model No. PE9127 
BNC MALE TO N MALE 


Model No. PE9128 
N FEMALE TO N FEMALE 
BULKHEAD, HERMETICALLY 
SEALED 

MOUNTING HOLE GO1 


Model No. PE9129 
HN FEMALE TO BNC MALE 


Model No. PE9130 


Model No. PE9131 
TNC MALE TO N MALE 


rereten: 
reeren 
ate", 


> 


4 
ras 


oS 
o 
°, 


SSS 
erenen 
OOo 


S 


-, 
‘ 


.°, 


s 


.o, 
& 


% 
oO 

o, 
ox 
5 
S25 


otetecens 


1-24 25-49 1-24 25-49 1-24 25-49 1-24 
$27.10 $25.20 $14.60 $13.58 $36.50 $33.95 $27.10 $25.20 $27.25 $25.34 
50-99 100 + 50-99 100 + 50-99 100 + 50-99 100 + 50-99 100 + 
$23.31 $21.68 $12.56 $11.68 $31.39 $23.31 $21.68 $23.44 $21.80 


Model No. PE9132 
BNC MALE TO SMB JACK 


PE9135 
SMB PLUG 


Model No. PE9136 
BNC FEMALE TO SMB JACK 


Model No. PE9137 
BNC FEMALE TO SMB PLUG 


Model No. 
BNC MALE TO 


Model No. PE9138 
BNC MALE TO SMC JACK 


ue 
OR) 
SSS 550852 


1-24 1-24 25-49 1-24 25-49 
$33.40 $31.06 $33.40 $31.06 $33.40 $33.40 $31.06 
50-99 100 + 50-99 100 + 50-99 50-99 100 + 
$28.72 $26.72 $28.72 $26.72 $28.72 $28.72 $28.72 $26.72 


Model No. PE9141 
BNC FEMALE TO SMC PLUG 


Model No. PE9142 


Model No. PE9139 
SMA FEMALE TO SMB PLUG 


BNC MALE TO SMC PLUG 


Model No. PE9140 


Model No. PE9140 Model No. PE9143 
BNC FEMALE TO SMC JACK 


SMA FEMALE TO SMB JACK 


v, 
es 
és 

ves 

Yes 
S259 
res 

res 
<5 
s 


7 
?, 


we, 
<8 
rates 
“ 
“ 
ves 
es 
es 
$35 
Ss 


7 
XS 
~ 
~ 
~ 
.?, 
~ 


CW, 
& 


1-24 25.49 

, $64.25 $33.40 $33.40 $31.06 

100 + 50-99 100 + 50-99 100 + 50-99 100 + 

$28.72 $26.72 $55.26 $28.72 $28.72 $28.72 $26.72 
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Model No. PE9144 Model No. PE9145 Model No. PE9146 Model No. PE9147 Model No. PE9148 
SMA MALE TO SMB PLUG SMA MALE TO SMB JACK SMA FEMALE TO SMC PLUG SMA FEMALE TO SMC JACK SMA MALE TO SMC PLUG 
1-24 © 25-49 1-24 25-49 1-24 25-49 
$63.89 $59.42 $33.40 $31.06 $33.40 $31.06 
50-99 100 + 50-99 100 + 50-99 100 + 50-99 100 + 50-99 100 + 
$54.95 $51.11 $28.72 $26.72 $31.88 $29.66 $28.72 $26.72 $28.72 $26.72 


Model No. PE9153 
BNC FEMALE TO F FEMALE 


Model No. PE9152 
BNC MALE TO F MALE 


PE9150 
BNC MALE TO F FEMALE 


Model No. PE9151 
BNC FEMALE TO F MALE 


Model No. PE9149 
SMA MALE TO SMC JACK 


1-24 © 25-49 1-24 25-49 
$33.40 $31.06 $9.35 $8.70 
50-99 100 + 50-99 100 + 
$28.72 $26.72 $8.04 $7.48 


Model No. PE9159 
F MALE TO F MALE 
F FEMALE 


Model No. PE9155 
N MALE TO F FEMALE 


e%eererere 
REX 
ececeetgtet 


- \/PE9158 
BNC FEMALE TO PHONO PLUG 


Model No. PE9154 
TNC FEMALE TO TNC FEMALE 
BULKHEAD, HERMETICALLY 


SEALED 55505 
MOUNTING HOLE B06 Seen 
Re 
1-24 25-49 
$15.60 $14.51 4 
50-99 100 + 
$13.42 $12.48 5 


Model No. PE9163 
F FEMALE TO PHONO PLUG 


Model No. PE9160 
F MALE PUSH ON TO 


| 


Model No. PE9164 
F FEMALE TO F FEMALE 


Model No. PE9165 
F FEMALE TO UHF MALE 


Model No. PE9166 
F FEMALE TO F MALE 
RIGHT ANGLE 


Model No. PE9167 
F FEMALE TO UHF FEMALE 


1-24 25-49 
$10.07 $9.37 
50-99 100 + 
8.66 $8.06 $17.03 


Model No. PE9169 


Model No. PE9168 A 
BNC MALE TO SINGLE BINDING 


F FEMALE TO PHONO JACK 


Model No. PE9171 
BNC MALE TO PHONO JACK 


Model No. PE9172 

BNC FEMALE TO BNC FEMALE 
BULKHEAD, ISOLATED GROUND 
MOUNTING HOLE B06 


Model No. PE9173 

N FEMALE TO N FEMALE 
PANEL MOUNT 

MOUNTING HOLE A05 


1-24 © 25-49 1-24 25-49 1-24 © 25-49 
$9.35 $8.70 $16.65 $15.48 $18.95 $17.62 
50-99 100 + 50-99 100 + 50-99 100 + 
$8.04 $7.48 $14.32 $13.32 $16.30 $15.16 


Model No. 
BNC FEMALE TO SINGLE 
BANANA PLUG 


Model No. PE9178 
7/16 FEMALE TO N MALE 


Model No. PE9179 


Model No. PE9174 
7/16 MALE TO N FEMALE 


BNC "T" MALE-FEMALE-FEMALE 


Model No. PE9180 
7/16 FEMALE TO N FEMALE 


1-24 25-49 1-24 25.49 
$31.30 $29.11 $77.34 $71.93 
50-99 100 + 50-99 100 + 


$61.06 $69.49 $66.51 $61.87 


— 
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Model No. PE9181 Model No. PE9182 Model No. PE9183 Model No. PE9184 Model No. PE9185 
LC MALE TO HN FEMALE SMA "T" FEMALE-MALE-FEMALE | MINI UHF MALE TO N FEMALE SMA FEMALE TO SMA FEMALE SMA FEMALE TO BNC FEMALE 
BULKHEAD, HERMETICALLY BULKHEAD 
S S54 SEALED MOUNTING HOLE B06 
RSG RXXy MOUNTING HOLE B03 
d RRL 
S508 RRSe8CI 
| HBSS 
‘ BSeSe 
1-24 25-49 1-24 25-49 1-24 25-49 1-24 25-49 1-24 25-49 
$203.11 $188.89 $31.30 $29.11 $13.55 $12.60 $26.62 $24.76 $33.36 $31.02 
50-99 100 + 50-99 100 + 50-99 100 + 50-99 100 + 50-99 100 + 
$174.67 $162.49 $26.92 $25.04 $11.65 $10.84 $22.89 $21.30 $28.69 $26.69 


Model No. PE9187 
SSMA MALE TO SMA MALE 


Model No. PE9188 
SSMA MALE TO SMA FEMALE 


Model No. 
SSMA FEMALE TO SSMA FEMALE 
BULKHEAD 


MOUNTING HOLE BO1 


Model No. PE9186 

C FEMALE TO C FEMALE 
BULKHEAD 

MOUNTING HOLE B07 


Model No. PE9191 
SSMA FEMALE TO BNC MALE 


1-24 25-49 1-24 25-49 
$54.21 $50.42 $31.30 $36.50 $33.95 
50-99 100 + 50-99 100 + 50-99 100 + 


$26.92 $25.04 


$31.39 $29.20 


Model No. PE9193 
HN FEMALE TO HN FEMALE 
BULKHEAD 


MOUNTING HOLE G03 
1-24 25-49 
$31.30 $29.11 
50-99 100 + 
$26.92 


Model No. PE9194 
HN MALE TO N FEMALE 


Model No. PE9195 
TNC "T" FEMALE-MALE-FEMALE 


Model No. PE9192 
SSMA FEMALE TO SSMA FEMALE 


Model No. PE9196 
SC FEMALE TO N MALE 


$ 
Su 


vat 


Xx 


XxX 
SS 


Xx 


oe 
Soe 


=? 
$5 
%, 


OD 
5 


vat 


RSS 
RX 
OO 


KK) 
OOP) 


1-24 25-49 25-49 
$31.27 $29.08 $24.25 $22.55 
50-99 100 + 50-99 100 + 


$26.89 $25.02 $20.86 $19.40 


Model No. PE9201 
BNC MALE TO UHF 


Model No. PE9198 
N MALE TO N MALE 
RIGHT ANGLE 


Model No. PE9200 
SC MALE TO BNC FEMALE 


Model No. PE9199 
3/4"-20 TWINAX FEMALE TO 
3/4"-20 TWINAX FEMALE 


Model No. PE9204 
BNC FEMALE TO C FEMALE 


BULKHEAD 
MOUNTING HOLE GO1 : p 
1-24 25-49 
| 


ee 
$4] 
bs 
ose, > 1 
cas Ree | BS 
ose es eoeoeSe ed box) 
iy KX i rotetetetet RS 
ose ree <4 KS] 
BYR Weegesecenen bs) 
q DO 
ese Cx) ORO RO 
BY RS Vetetevetate: ‘eves 
oe oe KS SSS Kx) 
oes a oe rorereceren hse 
a <4 9%, 
" 


1-24 1-24 
$21.90 $53.25 $49.52 
50-99 50-99 100 + 
$18.83 $45.80 $42.60 


Model No. PE9208 
C FEMALE TO C FEMALE 


Model No. PE9207 
C "T" FEMALE-MALE-FEMALE 


q 


Model No. PE9205 
HN MALE TO HN FEMALE 
RIGHT ANGLE 


RS 
Rani 
aeatareene, 
BREE 
1-24 25-49 
$39.65 $36.87 
50-99 100 + = = 


$34.10 $31.72 


Model No. PE9206 


Model No. PE9209 
N FEMALE TO BNC FEMALE 


UHF MALE TO UHF FEMALE 
RIGHT ANGLE 


KG) 
Patetetet 


o, 


DOO 


PE9213 
TO SSMA MALE 


Model No. 
BNC MALE 


Model No. PE9211 


—————— SSS 


MHV "T" FEMALE-MALE-FEMALE 


1-24 25-49 
$36.50 $33.95 


Model No. PE9210 
HN MALE TO HN MALE 


Model No. PE9212 
C MALE TO HN FEMALE 


Model No. PE9214 
7mm TO SMA FEMALE 


MAX VSWR 1.15:1 @ 18 GHz 


22 


vi 
ves 
seen 
ves 
ves 


<2 
°, 


°, 
2, 
x 


ras 


> 
oe 


KS 


e, 
°, 
<5 
m0, 


o, 
2°, 


2 
x 


1-24 25-49 1-24 25.49 
$36.50 $33.95 $132.65 $123.36 PRECISION 
50-99 100 + 50-99 100 + 50-99 100 + ADAPTER 
$31.39 $29.20 $31.39 $29.20 $114.08 $106.12 
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ADAPTERS 


SEE ADAPTER SELECTION CHART ON PAGES 184 THRU 186 
SEE PAGE 253 FOR MOUNTING HOLES 


Model No. PE9215 Model No. PE9216 Model No. PE9217 Model No. PE9218 Model No. PE9219 
7mm TO SMA MALE 7mm TO N FEMALE 7mm TO N MALE 7mm TO TNC FEMALE 7mm TO TNC MALE 


MAX VSWR 1.15:1 @ 18 GHz MAX VSWR 1.15:1 @ 18 GHz MAX VSWR 1.15:1 @ 18 GHz MAX VSWR 1.15:1 @ 18 GHz 


/ —— |S 


=—=—= ‘) 
=—— | Ac he 
=—=_ XX x 
= —— Y | ie 
sy a {) —s 
1-24 25-49 1-24 5-49 1-24 25-49 1-24 25-49 1-24 25-49 
$132.65 $123.36 PRECISION | $143.10 $133.08 PRECISION | $143.10 $133.08 PRECISION $143.10 $133.08 PRECISION | $143.10 $133.08 PRECISION 
50-99 100 + ADAPTER 50-99 100 + ADAPTER 50-99 100 + ADAPTER 50-99 100 + ADAPTER 50-99 100 + ADAPTER 


$114.08 $106.12 $123.07 $114.48 $123.07 $114.48 $123.07 $114.48 $123.07 $114.48 


Model No. PE9220 
7mm TO BNC FEMALE 
MAX 1.15:1 @ 8 GHz 


Model No. PE9221 
7mm TO BNC MALE 


Model No. PE9222 
GR874 TO BNC FEMALE 


Model No. PE9223 


Model No. PE9224 
GR874 TO BNC MALE 


3/4"-20 TWINAX "T" FEMALE- 
FEMALE-FEMALE 


1-24 25-49 25-49 1-24 25-49 
$143.10 $133.08 PRECISION | $143.10 $133.08 PRECISION $21.90 $20.37 
50-99 100 + ADAPTER 50-99 100 + ADAPTER 50-99 100 + 


$123.07 $114.48 $123.07 $114.48 $18.83 $17.52 


Model No. PE9225 
SC "T" FEMALE-MALE-FEMALE 


Model No. PE9226 


Model_ No. PE9227 
TNC MALE TO SMC JACK 


75 Ohm SMC JACK TO 
75 Ohm SMC JACK 


Model No. PE9228 
75 Ohm SMC JACK TO 

75 Ohm SMC JACK BULKHEAD 
MOUNTING HOLE 803 


Model No. PE9229 
BNC MALE TO 75 Ohm SMB 
JACK 


EN. 
KOS 
eroreteten 

SO55055 
RoSeo525 
orocereren 


1-24 25-49 


1-24 1-24 25-49 1-24 
$99.20 $27.10 $25.20 $38.60 $35.90 
50-99 50-99 100 + 50-99 100 + 
$85.31 $79.36 $23.31 $21.68 $33.20 $30.88 


Model No. PE9230 
BNC MALE TO 75 Ohm SMB 
PLUG 


Model No. PE9231 
BNC FEMALE TO 75 Ohm SMB 


Model No. PE9232 


Model No. PE9233 
BNC FEMALE TO 75 Ohm SMB 


BNC MALE TO 75 Ohm SMC 


Model No. PE9234 
BNC MALE TO 75 Ohm SMC 
PLUG 


x 
a 


YN 


1-24 25-49 1-24 © 25-49 1-24 1-24 = 25-49 
$38.60 $35.90 $38.60 $35.90 $38.60 $35.90 $38.60 $35.90 
50-99 100 + 50-99 100 + 50-99 100 + 50-99 100 + 
$33.20 $30.88 $33.20 $30.88 $33.20 $30.88 $33.20 $30.88 $33.20 $30.88 


Model No. PE9235 
BNC FEMALE TO 75 Ohm SMC 
JACK 


Model No. PE9236 


Model No. PE9237 
BNC FEMALE TO 75 Ohm SMC 


Model No. PE9238 
LC MALE TO N FEMALE 


BNC FEMALE TO N FEMALE 
PANEL MOUNT 
MOUNTING HOLE A05 


Model No. PE9239 
N MALE TO C FEMALE 
RIGHT ANGLE 


1-24 25-49 
$27.10 $25.20 

50-99 100 + 
$23.31 $21.68 


50-99 100 + 
$33.20 $30.88 


Model No. PE9240 

BNC FEMALE TO SMB JACK 
BULKHEAD 

MOUNTING HOLE B05 


PE9241 
BNC FEMALE TO SMB PLUG 
BULKHEAD 

MOUNTING HOLE B05 


Model No. PE9242 


Model No. PE9243 
SMC "T" JACK-PLUG-JACK 


Model No. PE9244 
SMB "T" JACK-PLUG-JACK 


75 Ohm SMC "T" 
JACK-PLUG-JACK 


1-24 © 25-49 1-24 © 25-49 1-24 1-24 © 25.49 
$31.39 $29.19 $24.00 $22.32 $24.00 $36.50 $33.95 
50-99 100 + 50-99 100 + 50-99 100 + 50-99 100 + 
$27.00 $25.11 $20.64 $20.64 $19.20 $31.39 $29.20 
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ADAPTERS 


SEE ADAPTER SELECTION CHART ON PAGES 184 THRU 186 
SEE PAGE 253 FOR MOUNTING HOLES 


Model No. PE9245 Model No. PE9246 Model No. PE9247 Model No. PE9248 Model No. PE9249 
75 Ohm SMB "T" SMA "T" FEMALE-FEMALE- SMA "T" MALE-FEMALE-MALE 75 Ohm SMB JACK TO SHV "T" JACK-PLUG-JACK 
JACK-PLUG-JACK FEMALE 75 Ohm SMB JACK 


(EF 


1-24 © 25-49 1-24 1-24 1-24 25-49 1-24 © 25-49 
$36.50 $33.95 $41.75 $45.09 $37.55 $34.92 $69.11 $64.27 | 
50-99 100 + 50-99 50-99 50-99 100 + 50-99 100 + p 
$31.39 $29.20 $35.91 $38.78 $32.29 $30.04 $59.43 $55.29 


Model No. PE9250 Model No.  PE9251 Model No. PE9252 Model No.  PE9253 Model No. PE9254 
BNC FEMALE TO SSMA MALE SMA FEMALE TO TNC FEMALE SMA FEMALE TO N FEMALE HN MALE TO SMA MALE 


Ya%—%e"e"ere" ee". 


*, 


o> 
me 
x 
Oe 
> 
°. 1.0.0.9. 


7, 
> 
> 
°, 
x 
° 
% 


BULKHEAD = BULKHEAD 
MOUNTING HOLE B05 MOUNTING HOLE G01 = 


ie oe —— 1-24 25-49 


°, 
oO 


res 
reteterete, 
O55 
eseres 


1-24 25-49 25-49 a-2 
$60.55 $56.31 $32.95 ; 4 : : $39.65 $36.87 
50-99 100 + 50-99 50-99 100 + 
$52.07 $48.44 $28.34 4 a : : $34.10 $31.72 
Model No. PE9255 Model No. PE9256 Model No. PE9257 Model No. PE9258 Model No. PE9259 
HN FEMALE TO SMA FEMALE HN FEMALE TO SMA MALE GR874 TO GR874 TO N FEMALE GR874 TO SMA MALE 
x } 
es 
ial 
1-24 25-49 1-24 1-24 25-49 
$39.65 $36.87 A a F s $110.70 - $110.70 $102.95 
50-99 100 + 50-99 50-99 100 + 
$34.10 $31.72 $95.20 $88.56 
Model No. PE9260 Model No. PE9261 Model No. PE9262 Model No. PE9263 Model No. PE9264 
GR874 TO SMA FEMALE N FEMALE TO BNC FEMALE SMA MALE TO SMA FEMALE N FEMALE TO TNC MALE MHV FEMALE TO HN MALE 


BULKHEAD RADIUS RIGHT ANGLE RIGHT ANGLE 
MOUNTING HOLE G01 


76% 


Ta 


1-24 25-49 1-24 25-49 
$110.70 $102.95 $72.05 $67.01 
50-99 100 + 50-99 100 + 
$95.20 $88.56 $61.96 $57.64 
Model No. PE9265 Model No. PE9266 Model No. PE9267 Model No. PE9268 Model No. PE9269 
MHV FEMALE TO SHV PLUG MHV FEMALE TO MHV MALE MHV FEMALE TO MHV FEMALE MHV FEMALE TO MHV FEMALE BNC MALE TO BNC FEMALE 
RIGHT ANGLE BULKHEAD, HERMETICALLY 
sets SEALED es 
MOUNTING HOLE B06 
| 
KXXX) 
1-24 8 =25-49 1-24 25-49 
$72.05 $67.01 $13.55 $12.60 
50-99 100 + 50-99 100 + 
$61.96 $57.64 $11.65 $10.84 
Model No. PE9270 Model No. PE9271 Model No. PE9272 Model No. PE9273 Model No. PE9274 
TNC FEMALE TO TNC MALE 75 Ohm SMB PLUG TO 75 Ohm SMC PLUG TO SMA MALE TO SMA MALE SMA FEMALE TO SMA FEMALE 


75 Ohm SMB PLUG 75 Ohm SMC PLUG RADIUS RIGHT ANGLE RADIUS RIGHT ANGLE 


eee es 


£252 


1-24 25-49 1-24 1-24 
$13.55 $12.60 ‘ : $27.10 . $46.67 $42.80 
50-99 100 + 50-99 50-99 50-99 100 + 


$11.65 $10.84 . : $23.31 . $40.14 $36.81 $34.24 


Free Ground Freight Aji Products Available Online! www.pasternack.com 193 
Same-Day Shipping Toll-Free: 866-PASTERNACK (866-727-8376) Phone: 949-261-1920 Fax: 949-261-7451 


Model No. PE9275 
SMA FEMALE TO N MALE 
PANEL MOUNT 


$52.07 


Model No. PE9280 

BNC TWINAX JACK TO BNC 
TWINAX JACK BULKHEAD 
MOUNTING HOLE B06 


ADAPTERS 


SEE ADAPTER SELECTION CHART ON PAGES 184 THRU 186 
SEE PAGE 253 FOR MOUNTING HOLES 


Model No. PE9276 

SMA FEMALE TO TNC FEMALE 
PANEL MOUNT 

MOUNTING HOLE A03 


Model No. 
N FEMALE TO 


PE9277 


SSP8252 
SoS 
Q ?, 


1-24 © 25-49 
$33.95 $31.57 

50-99 100 + 
$29.20 $27.16 


Model No. 
SMB PLUG 


PE9281 


TO SMC PLUG SMB PLUG TO SMC JACK 


Model No. PE9278 
BNC FEMALE TO N MALE 
RIGHT ANGLE 


1-24 
$38.60 

50-99 
$33.20 


Model No. PE9283 
SMB JACK TO SMC JACK 


Model No. PE9279 
BNC TWINAX "T" 
JACK-JACK-JACK 


1-24 
$29.20 
50-99 
$25.11 $23.36 
Model No. PE9284 


SMB JACK TO SMC PLUG 


1-24 
$21.90 

50-99 
$18.83 


Model No. 
GR874 "T" 


1-24 
$242.40 
50-99 


$208.46 


Model No. 


Model _ No. 


C MALE TO N FEMALE 


OS 


2°, 
> 
o 


O 
OO 
9 
262 


x 

525 
ORS 
“evetete: 


px 
b> 
‘exes 
Se! 
ee, 
POS 


50-99 
$31.78 


Model No. 


C MALE TO C MALE 


POPOD 
KROL g 


$27.10 
50-99 
$23.31 


$193.92 


TNC "T" MALE-FEMALE-FEMALE . 


25-49 
$20.37 
100 + 
$17.52 
PE9285 Model No. PE9286 
GR874 TO GR874 RIGHT ANGLE 


PE9290 Model No. PE9291 


TNC MALE TO UHF FEMALE 


0 
5 
002000) 
SOK 
<5 


O 

% 

S555 
aretarereteretetet 
55555 

R25 5250805 


° 
RS 
“ates 


bs 


Co 2505060 


1-24 
$12.50 

50-99 
$10.75 


25-49 
$11.63 
100 + 
$10.00 


PE9295 Model No. PE9296 


OOO 
ox 


OS? 
S82 


k ee 
25-49 

$34.36 
100 + 

$29.56 

PE9300 PE9301 


GR874 TO 


C FEMALE 


Y 
2, 


£35 
oe 


525 
oO 


OO 
2K 


Oo 
O 


xs 


Kx 


1-24 

$25.20 $121.15 

100 + 50-99 
$21.68 $104.19 $96.92 


Model No. PE9292 
SC FEMALE TO N FEMALE 


Model No. 
MHV MALE 


SMB "T" JACK-JACK-JACK 


Model No. PE9287 
TNC FEMALE TO TNC FEMALE 
BULKHEAD, ISOLATED GROUND 
MOUNTING HOLE B06 


.__PE9288 
TNC FEMALE TO TNC FEMALE 
PANEL MOUNT 
MOUNTING HOLE A03 


PE9292 -__PE9293 
C MALE TO C FEMALE 


RIGHT ANGLE 


2OOOO 
PPro ued 
ete tetetetetets 
atetetetetetete® 


PE9297 
TO BNC FEMALE 


Model No. PE9298 
LC FEMALE TO N FEMALE 


1-24 25-49 
$121.15 $112.67 
50-99 100 + 
$104.19 $96.92 
Model No. PE9302 Model No. PE9303 
SMC JACK TO SMC PLUG 
RIGHT ANGLE 


1-24 
$29.20 

50-99 
$25.11 


25-49 
$27.16 
100 + 
$23.36 


$27.10 
50-99 
$23.31 
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Model No 


FEMALE 


1-24 
$154.60 

50-99 
$132.96 


Model No. 


1-24 
$29.20 

50-99 
$25.11 


Free Ground Freight 
Same-Day Shipping 


Model No. 
C "T" FEMALE-FEMALE-FEMALE 


Model No. PE9299 
LC FEMALE TO N MALE 


.__PE9289 


TNC "T" FEMALE~FEMALE- 


PE9294 


25-49 
$50.89 
100 + 
$43.78 


PE9299 


25-49 
$143.78 
100 + 
$123.68 


PE9304 


SMC "T" JACK-JACK-JACK 


25.49 
$27.16 
100 + 
$23.36 


ADAPTERS 


SEE ADAPTER SELECTION CHART ON PAGES 184 THRU 186 
SEE PAGE 253 FOR MOUNTING HOLES 


Model No. PE9305 Model No. PE9306 Model No. PE9307 Model No. PE9308 Model No. PE9309 
SMC "T" PLUG-PLUG-PLUG 75 Ohm N FEMALE TO 75 Ohm N FEMALE TO 75 Ohm N MALE TO SMB "T" PLUG-JACK-JACK 
75 Ohm N FEMALE 75 Ohm N MALE RIGHT 75 Ohm N MALE 
iesernreene ANGLE i 
O9 > 
S04 bs 
S % ae & 
SE RTs ee 
1-24 1-24. 25-49 1-24 ssegezezezeneecs i 1-24 25-49 
$29.20 $19.80 $18.41 $27.10 Ser] $19.80 $18.41 $41.33 $38.44 
50-99 50-99 100 + 50-99 50-99 100 + 50-99 100 + 
$25.11 $17.03 $15.84 $23.31 $21.68 $17.03 $15.84 $35.54 $33.06 
Model No. PE9310 Model No. PE9311 Model No. PE9312 Model No. PE9313 Model No. PE9314 
SMB "T" PLUG-PLUG-PLUG N MALE TO N FEMALE SMA FEMALE TO SMA FEMALE |N MALE T0 SMB JACK N MALE TO SMB PLUG 
ROOT Were PANEL MOUNT : xs ve 
RSs! Ses | | MOUNTING HOLE A021 3 
COO} 
1-24 25-49 1-24 25-49 
$33.40 $31.06 j ; $38.60 190 : ; $38.60 $35.90 
50-99 100 + 50-99 50-99 100 + 
$28.72 $26.72 A $33.20 : $33.20 $30.88 
Model No. PE9315 Model No. PE9316 Model No. PE9317 Model No. PE9318 Model No. PE9319 
N FEMALE TO SMB JACK N FEMALE TO SMB PLUG N MALE TO SMC JACK N MALE TO SMC PLUG N FEMALE TO SMC JACK 


oe 


o, 


?, 
¢; 


oS? 

Oo 
S55 

S 

© 

eS 
= 


7 


>, 


i 
> 


22 


7, 


SS xX 
1-24 §©25-49 1-24 = 25-49 
$38.60 $35.90 : Z $49.32 ; $38.60 ‘ $38.60 $35.90 
50-99 100 + 50-99 50-99 50-99 100 + 
$33.20 $30.88 : ‘ $42.42 3 $33.20 $30.88 $33.20 $30.88 
Model No. PE9320 Model No. PE9321 Model No. PE9322 Model No. PE9323 Model No. PE9324 
N FEMALE TO SMC PLUG N MALE TO 3.5mm FEMALE N MALE TO 3.5mm MALE N FEMALE TO 3.5mm FEMALE N FEMALE TO 3.5mm MALE 
MAX VSWR 1.15:1 @ 18 GHz MAX VSWR 1.15:1 @ 18 GHz MAX VSWR 1.15:1 @ 18 GHz MAX VSWR 1.15:1 @ 18 GHz 
AA7 y S355) 
| 
| 
1-24 25-49 1-24 25-49 1-24 25-49 
$38.60 $35.90 * $102.95 PRECISION | $114.77 $106.74 PRECISION} $112.12 $104.27 PRECISION] $114.90 $106.86 PRECISION 
50-99 100 + 100 + ADAPTER 50-99 100 + ADAPTER 50-99 100 + ADAPTER 50-99 100 + ADAPTER 
$33.20 $30.88 : $88.56 $98.70 $91.82 $96.42 $98.81 $91.92 
Model No. PE9325 Model No. PE9326 Model No. PE9327 Model No. PE9328 Model No. PE9329 
7mm TO 3.5mm FEMALE TO 3.5mm MALE 7mm TO SMA FEMALE 7mm TO SC FEMALE 7mm TO SC MALE 


MAX VSWR 1.15:1 @ 18 GHz VSWR 1.15:1 @ 18 GHz PANEL MOUNT 
—= 4 MAX VSWR 1.15:1 @ 18 GHz 


seeeeaemiamiaea ||| 


SS LOOT 
1-24 25-49 1-24 25-49 1-24 1-24 25-49 
$165.05 $153.50 PRECISION i $153.50 PRECISION | $269.09 $250.25 PRECISION] $242.40 $225.43 PRECISION] $242.40 $225.43 PRECISION 
50-99 100 + ADAPTER 100 + ADAPTER 50-99 100 + ADAPTER 50-99 100 + ADAPTER 50-99 100 + ADAPTER 
$141.94 $132.04 ; $132.04 $231.42 $215.27 $208.46 $193.92 $208.46 $193.92 
Model No. PE9330 Model No. PE9331 Model No. PE9332 Model No. PE9334 Model No. PE9335 
3.5mm MALE TO 3.5mm MALE 3.5mm FEMALE TO 3.5mm 3.5mm MALE TO 3.5mm FEMALE | SSMA FEMALE TO SSMA MALE MHV MALE TO SHV JACK 
MAX VSWR 1.15:1 @ 26.5 GHz FEMALE MAX VSWR 1.15:1 @ 26.5 GHz | RIGHT ANGLE 
eee) | ees MAX VSWR 1.15:1 @ 26.5 GHz 
Ce) 
1-24 25-49 1-24 25-49 1-24 25-49 1-24 25.49 
$99.20 $92.26 PRECISION $99.20 $92.26 PRECISION ; $92.26 PRECISION ; $77.30 $71.89 
50-99 100 + ADAPTER 50-99 100 + ADAPTER 100 + ADAPTER 50-99 100 + 
$85.31 $79.36 $85.31 $79.36 $85.31 $79.36 $35.91 f : ex $66.48 $61.84 
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ADAPTERS 


SEE ADAPTER SELECTION CHART ON PAGES 184 THRU 186 
SEE PAGE 253 FOR MOUNTING HOLES 


Model No. PE9336 

SHV JACK TO SHV JACK 
BULKHEAD, HERMETICALLY 
SEALED 

MOUNTING HOLE B06 


Model No. PE9337 


SHV JACK TO SHV JACK : 


Model No. PE9338 
SHV JACK TO SHV PLUG 
RIGHT ANGLE 


Model No. PE9339 
SHV JACK TO MHV FEMALE 


Model No. _PE9340 
SHV PLUG TO MHV MALE 


1-24 25-49 1-24 25-49 1-24 25-49 1-24 25-49 
$50.10 $46.59 $27.10 $25.20 $38.60 $35.90 $60.55 $56.31 
50-99 100 + 50-99 100 + 50-99 100 + 50-99 100 + 
$43.09 $40.08 $23.31 $21.68 $33.20 $30.88 $52.07 $48.44 
Model No. PE9341 Model No. PE9342 Model No. PE9343 Model No. PE9344 Model No. PE9345 
MINI-UHF FEMALE TO MINI-UHF MALE TO MINI-UHF FEMALE TO MINI-UHF MALE TO MINI-UHF FEMALE TO 
BNC FEMALE MINI-UHF FEMALE UHF FEMALE pay TNC MALE 


‘o, 
<2 


oO 
~ 
0% 


VAZAAT 
eetetge 


o, 


<6 


7 
2, 


i? 
Meer 


KxxS 
1-24 25-49 

$9.35 $8.70 

50-99 100 + 

$8.04 $7.48 
Model No. PE9346 Model No. PE9347 ._ PE9348 PE9349 Model No. PE9350 
MINI-UHF MALE TO MINI-UHF MALE TO MINI-UHF FEMALE TO 75 OHM N FEMALE TO 75 OHM N MALE TO 
TNC FEMALE MINI-UHF FEMALE 50 Ohm N 50 Ohm N FEMALE 


RIGHT ANGLE 


PS b> 
ne "e 
S : 
weet K 
neanesece se BOS 
1-24 25-49 
$27.10 $25.20 
50-99 100 + 
$23.31 $21.68 
Model No. PE9351 PE9352 PE9354 Model No. PE9355 


N MALE TO SSMA MALE 


+, 


x 
Ses 
es 
re 
SeSORKS 
xs 
“ 
‘es 


SS 
$5 
$35 
es 
$35 
res 


N MALE TO SSMA FEMALE 


TO SSMA FEMALE 


4 
2 


+ 


<5 
© 


ececececece. ecetete 
esecececece: iegenege 
RHR] KS<5 
eveterete, <2 


Xx 


SX 
Maretete 


4 


SSMA MALE TO 7mm 


ROKK MAX VSWR 1.15:1 @ 18 GHz 
QOL. DOO i 
BS SONS e== 
tetetetete 5505] 

KSooe) RSSe5eu 


25-49 1-24 25-49 
$49.05 $45.62 $210.00 $195.30 PRECISION 
50-99 100 + 50-99 100 + ADAPTER 
$42.18 $39.24 $180.60 $168.00 
Model No. PE9356 Model No. PE9357 Model No. PE9358 Model No. PE9359 Model No. PE9360 


SSMA FEMALE TO 7mm 


SSMA MALE TO SSMA MALE 


SSMA MALE TO SSMA FEMALE 


N FEMALE TO N FEMALE 
RIGHT ANGLE 


N FEMALE TO HN FEMALE 


1-24 
$210.00 $195.30 PRECISION 
50-99 100 + ADAPTER 
$180.60 $168.00 $23.31 
Model No. PE9361 Model No. PE9362 Model No. PE9363 Model No. PE9364 Model No. PE9365 


75 Ohm BNC MALE TO 
75 Ohm BNC FEMALE 
RIGHT ANGLE 


75 Ohm BNC FEMALE 
75 Ohm BNC FEMALE 


MATES WITH 50 Ohm BNC'S 


TO 


75 Ohm BNC FEMALE TO 
75 Ohm BNC FEMALE 
BULKHEAD, MATES WITH 


75 Ohm BNC MALE TO 
75 Ohm BNC MALE 


MATES WITH 50 Ohm BNC'S 


MATES WITH 50 Ohm 


75 Ohm BNC "T" 


FEMALE-MALE-FEMALE 


MATES WITH 50 Ohm BNC'S 50 Ohm BNC'S BNC'S 
MOUNTING HOLE B06 
1-24 25-49 1-24 25.49 
$22.43 $20.86 $21.90 $20.37 
50-99 100 + 50-99 100 + 
$19.29 $17.94 $11.65 $18.83 $17.52 
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ADAPTERS 


SEE ADAPTER SELECTION CHART ON PAGES 184 THRU 186 
SEE PAGE 253 FOR MOUNTING HOLES 


Model No. PE9366 Model No. PE9367 Model No. PE9368 Model No. PE9369 Model No. PE9370 
75 Ohm BNC FEMALE TO 75 Ohm BNC FEMALE TO 75 Ohm BNC MALE TO 75 Ohm BNC FEMALE TO 75 Ohm BNC MALE TO 
75 Ohm BNC FEMALE 75 Ohm BNC FEMALE 75 Ohm N FEMALE 75 Ohm N MALE 75 Ohm N MALE 
BULKHEAD, ISOLATED GROUND | PANEL MOUNT, MATES WITH MATES WITH 50 Ohm BNC'S MATES WITH 50 Ohm BNC'S 
MATES WITH 50 Ohm BNC'S 50 Ohm BNC'S 
MOUNTING HOLE B06 | | MOUNTING HOLE A03 
1-24 25-49 1-24 25-49 1-24 © 25-49 1-24 1-24 
$22.95 $21.34 $22.95 $21.34 $19.80 $18.41 $19.80 $39.65 
50-99 100 + 50-99 100 + 50-99 100 + 50-99 100 + 50-99 
$19.74 $18.36 p $19.74 $18.36 $17.03 $15.84 $17.03 $15.84 $34.10 $31.72 


Model No. PE9372 
UHF MALE TO TNC FEMALE 


Model No. PE9373 
3/4"-20 TWINAX FEMALE TO 
3/4"-20 TWINAX FEMALE 
BULKHEAD, MOUNTING HOLE 
B07 


Model No. PE9374 
3/4"-20 TWINAX "T" 


Model No. PE9371 

75 Ohm BNC FEMALE TO 

75 Ohm N FEMALE 

MATES WITH 50 Ohm BNC'S 


Model No. PE9375 
BNC TWINAX "T" 
JACK-PLUG-JACK 


4 


KX 


1-24 25-49 1-24 1-24 
$57.90 $53.85 $13.55 $12.60 $29.20 

50-99 100 + 50-99 100 + 50-99 100 + 
$49.79 $46.32 $11.65 $25.11 $23.36 


Model No. PE9377 
BNC TWINAX PLUG TO 
BNC TWINAX JACK 

RIGHT ANGLE 


Model No. PE9378 
BNC TWINAX JACK TO 
BNC TWINAX JACK 


Model No. PE9379 
SMA "T" MALE-MALE-MALE 


Model No. PE9376 
BNC TWINAX PLUG TO 
BNC TWINAX PLUG 


Model No. PE9380 
SMA FEMALE TO SMA FEMALE 
WITH KNURL 


Pood 
BRR 


1-24 25-49 1-24 
$31.30 $29.11 $27.10 $25.20 
50-99 100 + 50-99 100 + 
$26.92 $25.04 $23.31 $21.68 


Model No. PE9383 
N FEMALE TO N FEMALE 
BULKHEAD, HERMETICALLY 
SEALED FOR A 1" 
MAX PANEL 
MOUNTING HOLE G01 


Model No. PE9384 
SMA MALE TO TNC FEMALE 
PANEL MOUNT 

MOUNTING HOLE A09 


Model No. PE9381 
SMA MALE TO SMA FEMALE 
45 DEGREE ANGLE 


Model No. PE9382 
N FEMALE TO N FEMALE 
BULKHEAD, ISOLATED GROUND 


MOUNTING HOLE = 


Model No. 
GR874 TO 


Model No. PE9385 
N FEMALE TO UHF FEMALE 


1-24 25-49 
$49.05 $45.62 

50-99 100 + 
$42.18 


$14.60 $13.58 
50-99 100 + 
$12.56 $11.68 


Model No. PE9389 


Model No. PE9386 
GR874 TO HN MALE 


PE9387 
HN FEMALE 


| Model No. PE9388 
N MALE TO BNC FEMALE 
PANEL MOUNT 

MOUNTING HOLE A05 


Model No. PE9390 
N "T" MALE-MALE-MALE 


er 


AX 
SRK 
‘es 
RK 


1-24 © 25-49 1-24 © 25-49 1-24 © 25-49 1-24 25-4 1-24 
$143.10 $133.08 $143.10 $133.08 $29.25 $27.20 $23.11 $21.49 $31.30 
50-99 100 + 50-99 50-99 100 + 50-99 10 50-99 
$123.07 $114.48 $123.07 $25.16 $23.40 $19.87 $26.92 


Model No. 
BNC MALE 


Model No. PE9393 
BNC MALE TO SSMB PLUG 


Model No. PE9394 
BNC FEMALE T0 SSMB JACK 


PE9392 
TO SSMB JACK 


Model No. PE9391 
75 Ohm N MALE TO 


Model No. PE9395 
BNC FEMALE TO SSMB PLUG 


1-24 1-24 1-24 25-49 
$20.85 $19.39 $48.00 $44.64 $48.00 $44.64 
50-99 100 + 50-99 100 + 50-99 100 + 
$17.93 $16.68 $41.28 $38.40 $41.28 $38.40 
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Model No. 


PE9396 


75 Ohm N MALE TO 


Model No. 


S52) 
S050] 
Se 


vavates 
sehshetet 


o, 

ves 

res 
ees 
rates 


LAS 


PE9401 


SSMB JACK TO SMA MALE 


1-24 
$36.50 
50-99 


$31.39 


Model No. 
MHV FEMALE 


Model No. 


Model No. 


75 Ohm N FEMALE TO 


25-49 
$33.95 
100 + 
$29.20 


PE9406 
TO BNC 


PE9411 


PE9416 


75 Ohm N FEMALE 
BULKHEAD, HERMETICALLY 
SEALED, MOUNTING HOLE G01 


1-24 
$31.95 

50-99 
$27.48 


Model No. 
BNC FEMALE 


MALE 


7/16 FEMALE TO SMA MALE 
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ADAPTERS 


SEE ADAPTER SELECTION CHART ON PAGES 184 THRU 186 
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Model No. PE9397 
75 Ohm N FEMALE TO 


23] 
ES FFP ES, 
6 
— 
ee _ 

[at 
eaeareeeneen 
Seteconaneconnteceentes 
vevetetetetetete’ { 


i | oR 
Pl erererereterereterere®, 


1-24 
$30.18 

50-99 
$25.95 


25- 
$28.07 
100 + 
$24.14 


Model No. PE9402 
SMA FEMALE TO SSMB PLUG 


$31.39 


Model No. PE9407 

BNC FEMALE TO SMA FEMALE 
BULKHEAD, NUT ON SMA 
MOUNTING HOLE B04 


1-24 
$40.95 
50-99 


$35.22 


Model No. 
7/16 MALE TO SMA FEMALE 


1-24 
$72.05 
50-99 
$61.96 


Model No. PE9417 

75 Ohm N FEMALE TO 

75 OHM N FEMALE 

BULKHEAD, ISOLATED GROUND 
MOUNTING HOLE G01 


$27.22 


Model No. PE9422 
SMA FEMALE TO 
D SUBMINIATURE PLUG 


| =a 


$14.32 


Model No. PE9398 
LC MALE TO LC FEMALE 
RIGHT ANGLE 


1-24 25-49 
$220.45 $205.02 

50-99 100 + 
$189.59 $176.36 


Model No. PE9403 
SC MALE TO SC MALE 


Model No. PE9408 

N FEMALE TO SMA FEMALE 
BULKHEAD, NUT ON SMA 
MOUNTING HOLE B09 


-__PE9413 
LC FEMALE TO HN MALE 


ess 
ves 


52 
2. 


v4 
> 
S252 
KOXOOOOX 


1-24 © 25-49 
$154.60 $143.78 
50-99 100 + 
$132.96 $123.68 


Model No. PE9418 
SMA MALE TO SMA MALE 
RIGHT ANGLE 


Model No. PE9423 
SMA FEMALE TO 
D SUBMINIATURE RECEPTACLE 


$14.32 


Phone: 949-261-1920 Fax: 949-261-7451 


Model No. PE9399 
SSMA FEMALE TO SMA FEMALE 


Model No. PE9400 
SMA MALE TO UHF FEMALE 


1-24 25-49 1-24 25-49 
$35.50 $33.02 $27.10 $25.20 
50-99 100+ 50-99 100 + 
$30.53 $28.40 $23.31 $21.68 
PE9404 Model No. PE9405 


SC MALE TO SC FEMALE 
RIGHT ANGLE 


SC FEMALE TO SC FEMALE 


PE9409 Model No. PE9410 
7/16 FEMALE TO 7/16 FEMALE | 7/16 MALE TO 7/16 
RS RIGHT ANGLE 


FEMALE 


1-24 25-49 

$121.15 $112.67 

50-99 100 + 

$104.19 $96.92 
Model No. PE9414 Model No. PE9415 


7/16 FEMALE TO 7/16 FEMALE | SMA FEMALE TO UHF MALE 


BULKHEAD 


1-24 25-49 
$137.90 $128.25 

50-99 100 + 
$118.59 $110.32 


Model No. PE9419 


Model No. 
LC FEMALE TO LC FEMALE 


PE9420 

BNC FEMALE TO BNC FEMALE 
BULKHEAD, HERMETICALLY 
SEALED, 1" MAX PANEL 
MOUNTING HOLE B06 


1-24 25-49 
$33.40 $31.06 
50-99 100 + 
$28.72 $26.72 
Model No. PE9424 Model No. PE9425 
SMA MALE TO SMA MALE TO 


D SUBMINIATURE RECEPTACLE D SUBMINIATURE PLUG 


1-24 925.49 
$16.65 $15.48 
50-99 100 + 
$14.32 $13.32 
Free Ground Freight 


Same-Day Shipping 


ADAPTERS 


SEE ADAPTER SELECTION CHART ON PAGES 184 THRU 186 
SEE PAGE 253 FOR MOUNTING HOLES 


Model No. PE9426 Model No. PE9427 Model No. PE9428 Model No. PE9429 Model No. PE9430 
N MALE TO N FEMALE N MALE TO N MALE N FEMALE TO N FEMALE N FEMALE TO N FEMALE N MALE TO SMA FEMALE 
MAX VSWR 1.15:1 @ 18 GHz MAX VSWR 1.15:1 @ 18 GHz MAX VSWR 1.15:1 @ 18 GHz PANEL MOUNT MAX VSWR 1.15:1 @ 18 GHz 
BEST HT) Reseesesd MAX VSWR 1.15:1 @ 18 GHz 
. MOUNTING HOLE A05 
PRECISION 
Bee) ADAPTER 
1-24 25-49 1-24 25-49 1-24 25-49 1-24 25-49 1-24 25-49 
$61.49 $57.19 PRECISION $60.55 $56.31 PRECISION $66.93 $62.24 PRECISION] $74.15 $68.96 $60.55 $56.31 PRECISION 
50-99 100 + ADAPTER 50-99 100 + ADAPTER 50-99 100 + ADAPTER 50-99 100 + 50-99 100 + ADAPTER 
$52.88 $49.19 $52.07 $48.44 $57.56 $53.54 $63.77 $59.32 $52.07 $48.44 
Model No. PE9431 Model No. PE9432 Model No. PE9433 Model No. PE9434 Model No. PE9435 
N MALE TO SMA MALE N FEMALE TO SMA FEMALE N FEMALE TO SMA MALE N FEMALE TO SMA FEMALE N FEMALE TO SMA FEMALE 
MAX VSWR 1.15:1 @ 18 GHz MAX VSWR 1.15:1 @ 18 GHz MAX VSWR 1.15:1 @ 18 GHz PANEL MOUNT BULKHEAD, NUT ON SMA 
MAX VSWR 1.15:1 @ 18 GHz MAX VSWR 1.15:1 @ 18 GHz 
MOUNTING HOLE A05 MOUNTING HOLE G01 
PRECISION PRECISION 
ADAPTER 
1-24 25-49 1-24 1-24 25-49 
$64.64 $60.12 PRECISION : $56.31 PRECISION $60.55 $56.31 PRECISION : § $88.75 $82.54 
50-99 100 + ADAPTER 100 + ADAPTER 50-99 100 + ADAPTER 50-99 100 + 
$55.59 $51.71 a $52.07 $48.44 . b $76.33 $71.00 
Model No. PE9436 Model No. PE9437 Model No. PE9438 Model No. PE9439 Model No. PE9440 
2.92mm MALE TO 2.92mm MALE TNC MALE TO SMA MALE TNC MALE TO SMA FEMALE 
MAX VSWR 1.10:1 @ 18 GHz MAX VSWR 1.10:1 2.92mm FEMALE MAX VSWR 1.25:1 @ 18 GHz MAX VSWR 1.25:1 @ 18 GHz 
1.15:1 @ 26.5 GHz 1.15:1 MAX VSWR 1.10: 
1.25:1 @ 40 GHz Less 715: 
5 
1-24 25-49 1-24 1-24 25-49 1-24 25-49 
$121.15 $112.67 PRECISION | $121.15 $112.67 PRECISION | $121.15 $112.67 PRECISION H $56.35 PRECISION] $66.85 $62.17 PRECISION 
50-99 100 + ADAPTER 50-99 100 + ADAPTER 50-99 100 + ADAPTER 100 + ADAPTER 50-99 100 + ADAPTER 
$104.19 $96.92 $104.19 $96.92 $104.19 $96.92 x $57.49 $53.48 
Model No. PE9441 Model No. PE9442 Model No. PE9443 Model No. PE9444 Model No. PE9445 
TNC FEMALE TO SMA MALE TNC FEMALE TO SMA FEMALE TNC MALE TO TNC FEMALE TNC FEMALE TO TNC FEMALE TNC MALE TO TNC MALE 
MAX VSWR 1.25:1 @ 18 GHz MAX VSWR 1.25:1 @ 18 GHz MAX VSWR 1.25:1 @ 18 GHz MAX VSWR 1.25:1 @ 18 GHz MAX VSWR 1.25:1 @ 18 GHz 
1-24 25-49 25-49 1-24 25-49 1-24 25-49 
$60.55 $56.31 PRECISION $64. $60.40 PRECISION f $71.89 PRECISION] $60.55 $56.31 PRECISION] $60.55 $56.31 PRECISION 
50-99 100 + ADAPTER 100 + ADAPTER 100 + ADAPTER 50-99 100 + ADAPTER 50-99 100 + ADAPTER 
$52.07 $48.44 F $51.96 A $61.84 $52.07 $52.07 $48.44 
Model No. PE9446 Model No. PE9447 Model No. PE9448 Model No. PE9449 Model No. PE9450 
TNC MALE TO N MALE TNC MALE TO N FEMALE TNC FEMALE TO N MALE TNC FEMALE TO N FEMALE TNC FEMALE TO N FEMALE 


MAX VSWR 1.15:1 @ 18 GHz MAX VSWR 1.15:1 @ 18 GHz MAX VSWR 1.15:1 @ MAX VSWR 1.15:1 @ 18 GHz PANEL MOUNT 
MAX VSWR 1.15:1 @ 18 GHz 
MOUNTING HOLE A05 


OO} 


°, 
has 


?, 
2, 


2) 
s 

RS 

RK 


O 
ra 


O 


x» 


¢, 


o, 


PRECISION 
ADAPTER 
1-24 25-49 25-49 1-24 =25-49 29-49 1-24 25-49 
$72.05 $67.01 PRECISION $77.46 PRECISION | $72.05 $67.01 PRECISION ‘ $67.01 PRECISION] $89.95 $83.65 
50-99 100 + ADAPTER 100 + ADAPTER 50-99 100 + ADAPTER 100 + ADAPTER 50-99 100+ 
$61.96 $57.64 $61.96 3 $77.36 $71.96 
Model No. PE9451 Model No. PE9452 Model No. PE9453 ; Model No. PE9455 
2.4mm MALE TO 2.4mm MALE 2.4mm MALE TO 2.4mm FEMALE | 2.4mm FEMALE TO 2.4mm MALE TO 2.92mm FEMALE | 2.92mm MALE TO 2.4mm FEMALE 
MAX VSWR 1.10:1 @ 18 GHz MAX VSWR 1.10:1 @ 18 GHz 2.4mm FEMALE MAX VSWR 1.10:1 @ 18 GHz 
1.20:1 @ 26.5 GHz MAX VSWR 1.10: 1.20:1 @ 26.5 GHz 
1.30:1 @ 50 GHz : 1.30:1 @ 40 GHz 
1-24 25-49 1-24 1-24 25-49 1-24 §=25-49 1-24 25.49 
$353.15 $328.43 PRECISION | $353.15 $328.43 PRECISION | $366.75 $341.08 PRECISION | $353.15 $328.43 PRECISION| $353.15 $328.43 PRECISION 
50-99 100 + ADAPTER 50-99 100 + ADAPTER 50-99 100 + ADAPTER 50-99 100 + ADAPTER 50-99 100 + ADAPTER 
$303.71 $282.52 $303.71 $282.52 $315.41 $293.40 $303.71 $282.52 $303.71 $282.52 
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ADAPTERS 
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SEE PAGE 253 FOR MOUNTING HOLES 


Model No. PE9456 Model No. PE9457 Model No. PE9458 Model No. PE9459 Model No. PE9460 
2.4mm FEMALE TO 2.4mm MALE TO 2.92mm MALE 7mm TO 2.4mm MALE 7mm TO 2.4mm FEMALE 7mm TO 2.92mm MALE 
2.92mm FEMALE MAX VSWR MAX VSWR 1.10:1 @ 18 GHz MAX VSWR 1.10:1 @ 18 GHz MAX VSWR 1.10:1 @ 18 GHz 


MAX VSWR 1.10:1 @ 18 GHz 
1.10:1 @ 18 GHz 1.20:1 @ 26.5 GHz 
1.20:1 @ 26.5 GHz 30:1 @ 40 GHz 
1.30:1 @ 40 GHz 
1-24 25-49 1-24 25-49 1-24 25-49 


$353.15 $328.43 PRECISION 
50-99 100 + ADAPTER 
$303.71 $282.52 


$353.15 $328.43 PRECISION 
50-99 100 + ADAPTER 
$303.71 $282.52 


Model No. PE9462 
N FEMALE TO MCX JACK 


Model No. PE9461 
7mm TO 2.92mm FEMALE 
MAX VSWR 1.10:1 @ 18 GHz 


oS 


1-24 


$253.90 


25-49 
$236.13 PRECISION 


$42.80 $39.80 


$242.40 $225.43 PRECISION 
50-99 100 + ADAPTER 
$208.46 $193.92 


$485.85 $451.84 PRECISION 
50-99 100 + ADAPTER 
$417.83 $388.68 


$474.40 $441.19 PRECISION 
50-99 100 + ADAPTER 
$407.98 $379.52 


Model No. PE9464 Model No. PE9465 


N MALE TO MCX PLUG 


8 


Model No. PE9463 
N FEMALE TO MCX PLUG 


1-24 
$57.40 


25-49 
$53.38 


50-99 100 + ADAPTER 50-99 100 + 50-99 100 + 
$218.35 $203.12 $36.81 $34.24 $49.36 $45.92 
Model No. PE9466 Model No. PE9467 Model No. PE9468 Model No. PE9469 Model No. PE9470 


BNC FEMALE TO MCX JACK BNC FEMALE TO MCX PLUG 


AAA 7 
XO 


RX] 


xX 


TO MCX JACK BNC MALE TO MCX PLUG SMA FEMALE TO MCX JACK 


X55 


00, 


x 
KX 


OX 


1-24 25-49 1-24 25-49 
$39.65 $36.87 $42.80 $39.80 
50-99 100 + 50-99 100 + 
$34.10 $31.72 $36.81 $34.24 
Model No. PE9471 PE9472 Model No. PE9473 Model No. PE9475 


SMA FEMALE TO MCX PLUG TO MCX JACK 


SMA MALE TO MCX PLUG MMCX PLUG TO SMA FEMALE 
MCX JACK BULKHEAD 


MOUNTING HOLE BO1 


S" 
1-24 25-49 1-24 25-49 
$42.80 $39.80 $42.80 $53.25 $49.52 
50-99 100 + 50-99 50-99 100 + 
$36.81 $34.24 $36.81 $45.80 $42.60 
Model No. PE9476 Model No. PE9477 Model No. PE9478 PE9479 Model No. PE9480 


MMCX PLUG TO SMA MALE MMCX JACK TO SMA FEMALE 


MMCX PLUG TO MMCX JACK 


MMCX JACK TO SMA MALE TO MCX JACK 


1-24 25-49 1-24 1-24 25-49 
$53.25 $49.52 $53.25 $53.25 $28.15 $26.18 
50-99 100 + 50-99 50-99 50-99 100 + 
$45.80 $42.60 $45.80 $45.80 $24.21 $22.52 
Model No. PE9481 Model No. PE9482 Model No. PE9483 Model No. PE9484 Model No. PE9485 


N FEMALE TO TNC FEMALE 
BULKHEAD 
MOUNTING HOLE GO1 


N "T" MALE-FEMALE-FEMALE 
eee 


BNC "Y" FEMALE-MALE-FEMALE 


BNC FEMALE BULKHEAD TO 
TNC FEMALE 
HERMETICALLY SEALED 
MOUNTING HOLE B06 


SMA FEMALE TO 
SMA FEMALE RIGHT ANGLE 


1-24 1-24 
$45.62 $29.20 
50-99 50-99 
$39.23 $25.11 $23.36 
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ADAPTERS 


SEE ADAPTER SELECTION CHART ON PAGES 184 THRU 186 
SEE PAGE 253 FOR MOUNTING HOLES 


Model No. PE9486 

N FEMALE TO SMA FEMALE 
BULKHEAD 

MAX VSWR 1.15:1 @ 18 GHz 
MOUNTING HOLE G01 


Model No. PE9487 

N FEMALE TO SMA MALE 
BULKHEAD 

MAX VSWR 1.15:1 @ 18 GHz 
MOUNTING HOLE G01 


Model No. PE9488 

N FEMALE TO SMA MALE 
BULKHEAD, NUT ON SMA 
MAX VSWR 1.15:1 @ 18 GHz 
MOUNTING HOLE G01 


Model No. PE9489 
BNC MALE TO N MALE 
VSWR 1.20:1 @ 8 GHz 


PRECISION PRECISION PRECISION 
ADAPTER ADAPTER ADAPTER 
1-24 25-49 1-24 25-49 1-24 25-49 1-24 25-49 
$82.50 $76.73 $82.50 $76.73 $82.50 $76.73 $72.05 $67.01 PRECISION 
50-99 100 + 50-99 100 + 50-99 100 + 50-99 100 + ADAPTER 
$70.95 $66.00 $70.95 $66.00 $70.95 $66.00 $61.96 $57.64 
Model No. PE9491 Model No. PE9492 Model No. PE9493 Model No. PE9494 


BNC FEMALE TO N MALE 
MAX VSWR 1.20:1 @ 8 GHz 


BNC FEMALE TO N FEMALE 
MAX VSWR 1.20:1 @ 8 GHz 


BNC MALE TO SMA MALE 
MAX VSWR 1.25:1 @ 8 GHz 


BNC MALE TO SMA FEMALE 
MAX VSWR 1.25:1 @ 8 GHz 


1-24 25-49 25-49 25-49 25-49 
$60.55 $56.31 PRECISION $56.31 PRECISION $33.95 PRECISION $40.78 PRECISION 
50-99 100 + ADAPTER 100 + ADAPTER 100 + ADAPTER 100 + ADAPTER 
$52.07 $48.44 $48.44 $29.20 $35.08 
Model No. PE9496 Model No. PE9497 Model No. PE9498 Model No. PE9499 


BNC FEMALE TO SMA 
MAX VSWR 1.25:1 @ 


FEMALE 
8 GHz 


N FEMALE TO SMA MALE 
PANEL MOUNT 

MAX VSWR 1.15:1 @ 18 GHz 
MOUNTING HOLE A05 


N MALE TO SMA FEMALE 
PANEL MOUNT 

MAX VSWR 1.15:1 @ 18 GHz 
MOUNTING HOLE AOS 


N MALE TO SMA MALE 

PANEL MOUNT 

MAX VSWR 1.15:1 @ 18 GHz 
MOUNTING HOLE A05 


PRECISION PRECISION Sees PRECISION 
ADAPTER ADAPTER AKA | ADAPTER 
1-24 25-49 1-24 bes) 2549 a | | (1:24 
$42.98 $39.97 PRECISION | $82.50 $82.50 $82.50 
50-99 100 + ADAPTER 50-99 50-99 50-99 
$36.96 $34.38 $70.95 $70.95 $70.95 
Model No. PE9501 Model No. PE9502 Model No. PE9503 Model No. PE9504 


N FEMALE TO 2.4mm 
MAX VSWR 1.15:1 @ 


MALE 
18 GHz 


N FEMALE 
MAX VSWR 


TO 2.4mm FEMALE 
1.15:1 @ 18 GHz 


N MALE TO 2.4mm FEMALE 


N MALE TO 2.4mm MALE 
MAX VSWR 1.15:1 @ 18 GHz 


1-24 25-49 25-49 
$104.45 $97.14 PRECISION $99.09 PRECISION $97.14 PRECISION] $104.45 $97.14 PRECISION 
50-99 100 + ADAPTER 100 + ADAPTER 100 + ADAPTER 50-99 100 + ADAPTER 
$89.83 $83.56 $85.24 $89.83 $83.56 
Model No. PE9506 Model No. PE9507 Model No. PE9508 Model No. PE9509 


SMA MALE TO SMA FEMALE 
MAX VSWR 1.15:1 @ 18 GHz 
1.20:1 @ 26.5 GHz 


SMA FEMALE TO SMA FEMALE 
MAX VSWR 1.15:1 @ 18 GHz 
1.20:1 @ 26.5 GHz 


SMA FEMALE TO SMA FEMALE 
BULKHEAD 


7/16 MALE TO 7mm 
MAX VSWR 1.35:1 @ 7 GHz 


mse 


PRECISION 
ADAPTER 
1-24 25-49 25-49 1-24 1-24 25-49 
$36.50 $33.95 PRECISION $35.90 PRECISION | $66.42 $242.40 $225.43 PRECISION 
50-99 100 + ADAPTER 100 + ADAPTER 50-99 50-99 100 + ADAPTER 
$31.39 $29.20 $57.12 $208.46 $193.92 
Model No. PE9511 Model No. PE9512 Model No. PE9513 Model No. PE9514 


SMP MALE TO SMA MALE 
MAX VSWR 1.20:1 @ 18 GHz 


SMP MALE 
MAX VSWR 


TO SMA FEMALE 
1.20:1 @ 18 GHz 


SMP FEMALE TO SMA MALE 
MAX VSWR 1.20:1 @ 18 GHz 


SMP FEMALE TO SMA FEMALE 
MAX VSWR 1.20:1 @ 18 GHz 


Model No. PE9490 
BNC MALE TO N FEMALE 
MAX VSWR 1.20:1 @ 8 GHz 


1-2 25-49 
$60.55 $56.31 PRECISION 
50-99 100 + ADAPTER 
$52.07 $48.44 
Model No. PE9495 


BNC FEMALE TO SMA MALE 
MAX VSWR 1.25:1 @ 8 GHz 


1-24 25-49 
$55.35 $51.48 PRECISION 
50-99 100 + ADAPTER 
$47.60 $44.28 
Model No. PE9500 
N FEMALE TO N FEMALE 
BULKHEAD 


MAX VSWR 1.15:1 @ 18 GHz 


PRECISION 
ADAPTER 
1-24 
$104.45 
50-99 
$89.83 


Model No. PE9505 

SMA MALE TO SMA MALE 

MAX VSWR 1.15:1 @ 18 GHz 
1.20:1 @ 26.5 GHz 


1-24 25-49 


$44.95 $41.80 PRECISION 
50-99 100 + ADAPTER 
$38.66 $35.96 
Model No. PE9510 


7/16 FEMALE TO 7mm 
MAX VSWR 1.35:1 @ 7 GHz 


1-24 
$242.40 

50-99 
$208.46 


25-49 
$225.43 PRECISION 
100 + ADAPTER 
$193.92 


Model No. PE9515 


N MALE TO N FEMALE 
RADIUS RIGHT ANGLE 
MAX VSWR 1.20:1 @ 18 GHz 


PRECISION 
ADAPTER 
1-24 25-49 25-49 25-49 1-24 25-49 
$73.10 $67.98 PRECISION $67.01 PRECISION $67.98 PRECISION $67.98 PRECISION] $151.45 $140.85 
50-99 100 + ADAPTER 100 + ADAPTER 100 + ADAPTER 100 + ADAPTER 50-99 100 + 
$62.87 $58.48 $57.64 $62.87 $58.48 $58.48 $130.25 $121.16 
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Model No. PE9516 Model _ No. PE9517 Model No. PE9518 Model _No. PE9519 Model No. PE9520 
BNC FEMALE TO MMCX JACK BNC MALE TO MMCX JACK BNC FEMALE TO MMCX PLUG BNC FEMALE TO 

MCX JACK BULKHEAD 
MOUNTING HOLE B04 


2S ‘a 


1-24 25-49 1-24 25-49 
$49.05 $45.62 $49.05 $45.62 
50-99 100 + 50-99 100 + 


$42.18 $39.24 $42.18 $39.24 $42.18 $39.24 


Model No. PE9521 Model No. PE9522 Model No. PE9523 Model No. PE9525 
MCX JACK BULKHEAD TO MMCX JACK TO MMCX JACK MMCX JACK TO MMCX JACK MCX JACK TO MMCX PLUG 
TNC FEMALE BULKHEAD 


MOUNTING HOLE B04 MOUNTING HOLE BO1 X55 


1-24 25-4 1-24 25-49 
$49.05 $45.62 $36.50 $33.95 $36.50 $33.95 
50-99 100 + 50-99 = =100 + 50-99 = =100 + 


$42.18 $39.24 $31.39 $31.39 $29.20 


Model 
REVERSE POLARITY BNC FEMALE 
TO STANDARD BNC MALE 


Model No. PE9526 
MCX JACK TO MMCX JACK 


Model No. PE9528 
MCX PLUG TO MMCX JACK 


Model No. PE9527 
MCX PLUG TO MMCX PLUG 


Model No. PE9529 
REVERSE POLARITY BNC MALE 
TO STANDARD BNC FEMALE 


— 


$17.70 $16.46 
50-99 100 + 
$15.22 $14.16 


Model No. PE 
REVERSE POLARITY SMA 
FEMALE TO STANDARD SMA 


del 
N MALE TO 7/16 MALE 


Model No. PE9531 
REVERSE POLARITY TNC MALE 
TO STANDARD TNC FEMALE 


KxXx] 


REVERSE POLARITY TNC 
FEMALE TO STANDARD TNC 


SKI 


REVERSE POLARITY SMA MALE 
TO STANDARD SMA FEMALE 


$6 
° 
res 
res 
S 
$35 
$05 
<x 


° 


3S 


+, 


© 


$19.95 
50-99 100 + 
$17.16 


$121.15 $112.67 
50-99 = 100 + 
$104.19 $96.92 


Model No. PE9536 
BNC MALE TO C MALE 


Model No. PE9540 

BNC FEMALE TO N FEMALE 
BULKHEAD, MOUNTS FROM N 
FEMALE SIDE 

MOUNTING HOLE GO1 


EXXKR 
RSC 


KX 
Rd 


1-24 25-49 
$36.50 $33.95 $39.95 $37.15 $39.65 $36.87 


$31.39 $29.20 $34.36 $31.96 $34.10 $31.72 


Model No. PE9541 
N FEMALE TO N FEMALE 
BULKHEAD, RIGHT ANGLE 
MOUNTING HOLE G01 


Mod PE954 
TNC MALE TO MCX PLUG 


a a a aT 


Model No. PE9542 
TNC MALE TO MCX JACK 


SO5 


Model No, PE9545 
TNC FEMALE TO MCX PLUG 


COOK 


A 
es 
os 
pS 
< 
3 
es 
= 
. 


o, 
o, 
, 
Y 
Xx 
3 
L 


2s 


o, 
& 


x 


| i Se = | 
netetececeess 
55250505 
S555 
252506 
525052505 
SS 
5555 2] 
SSS 
SRK 
SOOO OOO 
Sr 
SSS 
5 
S555 
S55 
S585 
VOOK% 


o, 


KX 


oO 
K> 


LLL 


o> 
O 
eX 


?, 
"aS 


Pas 


1:24 25-49 
$41.75 $38.83 $42.80 $39.80 $42.80 $39.80 $42.80 $42.80 $39.80 
$35.91 $33.40 $36.81 $34.24 $36.81 $34.24 $36.81 $34.24 $36.81 $34.24 
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SEE ADAPTER SELECTION CHART ON PAGES 184 THRU 186 
SEE PAGE 253 FOR MOUNTING HOLES 


Model No. PE9546 Model No. PE9547 Model No. PE9548 Model No. PE9549 Model No. PE9550 
SMA MALE QUICK DISCONNECT N MALE QUICK DISCONNECT N CROSS FEMALE-FEMALE- N CROSS FEMALE-FEMALE- N MALE RIGHT ANGLE TO 
TO SMA FEMALE TO N FEMALE FEMALE-FEMALE FEMALE-MALE TNC FEMALE 


1-24 25-49 1-2 25-4 fa, 54 1-24 1-24 
$95.05 $88.40 $95.11 $88.45 $36.50 $33.95 $42.80 $39.80 $39.65 
20=99° ~~ 100%+ 50-99 100 + S0=99) | 100 50-99 100 + 50-99 
$81.74 $76.04 $81.79 $76.09 $31.39 $29.20 $36.81 $34.24 $34.10 $31.72 
Model No. PE9551 Model No. PE9552 Model No. PE9553 Model No. PE9554 Model No. PE9555 
N MALE TO SMA FEMALE N FEMALE TO TNC FEMALE N FEMALE TO HN FEMALE N MALE TO HN MALE 7/16 MALE TO 7/16 MALE 
BULKHEAD PANEL MOUNT PANEL MOUNT 
MOUNTING HOLE B09 MOUNTING HOLE AOS MOUNTING HOLE A08 = 
1-24 25-49 1-24 1-24 25-49 
$42.80 $39.80 ; E $42.80 : j $72.05 $67.01 
UES Ee EE 50-99 50-99 100 + 
$36.81 $34.24 J ; $36.81 j ; $61.96 $57.64 
Model No. PE9556 Model No. PE9557 Model No. PE9558 Model No. PE9559 Model No. PE9560 
7/16 "T" FEMALE-FEMALE- 7/16 "T" FEMALE-MALE- 7/16 MALE TO HN FEMALE 7/16 FEMALE TO HN MALE TNC MALE TO TNC MALE 
FEMALE a5 | FEMALE ——— i RIGHT ANGLE 
1-24 = 25-49 1-24 ea 25-4 
$121.15 $112.67 $82.50 ; 29.95 $27.85 
50-99 100 + 50-99 100 + 
$104.19 $96.92 $25.76 $23.96 
Model No. PE9561 Model No. PE9562 Model No. PE9563 Model No. PE9564 Model No. PE9565 
TNC MALE QUICK DISCONNECT | TNC MALE TO C FEMALE TNC MALE TO HN MALE TNC FEMALE TO C MALE BNC MALE TO N MALE 


TO TNC FEMALE 


sestatees 

egesese 

‘ 

Kxe 
1-24 25-49 


RIGHT ANGLE 


1-24 

$88.75 $82.54 $54.30 

50-99 100 + 50-99 

$76.33 $71.00 $46.70 
Model No. PE9566 Model No. PE9567 Model No. PE9569 Model No. PE9570 
BNC MALE TO N FEMALE BNC MALE TO HN MALE LC MALE TO LC MALE SC MALE TO N MALE 


RIGHT ANGLE Kr] 


2 
SOON 


<< 


Saoue 
O80 


v4 
O 


5 


'% 
Ke 


1-24 = =25-49 
$39.95 $37.15 


$50.10 $46.59 
50-99 100 + 50-99 100 + 
$34.36 $31.96 $128.96 $119.96 $43.09 $40.08 
Model No. PE9571 Model No. PE9574 Model No. PE9575 
SC FEMALE TO BNC FEMALE SC FEMALE TO SC FEMALE HN "T" FEMALE-FEMALE- HN "T" FEMALE-MALE- 
RXEX] BULKHEAD FEMALE FEMALE 
i MOUNTING HOLE B11 
1-24 25-49 1-24 1-24 
$50.10 $46.59 $42.80 E ; 4 $60.55 ; $60.55 
50-99 100 + 50-99 50-99 50-99 


$43.09 $40.08 $36.81 : 4 : $52.07 $52.07 
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SEE ADAPTER SELECTION CHART ON PAGES 184 THRU 186 
SEE PAGE 253 FOR MOUNTING HOLES 


Model No, PE9576 Model _No. PE9577 Model _No. _PE9578 Model No. PE9579 Mode] _No. PE9580 
HN MALE TO HN FEMALE HN MALE TO HN MALE RIGHT HN "T" MALE-FEMALE-MALE HN MALE TO C MALE HN FEMALE TO HN FEMALE 
ANGLE 
1-24 KESRERERSS 1-24 
$43.85 $40.78 $55.35 $77.30 $50.10 $46.59 $24.00 $22.32 
50-99 100 + 50-99 a 50-99 50-99 100 + 50-99 100 + 
$37.71 $35.08 $47.60 $44.28 $66.48 $43.09 $40.08 $20.64 $19.20 


Model_ No. PE9581 
SMA MALE TO REVERSE 
POLARITY MCX PLUG 


Model No. PE9584 Model No. PE9585 
75 OHM SMB PLUG TO 75 OHM SMB PLUG TO 
75 OHM N MALE RRR 75 OHM N FEMALE 


75 OHM SMB JACK TO 
75 OHM N MALE 


75 OHM SMB JACK TO 
75 OHM N FEMALE 


ee 


= 


0,999, 
reeterateen 
OO 
xXOO 
OOO 
SX 


“2 


°, 


ek 


XE 
Poe52525 °, 


1-24 25-49 25-49 
$55.35 $51.48 $55.35 $51.48 $55.35 $51.48 $55.35 $51.48 
$47.60 $44.28 $47.60 $44.28 $47.60 $44.28 $47.60 $44.28 $47.60 $44.28 


Model No, PE9586 Model No, PE9587 Model No, PE9589 Model No. PE9590 
75 OHM SMC JACK TO 75 OHM SMC JACK TO 75 OHM SMC PLUG TO 75 OHM SMC PLUG TO REVERSE POLARITY SMA MALE 
75 OHM N MALE eaocorerees 75 OHM N FEMALE TO REVERSE POLARITY SMA 


2 


Roe 


MALE 


°, 
S52 


o. 
BOOS 


0% 
OOO 
oS 
<> 


504% 
.%, 

% 

XS 

.°, 

*, 

5% 


x? 


< 


ves 
"ete! 


< 


BOO 
2; 
<> 


$2 


x? 


$25 


<> 


SS 


d 
PROF 
Bee 25 608d 


75 OHM N MALE Setatatatetet 75 OHM N FEMALE 
Segesegecenen 
Setetateconet 
b ' Parrosescoced 
racenecezecece| 
posocoeecoeeed 
} { wetetetetete®. 
Mogegocececes| 
ecovocenerere’ 
Retecececetes 
wetetetetete 
eterereete: 


1-24 25-49 
$55.35 $51.48 $55.35 $51.48 $55.35 $55.35 $51.48 $24.00 $22.32 
$47.60 $44.28 $47.60 $44.28 $47.60 $44.28 $47.60 $44.28 $20.64 $19.20 


Model No. PE9591 

REVERSE POLARITY SMA MALE 
TO REVERSE POLARITY SMA 
FEMALE 


d 
REVERSE POLARITY SMA REVERSE POLARITY SMA MALE 
FEMALE TO REVERSE POLARITY | 10 REVERSE POLARITY SMA 
SMA FEMALE BULKHEAD FEMALE RIGHT ANGLE 
MOUNTING HOLE B02 


Model No, PE9592 

REVERSE POLARITY SMA 
FEMALE TO REVERSE POLARITY 
SMA FEMALE 


Model _No. PE9595 
N MALE TO N FEMALE 
BULKHEAD 

MOUNTING HOLE G01 


1-24 25-49 1-24 1-24 25-49 
$19.95 $18.55 $17.70 $16.46 $24.00 $22.32 $21.90 $20.37 $28.48 $26.49 
$17.16 $15.96 $15.22 $20.64 $18.83 $24.49 $22.78 

Model No. PE9596 


Mode] _No. PE9600 
SMA MALE TO REVERSE 
POLARITY TNC FEMALE 


REVERSE POLARITY SMA MALE 
TO TNC FEMALE 


REVERSE POLARITY SMA MALE 
TO TNC MALE 


REVERSE POLARITY SMA 
FEMALE TO TNC MALE 


& 


> 

< 
o, 
rat 


[ see] 
| A ites aS 
CA AX XK RX 
BOI 
SRK 
a a se 
| TS UNE 
a ee | 
i a 
ee TT | 
ESS. 
FE ea at 


38 
x 


= 
Ce 
oS 
0% 
eM 
xX 


Mas 


4 


oe 
ar, 
SK 
eieke 
res 
$26 

res 
6 


% 
x5 
ree 
ye 
rates 


7, 
Se 
oO 
> 
ves 
> 
% 
“ 
te 


ron 
ves 
% 
SS 
res 
$5 
<< 


Pas 


Oo 
» 

> 
"as 


1-24 
$39.95 $37.15 $33.40 ; $33.40 $33.40 P $34.55 $32.13 
50-99 100 + 50-99 100 + 50-99 50-99 100 + 50-99 100 + 
$34.36 $31.96 $28.72 $28.72 $28.72 $26.72 $29.71 $27.64 


Model No. PE9601 
SMA MALE TO REVERSE 
POLARITY TNC MALE 


Model No. PE9605 
REVERSE POLARITY SMA MALE 
TO REVERSE POLARITY TNC 


ae 
KKKES 
ieegegeces 


Model No. PE9604 
REVERSE POLARITY SMA MALE 
TO REVERSE POLARITY TNC 


Model No. PE9603 
SMA FEMALE TO REVERSE 
POLARITY TNC FEMALE 


Model No. PE9602 
SMA FEMALE TO REVERSE 
POLARITY TNC MALE 


FF 
on 
S 


[ Been} 
P lO na 
OOOO C2 Oo. 
BRB 
SOI] 
eee all 
a 


a 1-24 25-49 1:24 3542 ae 
$33.77 $31.41 $33.40 $31.06 $42.29 $39.33 $46.95 $43.66 $33.40 $31.06 


$29.04 $27.02 $28.72 $36.37 $33.83 $40.38 $37.56 $28.72 $26.72 


OO Te ae 
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ADAPTERS 


SEE ADAPTER SELECTION CHART ON PAGES 184 THRU 186 
SEE PAGE 253 FOR MOUNTING HOLES 


Model No. PE9606 Model No. PE9607 Model No. PE9608 Model No. PE9609 Model No. PE9610 
REVERSE POLARITY REVERSE POLARITY MINI 75 OHM SMB JACK TO MINI 75 OHM SMB PLUG TO MINI 75 OHM SMB PLUG TO 


SMA FEMALE TO REVERSE SMA FEMALE TO REVERSE MINI 75 OHM SMB JACK 
POLARITY TNC MALE x 


$28.72 $26.72 $16.13 


Model No. PE961 
MINI 75 OHM SMB PLUG TO 
75 OHM N FEMALE 


Model No. PE9614 Model No. PE9615 
MINI 75 OHM SMB JACK TO MINI 75 OHM SMB JACK TO 
75 OHM N MALE § /-{RSS5S55 75 OHM N FEMALE 


MINI 75 OHM SMB JACK TO 
MINI 75 OHM SMB JACK 
BULKHEAD 

MOUNTING HOLE BO1 


MINI 75 OHM SMB PLUG TO 
75 OHM N MALE 


Z 


% 

$2585 
res 

525255 
ves 
"es 


eae 
S308 
oe 


Z 
o 


SOON 
oe 
Ae 


D 
OS 
rete. 

<3 
rete’ 

estes 
oo x» 


° 


Z 


Onan 0028 
nexerererece 


xX 


4 
OO 
R656 


1-24 25-49 25-4 1-24 25-49 
$24.00 $22.32 $43.85 $40.78 $60.55 $56.31 $43.85 $40.78 
50-99 100 + 50-99 1100 + 50-99 100 + 50-99 100 + 
$20.64 $19.20 $37.71 $52.07 $37.71 $35.08 
Model No. PE9616 Model Model No. PE9618 Model No. PE9619 Model No. PE9620 
MINI 75 OHM SMB PLUG TO MINI 75 OHM SMB PLUG TO MINI 75 OHM SMB JACK TO MINI 75 OHM SMB JACK TO SMA FEMALE TO SMA FEMALE 


75 OHM BNC MALE 75 OHM BNC FEMALE 75 OHM BNC MALE 75 OHM BNC FEMALE BULKHEAD WITH O-RING 


cI 

ee esl Teal MOUNTING HOLE B02 
atatetetetes eraceren 

eetatatetetetets O08, | 


OOO 
SE 


ORK 


1-24 1-24 25-4 
$39.65 $36.87 $21.90 $20.37 
~ 50-99 = =100 + 50-99 100 + 


$34.10 $31.72 $34.10 $18.83 $17.52 


M o. PE9622 
75 OHM TNC FEMALE TO 
75 OHM TNC FEMALE 


Model No. PE9621 
SMA FEMALE BULKHEAD TO 
SMA MALE 

MOUNTING HOLE B02 


Model No. PE962 
75 OHM TNC MALE RIGHT 
ANGLE TO 75 OHM TNC 

FEMALE 4 


Model No. PE9624 
75 OHM TNC FEMALE TO 
75 OHM TNC FEMALE 
BULKHEAD, HERMETICALLY 
SEALDED aa 
MOUNTING HOLE B06 5 


Model No. PE9625 

75 OHM TNC FEMALE TO 
75 OHM TNC FEMALE 
BULKHEAD 

ISOLATED GROUND 
MOUNTING HOLE B06 


1-24 8 8=625-49 1-24 25-4 
$33.40 $31.06 $19.80 $27.10 $25.20 
50-99 100 + 50-99 100 + 50-99 100 + 
$28.72 $26.72 $17.03 $23.31 $21.68 

Model No. PE9626 Model No. PE9627 Model No. PE9628 Model No. PE9629 Model No. PE9630 


75 OHM N MALE TO 
75 OHM TNC MALE 


75 OHM N MALE TO 75 OHM TNC MALE TO 75 OHM TNC FEMALE TO 
75 OHM TNC FEMALE 75 OHM N FEMALE 75 OHM N FEMALE 


e%e%atate 
acetate es 


ne 


75 OHM BNC MALE TO 
75 OHM TNC FEMALE 


Oe 


vet 


a 


a 
ros 
<0 


<5 


a 
> 
o> 

x 


50 


seen 
5 
5 
xD 
OOOO 


TERNS 


% este 
ee see 


BOOT 


1-24 


*, 


$50.10 $46.59 $24.00 $22.32 
50-99 100 + 50-99 100 + 
$43.09 $40.08 $20.64 $19.20 $18.83 $17.52 


Mod P 2 
F MALE TO PAL JACK 


Model No. PE9634 
F FEMALE TO PAL JACK 


Model No. PE9635 
F FEMALE TO PAL PLUG 


Mode] No. PE9631 
75 OHM BNC FEMALE TO 
75 OHM TNC MALE 


be 


$14.60 $13.58 
50-99 =100 + 
$12.56 $11.68 
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Model No. PE9640 
perc MALE TO TNC FEMALE Serine MALE TO TNC MALE spree re FEMALE TO TNC MALE spree aor FEMALE TO TNC FEMALE | 2.4mm FEMALE TO 2.4mm 
FEMALE BULKHEAD 
MAX VSWR 1.40:1 @ 50 GHz 
MOUNTING HOLE B14 
PRECISION 
ADAPTER 
-24 25-49 
Nice 10 oop 08 esau . aie 08 sa 10 Sasres 08 isan 10 teas ind a $220.45 $205.02 
2 100 + 50-99 100 + 50-99 100 + 30-99 100 + 0-99 ~.200i+ 
$123.07 $114.48 $123.07 $114.48 $123.07 $114.48 $123.07 $114.48 $189.59 $176.36 


Model No, PE9641 

SMA MALE TO SMA FEMALE 
RIGHT ANGLE 

MAX VSWR 1.35:1 @ 27 GHz 


PRECISION 
ADAPTER 
2-24 = 25-49 
$43.95 $40.87 
50-99 = 100 + 
$35.16 


$37.80 


Mode] No. PE9642 
SMA MALE TO SMA MALE 
RIGHT ANGLE 

MAX VSWR 1.35:1 @ 27 GHz 


Mode] No, PE9643 

SMA FEMALE TO SMA FEMALE 
RIGHT ANGLE 

MAX VSWR 1.35:1 @ 27 GHz 


] E 
2.92mm MALE TO 2.92mm FEMALE 
RIGHT ANGLE 

MAX VSWR 1.40:1 @ 40 GHz 


Model No. PE9645 

2.92mm MALE TO 2.92mm MALE 
RIGHT ANGLE 

MAX VSVR 1.40:1 @ 40 GHz 


PRECISION 
ADAPTER 
1-24 
$198.50 ey ae 
50-99 


$170.71 iy 80 


PRECISION 
ADAPTER 


PRECISION 
ADAPTER 


PRECISION 
ADAPTER 


$48.00 $49.95 $188.05 $174.89 
: 50-99 50-99 100 + 


$41.28 $42.96 $161.72 $150.44 


Model No. PE9646 M Model No. PE9648 p Model No. PE9650 
2.92mm FEMALE TO 2.92mm 2.92mm FEMALE TO 2.92mm 2.92mm FEMALE TO 2.92mm TO 3.5mm MALE 2.4mm MALE TO 3.5mm FEMALE 
FEMALE, RIGHT ANGLE FEMALE BULKHEAD FEMALE, 4 HOLE PANEL MOUNT | MAX “Ge 1.25:1 @ 34 ae MAX VSWR 1.25:1 @ 34 GHz 


MAX VSWR 1.40:1 @ 40 GHz MOUNTING HOLE B02 


MAX VSWR 1.25:1 @ 40 GHz 


MAX VSWR 1.25:1 @ 40 GHz 


MOUNTING HOLE AQ1 ie 


Gaz 


| 
)) 
1-24 = =25-49 


PRECISION PRECISION PRECISION hp 
ADAPTER ADAPTER ADAPTER 
1-24 25-49 1-24 25-49 1-24 25-49 =| 1:24 ae . 
$198.50 $184.61 $123.25 $114.62 $110.70 $102.95 $121.15 $112.67 PRECISION | $121.15 $112.67 PRECISION 
: + 100 + 50-99 100 + 50-99 100 + ADAPTER - 100 + ADAPTER 
$170.71 $158.80 $106.00 $98.60 $95.20 $88.56 $104.19 $96.92 $104.19 $96.92 


Model No. PE9651 
2.4mm FEMALE TO 3.5mm MALE 
MAX VSWR 1.25:1 @ 34 GHz 


d PE 
2.4mm FEMALE TO SMA MALE 
MAX VSWR 1.20:1 @ 26.5 GHZ 


Mode] No. PE9653 
2.4mm MALE TO SMA MALE 
MAX VSWR 1.20:1 @ 26.5 GHz 


P 
2.4mm FEMALE TO 
3.5mm FEMALE 
MAX VSWR 1.25:1 @ 34 GHz 


= 
>- 
~< 
4 
“” 
= 
Zz 
- 
eS 
S 


1-24 25-49 
-$121.15 $112.67 PRECISION 
50-99 100 + ADAPTER 
$104.19 $96.92 


$110.70 $102.95 PRECISION 


50-99 100 + ADAPTER 
$95.20 $88.56 


$102.95 PRECISION 
50-99 100 + ADAPTER 


1-24 z 
$121.15 $112.67 PRECISION 


50-99 100 + ADAPTER 
$104.19 $96.92 


50-99 100 + ADAPTER 
$95.20 $88.56 


Model No, PE9660 

3.5mm FEMALE TO 2.92mm 
FEMALE 

MAX VSWR 1.25:1 @ 34 GHz 


Mode] No, PE9656 
2.4mm FEMALE TO SMA FEMALE 
MAX VSWR 1.20:1 @ 26.5 GHz 


3.5mm MALE TO 2 
MAX VSWR 1.25:1 


1-24 Z 
$110.70 $102.95 PRECISION 


50-99 100 _+ ADAPTER 
$95.20 $88.56 


1-24 . 
$110.70 $102.95 PRECISION 


50-99 100 + ADAPTER 
$95.20 $88.56 


1-24 1-24 
$137.90 $128.25 PRECISION | $110.70 $102.95 PRECISION 


50-99 100 + ADAPTER 50-99 100+ ADAPTER 
$118.59 110.32 $95.20 $88.56 


1-24 = 25-49 
$110.70 $102.95 PRECISION 


50-99 100 _+ ADAPTER 
$95.20 $88.56 


Model No. PE9665 
2.92mm FEMALE TO 1.85mm MALE 
MAX VSWR 1.30:1 @ 40 GHz 


Model No. PE9664 
2.92mm FEMALE TO N FEMALE 
MAX VSWR 1.15:1 @ 18 GHz 


Model No. PE9663 
2.92mm FEMALE TO N MALE 
MAX VSWR 1.15:1 @ 18 GHz 


xX 
BOSESES 
etetetetetes 


Model No, PE9662 
2.92mm MALE TO N FEMALE 
MAX VSWR 1.15:1 @ 18 GHz 


Model No. PE9661 
2.92mm MALE TO N MALE 
MAX VSWR 1.15:1 @ 18 oe 


1-24 1-24 25.49 
$209.95 $195.25 PRECISION $143. 10 $133.08 PRECISION $110. 70 $102.95 PRECISION | $331.20 $308.02 PRECISION 
50-99 100 + ADAPTER 50-99 100 + ADAPTER 50-99 100 + ADAPTER 50-99 100 + ADAPTER 
$180.56 $167.96 $123.07 $114.48 $95.20 $88.56 $284.83 $264.96 


1-24 
$110.70 $102.95 PRECISION 


50-99 100 _+ ADAPTER 
$95.20 $88.56 
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Mode] No. PE9666 
2.92mm MALE TO 1.85mm 
FEMALE 

MAX VSWR 1.25:1 @ 40 GHz 


$331.20 $308.02 PRECISION 


50-99 100 + ADAPTER 
$284.83 $264.96 


Model No. PE9671 

SMA MALE TO SMA FEMALE 
4 HOLE PANEL MOUNT 
MOUNTING HOLE A01 

MAX VSWR 1.15:1 @ 18 GHz 


PRECISION 
ADAPTER 
1-24 25-49 
$55.35 $51.48 
50-99 100 + 
$47.60 $44.28 


Model No, PE9676 

3.5mm FEMALE TO 3.5mm 
FEMALE, 4 HOLE PANEL MOUNT 
MOUNTING HOLE A01 

MAX VSWR 1.25:1 @ 34 GHz 


A 
: 


Model No. PE9681 
PAL JACK TO PAL JACK 


PRECISION 
ADAPTER 


$137.90 $128.25 
20-99 100+ 
$118.59 $110.32 


1-24 = 25-49 
$8.30 $7.72 
50-99 100 + 
$7.14 $6.64 


SMP FEMALE peace. SMP FEMALE 


(sl 


ADAPTERS 


SEE ADAPTER SELECTION CHART ON PAGES 184 THRU 186 
SEE PAGE 253 FOR MOUNTING HOLES 


] P 
2.92mm MALE TO 1.85mm MALE 
MAX VSWR 1.25:1 @ 40 GHz 


1-24 = =25-49 
$331.20 $308.02 PRECISION 
50-99 100 + ADAPTER 
$284.83 $264.96 


Model No. PE9672 
1.85mm MALE TO 2.4mm MALE 
MAX VSWR 1.30:1 @ 50 GHz 


1-24 25-49 
$363.60 $338.15 PRECISION 
50-99 100 + ADAPTER 
$312.70 $290.88 


Model No. PE9677 

3.5mm MALE TO 3.5mm 
FEMALE BULKHEAD 
MOUNTING HOLE B09 

MAX VSWR 1.25:1 @ 34 GHz 


PRECISION 


$110.70 $102.95 
= 100 + 


$95.20 $88.56 


Model No. PE9682 
REVERSE THREAD SMA FEMALE 
TO SMA MALE 


25-49 
20.37 
100 + 


$17.52 


D SUBMINIATURE PLUG TO 
D SUBMINIATURE RECEPTACLE 


M P 

2.92mm FEMALE TO 1.85mm 
FEMALE 

MAX VSWR 1.25:1 @ 40 GHz 


| 


1-24 25-49 


$331.20 $308.02 PRECISION 


50-99 100 + ADAPTER 
$284.83 $264.96 


Model No. PE9673 
1.85mm MALE TO 2.4mm 
FEMALE 

MAX VSWR 1.30:1 @ 50 GHz 


1-24 25-49 


$363.60 $338.15 PRECISION 


50-99 100 + ADAPTER 
$312.70 $290.88 


] P 
3.5mm FEMALE TO 3.5mm 
FEMALE BULKHEAD 
MOUNTING HOLE B09 
MAX VSWR 1.25:1 @ 34 GHz 


PRECISION 
ADAPTER 
1-24 
$110.70 
30-99 
$95.20 


25-4 
$102.95 

100 _+ 
$88.56 


Model No. PE9683 
REVERSE THREAD SMA MALE 
TO SMA FEMALE 


Model 
D SUBMINIATURE PLUG TO 
D SUBMINIATURE PLUG 


Model 

SMA MALE TO SMA MALE 

4 HOLE PANEL MOUNT 
MOUNTING HOLE AO1 

MAX VSWR 1.15:1 @ 18 GHz 


PRECISION sas 
ADAPTER 
1-24 5-49 fle ln 
$55.35 $51.48 
50-99 100 + 


$47.60 $44.28 


Model No, PE9674 
1.85mm FEMALE TO 2.4mm 
MALE 

MAX VSWR 1.30: @ 50 GHz 


Hi 


1-24 


25-4 
50-99 100 + ADAPTER 
$312.70 $290.88 


Model No. PE9679 

3.5mm MALE TO 3.5mm MALE 
BULKHEAD 

MOUNTING HOLE B05 

MAX VSWR 1.25:1 @ 34 GHz 


PRECISION 
ADAPTER 
1-24 25-4 
$121.15 $112.67 
50-99 100 + 
$104.19 $96.92 


Model No, PE9684 
N MALE QUICK DISCONNECT 
TO SMA FEMALE 


D SUBMINIATURE RECEPTACLE 
TO D SUBMINIATURE 
RECEPTACLE 


Model _No. PE9670 

SMA FEMALE TO SMA FEMALE 
4 HOLE PANEL MOUNT 
MOUNTING HOLE A01 

MAX VSWR 1.15:1 @ 18 GHz 


PRECISION 
ADAPTER | 
1-24 25-49 Cat 

$50.10 $46.59 | | 
50-99 100+ [7 
$43.09 $40.08 = 

Model No. PE9675 

1.85mm FEMALE TO 2.4mm 

FEMALE 


MAX VSWR 1.30:1 @ 50 GHz 


1-24 25-49 


$363.60 $338.15 PRECISION | $363.60 $338.15 PRECISON 


50-99 100 + ADAPTER 


$312.70 $290.88 


Model No. PE9680 
PAL PLUG TO PAL PLUG 


1-24 §©25-4 
$8.30 $7.72 
50-99 100 + 
$7.14 $6.64 


Model No. PE9685 
SSMA MALE QUICK DISCONNECT 
TO SSMA FEMALE 


1-24 25-4 
$99.20 $92.26 
BO=99e 100k 
$85.31 $79.36 

TNo; OPE 


1.0/2.3 SLIDE ON JACK TO 
SMA MALE 


har : 1-24 25-4 
4 $21.90 $43.85 $40.78 
9 ee = 50-99 100 + 
$14.32 $13.32 $18.83 $37.71 $35.08 
Model No. PE9691 1_No. 0. O. Model 
1.0/2.3 SLIDE ON PLUG TO 1.0/2.3 SLIDE ON PLUG TO 1.0/2.3 SLIDE ON JACK TO SMA MALE TO SMA FEMALE SMA FEMALE a SMA FEMALE 
SMA FEMALE SMA MALE SMA FEMALE MAX VSWR 1.15:1 @ 18 GHz MAX VSWR 1.15:1 @ 18 GHz 
1-24 25-49 1-24 1-24 1-24 1-24 25.4 
$46.95 $43.66 $43.85 $43.85 $21.90 $20.37 PRECISION] $21.90 $20.37 PRECISION 
50-99 100 + 50-99 50-99 50-99 100 + ADAPTER 50-99 100 + ADAPTER 
$40.38 $37.56 $37 ah). $37.71 $18.83 $17.52 $18.83 $17.52 
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ADAPTERS 


SEE ADAPTER SELECTION CHART ON PAGES 184 THRU 186 
SEE PAGE 253 FOR MOUNTING HOLES 


Model No. PE9696 Model No. PE9697 Model No. PE9698 Model No. PE9699 Model No. PE9700 
FME PLUG TO FME PLUG FME PLUG TO BNC MALE FME PLUG TO BNC MALE FME PLUG TO TNC MAL FME PLUG TO TNC MALE 
Fa? ie fa | RIGHT ANGLE RIGHT ANGLE 

1-24 = 25-49 1-24 = 25-49 1-24 = 25-49 25-49 

$7.25 $6.74 $9.35 $8.70 $10.40 9.67 $9.35 $8.70 

50-99 = =100 + 50-99 100 + 50-99 100 + 50-99 100 + 

$6.24 $5.80 $8.04 $7.48 $8.94 $8.32 $8.04 $7.48 
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1-24 25-49 
$9.35 $8.70 $10.40 $9.67 $11.45 $10.65 
$8.04 $7.48 $8.94 $8.32 $9.85 $9.16 
Model No. PE9706 Model _N PE 1 RE del 


FME PLUG TO MINI UHF MALE 
RIGHT ANGLE 


FME JACK TO SMA FEMALE FME JACK TO MINI UHF MALE 


1-24 
$11.45 


20-99 
$9.85 
Model No. PE9711 M 


FME JACK TO BNC MALE 1.85mm MALE TO 
1.85mm FEMALE 


MAX VSWR 1.50:1 @ 65 GHz 


al 


$363.60 $338.15 PRECISION 
50-99 100 + ADAPTER 
$312.70 $290.88 


Model No. PE9716 
1.85mm MALE TO 1.85mm MALE 
MAX VSWR 1.50:1 @ 65 GHz 


PE971 
1.85mm MALE TO N FEMALE 
MAX VSWR 1.25:1 @ 18 GHz 


Model No. PE9720 
1.85mm FEMALE TO N MALE 
MAX VSWR 1.25:1 @ 18 GHz 


Model No. PE9718 
1.85mm MALE TO N MALE 
MAX VSWR 1.25:1 @ 18 GHz 


vercereeren 

BSS 

reretesoterens 

egeteseverere: 

eterotererere: 

SERS 
5 


1.85mm FEMALE TO 
1.85mm FEMALE 
MAX VSWR 1.50:1 @ 65 GHz 


<5 
0, 
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1-24 25-49 1-24 25- 

$121.15 $112.67 PRECISION | $121.15 $112.67 PRECISION 
50-99 100 + ADAPTER 50-99 100 + ADAPTER 

$104.19 $96.92 $104.19 $96.92 


$363.60 $338.15 PRECISION 


50-99 100 + ADAPTER 
$312.70 $290.88 


1-24 25- 
$363.60 $338.15 PRECISION 
50-99 100 + ADAPTER 

$312.70 $290.88 


$121.15 $112.67 PRECISION 
50-99 100 + ADAPTER 
$104.19 $96.92 


Model No. PE9721 Model P Model _ No. PE9723 ] 
1.85mm FEMALE TO N FEMALE SMA MALE TO 3.5mm MALE SMA MALE TO 3.5mm FEMALE SMA FEMALE TO 3.5mm FEMALE 
MAX VSWR 1.25:1 @ 18 GHz MAX VSWR 1.25:1 @ 18 GHz MAX VSWR 1.25:1 @ 18 GHz MAX VSWR 1.25:1 @ 18 GHz 


25-49 
$121.15 $112.67 PRECISION 
50-99 100 + ADAPTER 
$104.19 $96.92 


1-24 1-24 25- 
$118.05 $109.79 PRECISION | $110.70 $102.95 PRECISION | $110.70 $102.95 PRECISION 
50-99 100 + ADAPTER 50-99 100 + ADAPTER 50-99 100 + ADAPTER 

$101.52 $94.44 $95.20 $88.56 $95.20 $88.56 


$110.70 $102.95 PRECISION 
50-99 100 + ADAPTER 
$95.20 $88.56 
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ADAPTERS 


SEE ADAPTER SELECTION CHART ON PAGES 184 THRU 186 
SEE PAGE 253 FOR MOUNTING HOLES 


Model No. PE9726 Model No. _PE9727 Model No. PE9728 Model No. PE9729 Model No. PE9730 
1.85mm MALE TO SMA FEMALE 1.85mm MALE TO SMA MALE 1.85mm FEMALE TO SMA MALE |1.85mm FEMALE TO SMA FEMALE] N MALE TO REVERSE POLARITY 
MAX VSWR 1.30:1 @ 18 GHz MAX VSWR 1.30:1 @ 18 GHz MAX VSWR 1.30:1 @ 18 GHz MAX VSWR 1.30:1 @ 18 GHz TNC FEMALE 
atecenanetatel 
Reisen 
ie) A Es | 
Serene! 
Besakes 
1-24 25-49 1-24 25-49 1-24 25-49 1-24 25-49 1-24 §=25-49 
$110.70 $102.95 PRECISION | $110.70 $102.95 PRECISION | $110.70 $102.95 PRECISION | $110.70 $102.95 PRECISION] $29.20 $27.16 
50-99 100 + ADAPTER 50-99 100 + ADAPTER 50-99 100 + ADAPTER 50-99 100 + ADAPTER 50-99 100 + 
$95.20 $88.56 $95.20 $88.56 $95.20 $88.56 $95.20 $88.56 $25.11 $23.36 
Model No. PE9731 Model No. PE9732 Model No. PE9733 Model No. PE9734 Model No. PE9735 
N FEMALE TO REVERSE REVERSE POLARITY SMA MALE | REVERSE POLARITY SMA FEMALE] F FEMALE TO F FEMALE 75 OHM SMB JACK TO 
TO N FEMALE TO N MALE etets BULKHEAD MINI 75 OHM SMB PLUG 
i 
oe RS : Sa MOUNTING HOLE B04 
eatetets Rsaseseseeesy 
Reocosesl Neatenetetetet 
. Kees pacecesecocece 
> neecegeet Neste 
KXX 
—_—_ oe or) 69-49 1-24 25-49 
$49.05 j : 3 3 i $33.40 $31.06 
50-99 - 50-99 100 + 
$23.31 $21.68 $42.18 : ; : : 4 $28.72 $26.72 
Model No. PE9736 Model No. PE9737 Model No. PE9738 Model No. PE9739 Model No. PE9740 
75 OHM SMB PLUG TO 75 OHM N MALE TO 75 OHM N MALE TO 75 OHM N FEMALE TO 75 OHM N FEMALE TO 
MINI 75 OHM SMB JACK F FEMALE F MALE F MALE F FEMALE 
MAX VSWR 1.30:1 @ 3 GHz MAX VSWR 1.30:1 @ 3 GHz MAX VSWR 1.30:1 @ 3 GHz 
SO 
epectcee 
acetate 
eee 
1-24 25-49 - ~ 25-49 25-49 1-24 25-49 
$33.40 $31.06 : $60.22 PRECISION | $50.10 $46.59 PRECISION $46.59 PRECISION] $52.20 $48.55 PRECISION 
50-99 100 + 100 + ADAPTER 50-99 100 + ADAPTER 100 + ADAPTER 50-99 100 + ADAPTER 
$28.72 $26.72 $55.69 $51.80 $43.09 $40.08 $40.08 $44.89 $41.76 
Model No. PE9741 Model No. PE9742 Model No. PE9743 Model No. PE9744 Model No. PE9745 
75 OHM BNC MALE TO 75 OHM BNC MALE TO F MALE | 75 OHM BNC FEMALE TO 75 OHM BNC FEMALE TO 3.5mm MALE TO 1.85mm FEMALE 


F FEMALE MAX VSWR 1.30:1 @ 3 GHz F MALE F FEMALE MAX VSWR 1.25:1 @ 34.5 GHz 
MAX VSWR 1.30:1 @ 3 GHz MAX VSWR 1.30:1 @ 3 GHz MAX VSWR 1.30:1 @ 3 GHz 


1-24 1-24 © 25-49 25-49 1-24 © 25-49 1-24 © 25.49 

$54.30 $50.50 PRECISION | $44.90 $41.76 PRECISION ; $45.62 PRECISION ; $41.76 PRECISION] $110.70 $102.95 PRECISION 
50-99 100 + ADAPTER 50-99 100 + ADAPTER 100 + ADAPTER 100 + ADAPTER 50-99 100 + ADAPTER 

$46.70 $43.44 $38.61 $35.92 : $39.24 : $35.92 $95.20 $88.56 


Model No. PE9746 Model No. PE9747 Model No. PE9748 Model No. PE9749 Model No. PE9750 
3.5mm MALE TO 1.85mm MALE 3.5mm FEMALE TO 1.85mm MALE| 3.5mm FEMALE TO SHV PLUG TO SHV JACK BNC MALE TO 10-32 FEMALE 
MAX VSWR 1.25:1 @ 34.5 GHz MAX VSWR 1.25:1 @ 34.5 GHz | 1.85mm FEMALE 

MAX VSWR 1.25:1 @ 34.5 GHz 


1-24 © 25-49 1-24 25-49 1-24 25-49 1-24 © 25-49 
$110.70 $102.95 PRECISION | $110.70 $102.95 PRECISION | $110.70 $102.95 PRECISION $38.60 $35.90 
50-99 100 + ADAPTER 50-99 100 + ADAPTER 50-99 100 + ADAPTER 50-99 100 + 
$95.20 $88.56 $95.20 $95.20 $88.56 $33.20 $30.88 
Model No. PE9751 Model No. PE9752 Model No. PE9753 Model No. PE9754 Model No. PE9755 
BNC MALE TO 10-32 MALE BNC FEMALE TO 10-32 FEMALE | BNC FEMALE TO 10-32 MALE | BNC FEMALE TO 10-32 FEMALE | BNC FEMALE TO 10-32 MALE 


phn ke BULKHEAD BULKHEAD 
~ MOUNTING HOLE B05 MOUNTING HOLE BO5 
2525282 KS 


$33.20 $30.88 
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ADAPTERS 


SEE ADAPTER SELECTION CHART ON PAGES 184 THRU 186 
SEE PAGE 253 FOR MOUNTING HOLES 


Model No. PE9756 Model No. PE9757 Model No. PE9758 Model No. PE9759 Model No. PE9760 
10-32 FEMALE TO 10-32 FEMALE BULKHEAD TO BNC MALE TO BNC MALE F MALE TO F FEMALE F MALE TO F MALE 
10-32 FEMALE 10-32 FEMALE RIGHT ANGLE MAX VSWR 1.30:1 @ 3 GHz MAX VSWR 1.30:1 @ 3 GHz 


MOUNTING HOLE B03 


1-24 25-49 1-24 © 25-49 1-24 1-24 25-49 1-24 25-49 
$20.85 $19.39 $25.05 $23.30 $19.80 $18.41 $39.65 $36.87 PRECISION] $39.65 $36.87 PRECISION 
50-99 100 + 50-99 100 + 50-99 100+ + || 50-99 100+ ADAPTER 50-99 100 + ADAPTER 
$17.93 $16.68 $21.54 $20.04 $17.03 $15.84 ————] $34,100 $31.72 $34.10 $31.72 


Model No. PE9761 
F FEMALE TO F FEMALE 
MAX VSWR 1.30:1 @ 3 GHz 


Model No. PE9762 
1.85mm MALE TO SSMA FEMALE 
MAX VSWR 1.30:1 @ 40 GHz 


Model No. PE9763 
1.85mm MALE TO SSMA MALE 
MAX VSWR 1.30:1 @ 40 GHz 


Model No. PE9764 
1.85mm FEMALE TO SSMA MALE 
MAX VSWR 1.30:1 @ 40 GHz 


Model No. PE9765 

1.85mm FEMALE TO 

SSMA FEMALE 

MAX VSWR 1.30:1 @ 40 GHz 


1-24 25-49 


$39.65 $36.87 PRECISION 


1- 25-49 
$143.10 $133.08 PRECISION 
50-99 100 + ADAPTER 
$123.07 $114.48 


> 


1-24 =©25-49 
$154.60 $143.78 PRECISON 
50-99 100 + ADAPTER 

$132.96 $123.68 


$143.10 $133.08 PRECISION] $154.60 $143.78 PRECISION 
50-99 100 + ADAPTER 50-99 100 + ADAPTER 
$123.07 $114.48 $132.96 $123.68 


50-99 100 + ADAPTER 
$34.10 $31.72 


Model No. PE9766 
2.92mm MALE TO SSMA FEMALE 
MAX VSWR 1.30:1 @ 40 GHz 


Model No. PE9767 
2.92mm MALE TO SSMA MALE 
MAX VSWR 1.30:1 @ 40 GHz 


Model No. PE9768 
2.92mm FEMALE TO SSMA MALE 
MAX VSWR 1.30:1 @ 40 GHz 


Model No. PE9769 Model No. PE9770 
2.92mm FEMALE TO SSMA FEMALE} N FEMALE TO REVERSE 
MAX VSWR 1.30:1 @ 40 GHz POLARITY N MALE 


1-24 © 25-49 
$132.65 $123.36 PRECISION 
50-99 100 + ADAPTER 

$114.08 $106.12 


1-24 25-49 
$143.10 $133.08 PRECISION 
50-99 100 + ADAPTER 

$123.07 $114.48 


1-24 25-49 1-24 25-49 
$132.65 $123.36 PRECISION] $143.10 $133.08 PRECISION 
50-99 100 + ADAPTER 50-99 100 + ADAPTER 


$114.08 $106.12 $123.07 $114.48 


50-99 100 + 
$12.86 $11.96 


Model No. PE9771 
N MALE TO REVERSE 
POLARITY N FEMALE 


Model No. PE9772 
REVERSE POLARITY N MALE 
TO REVERSE POLARITY N MALE 


Sd 
J 


Model No. PE9773 
REVERSE POLARITY N FEMALE 
REVERSE POLARITY N FEMALE 


Model No. PE9774 
SMA MALE QUICK-DISCONNECT 
TO SMA FEMALE 

MAX VSWR 1.15:1 @ 18 GHz 


Model No. PE9775 
BULLET, SMP FEMALE TO 
SMP FEMALE, 22.4mm LONG 


1-24 1-24 25-49 
$18.95 $17.62 $79.95 $74.35 PRECISION] $38.95 $36.22 
50-99 100 + 50-99 100 + ADAPTER 50-99 100 + 


$12.86 $11.96 $16.30 $15.16 


Model No. PE9776 
BULLET, SMP FEMALE TO 
SMP FEMALE, 12.6mm LONG 


PE9777 
BULLET, SMP FEMALE TO 
SMP FEMALE 6.45mm LONG 


Model No. PE9778 
SMP MALE TO SMA FEMALE 
MAX VSWR 1.45:1 @ 26.5 GHz 


Model No. _PE9779 
SMP FEMALE TO SMA FEMALE 
MAX VSWR 1.30:1 @ 18 GHz 


Model No. PE9780 

BULLET, MINI SMP FEMALE TO 
MINI SMP FEMALE 

5.3mm LONG, 65 GHz 


1-24 25-49 1-24 1-24 1-24 25-49 
$38.95 $36.22 $237.95 $221.29 PRECISION] $237.95 $221.29 PRECISION] $18.95 $17.62 | NEW | 
50-99 100 + 50-99 100 + ADAPTER 50-99 100 + ADAPTER 50-99 100 + 


$204.64 $190.36 $204.64 $190.36 


Model No. PE9781 

MINI SMP MALE TO 

2.92mm FEMALE 

MAX VSWR 1.30:1 @ 40 GHz 


Model No. PE9782 

2.92mm FEMALE TO 

MINI SMP FEMALE 

MAX VSWR 1.30:1 @ 40 GHz 


Model No. PE9783 
TNC MALE TO BNC FEMALE 
RIGHT ANGLE 


1-24 25-49 
$399.95 $371.95 PRECISION 
50-99 100 + ADAPTER 

$343.96 $319.96 


1-24 25-49 
$399.95 $371.95 PRECISION 
50-99 100 + ADAPTER 


$343.96 $319.96 
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INDEX GUIDE TO 
ATTENUATORS & OTHER PRODUCTS 


GUIDE: TO FIND THE FIXED ATTENUATOR YOU NEED, PLEASE TURN THE PAGE AND REFER TO THE 
FIXED ATTENUATOR SELECTOR GUIDE. FOR FURTHER ASSISTANCE, CALL OUR TECH SUPPORT 
DEPARMENT TOLL-FREE 866-727-8376. 


NEW PRODUCTS AND CATEGORIES ARE IDENTIFIED WITH THE [77§ SYMBOL. 


FIXED ATTENUATORS ISOLATORS / CIRCULATORS 
PHASE SHIFTERS 
PHASE TRIMMERS 
D.C. BLOCKS 
BIAS “TEES” 
CAPS / SHORTS 
SURGE PROTECTORS 
N FUSE HOLDER 


OTHER ATTENUATORS 


DC BIAS PASSING 
CONT. VARIABLE ACTIVE DEVICES 


SINGLE-STAGE ROTARY 
2 & 3 STAGE ROTARY NOISE GENERATORS 232 & 233 


GENERAL PURPOSE AMPLIFIERS 232 
LOW-NOISE AMPLIFIERS 


DETECTORS / LIMITERS 


TERMINATIONS SCHOTTKY DIODE DETECTORS..233 & 234 
BNC DETECTORS 


LOG DETECTOR 
50 OHM PRECISION 
FEED-THRU PRECISION SCHOTTKY DIODE LIMITERS 


HIGH POWER PIN-PIN DIODE LIMITERS 
RESISTOR 


DOUBLE BALANCED MIXERS 
DIRECTIONAL COUPLERS FREQUENCY DOUBLERS 


90° HYBRIDS 
BROADBAND 


WAVEGUIDE TERMINATIONS 
STANDARD GAIN HORNS 
END-LAUNCH ADAPTERS 


POWER DIVIDERS 


50 OHM RESISTIVE 
POWER DIVIDERS 


—<—<—<—<———— 
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DC TO 26.5 GHZ 2.92mm* ATTENUATORS 


IMPEDANCE: 50 Ohms 
ACCURACY: 1 THRU 6 dB,+ .5 dB 

10 AND 20 dB, + .6 dB 

30 dB,+ .8 dB 

VSWR:  1.40:1 MAXIMUM 
AVERAGE POWER HANDLING CAPABILITY: .5 WATT 
Model No. ATTENUATION 1-24 25-4 30-99 100 _+ 
PE7024-1 1 dB $169.95 $158.05 $146.16 $135.96 
PE7024-2 2 dB 169.95 158.05 146.16 135.96 
PE7024-3 3 dB 169.95 158.05 146.16 135.96 
PE7024-6 6 dB 169.95 158.05 146.16 135.96 
PE7024-10 10 dB 169.95 158.05 146.16 135.96 
PE7024-20 20 dB 169.95 158.05 146.16 135.96 
PE7024-30 30 dB 169.95 158.05 146.16 135.96 


*2.92mm CONNECTORS WILL MATE BOTH 


WITH ALL SMA, 3.5mm & K CONNECTORS. 


ELECTRICALLY AND MECHANICALLY 
THE K CONNECTOR IS A 


REGISTERED TRADEMARK OF THE ANRITSU COMPANY. 


DC TO 18 GHZ 7mm ATTENUATORS 


IMPEDANCE: 50 Ohms 
ACCURACY: 1 THRU 6 dB, + .3 GB 
10 AND 20 dB, + .5 dB 
30 dB, + .75 dB 
VSWR: =1.20:1 MAXIMUM 


AVERAGE POWER HANDLING CAPABILITY: 2 WATTS 

Model _No. ATTENUATION 1-24 25-4 50-99 100 + 
PE7023-1 1 dB $349.95 $325.45 $300.96 $279.96 
PE7023-2 2 dB 349.95 325.45 300.96 279.96 
PE7023-3 3 dB 349.95 325.45 300.96 279.96 
PE7023-6 6 dB 349.95 325.45 300.96 279.96 
PE7023-10 10 dB 349.95 325.45 300.96 279.96 
PE7023-20 20 dB 349.95 325.45 300.96 279.96 
PE7023-30 30 dB 349.95 325.45 300.96 279.96 


DC TO 12.4 GHZ SMA ATTENUATORS 


ACCURACY: 1 THRU 10 dB, + .5 dB 
12,15 & 20 dB, + .75 dB 
30 & 40 dB, + 1.50 dB 
2 WATTS, VSWR: 1.25:1 MAXIMUM 
Model No. TTENUATI 1-24 
PE7045-1 1 dB $70.65 
PE7045-2 2 dB 70.65 
PE7045-3 3 dB 70.65 
PE7045-4 4 dB 70.65 
PE7045-5 5 dB 70.65 
PE7045-6 6 dB 70.65 
PE7045-7 7 dB 70.65 
PE7045-8 8 dB 70.65 
PE7045-9 9 dB 70.65 
PE7045-10 10 dB 70.65 
PE7045-12 12 dB 70.65 
PE7045-15 15 dB 70.65 
PE7045-20 20 dB 70.65 
PE7045-30 30 dB 70.65 
PE7045-40 40 dB 90.85 
5 WATT, DC TO 18 GHZ SMA ATTENUATORS 
IMPEDANCE: 50 Ohms 
ACCURACY: 1 THRU 6 dB, + .3 dB 
10 AND 20 dB, + .5 dB 
30 AND 40 dB, + 1.5 dB 
VSWR: 1.35:1 MAXIMUM 


Model No. ATTENUATION 1-24 25-49 50-99 100 + 
PE7013-1 1 dB $109.95 $102.25 $94.56 $87.96 
PE7013-2 2 dB 109. $ 
PE7013-3 3 dB 109. 
PE7013-6 6 dB 109. 
PE7013-10 10 dB 109. 
PE7013-20 20 dB 109. 
PE7013-30 30 dB 109. 
PE7013-40 40 dB 129. 
Free Ground Freight 


Same-Day Shipping 


All Products Available Online! www.pasternack.com 
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DC TO 40 GHZ 2.92mm* ATTENUATORS 


IMPEDANCE: 50 Ohms 
ACCURACY: 3 AND 6 dB, + .8 dB 

10 THRU 30 dB, + 1.0 dB 
VSWR:  1.40:1 MAXIMUM 
AVERAGE POWER HANDLING CAPABILITY: .5 WATT 
Model No. ATTENUATION 1-24 25-49 50-99 100 + 
PE7046-3 3 dB $299.95 $278.95 $257.96 $239.96 
PE7046-6 6 dB 299.95 278.95 257.96 239.96 
PE7046-10 10 dB 299.95 278.95 257.96 239.96 
PE7046-20 20 dB 299.95 278.95 257.96 239.96 
PE7046-30 30 dB 299).95 278.95 257.96 239.96 


*2.92mm CONNECTORS WILL MATE BOTH ELECTRICALLY AND MECHANICALLY 
WITH ALL SMA, 3.5mm & K CONNECTORS. THE K CONNECTOR IS A 
REGISTERED TRADEMARK OF THE ANRITSU COMPANY. 


1 WATT, DC TO 3 GHZ SMA ATTENUATORS 


ACCURACY: 1 THRU 10 dB, + .5 dB 
12,15 & 20 dB, + . 
30 & 40 dB, + 1.50 dB 


VSWR: 1.15:1 MAXIMUM 
Model No. ATTENUATION 1-24 
PE7001-1 1 dB $50.45 
PE7001-2 2 dB 50.45 
PE7001-3 3 dB 50.45 
PE7001-4 4 dB 50.45 
PE7001-5 5 dB 50.45 
PE7001-6 6 dB 50.45 
PE7001-7 7 dB 50.45 
PE7001-8 8 dB 50.45 
PE7001-9 9 dB 50.45 
PE7001-10 10 dB 50.45 
PE7001-12 12 dB 50.45 
PE7001-15 15 dB 50.45 
PE7001-20 20 dB 50.45 
PE7001-30 30 dB 50.45 
PE7001-40 40 dB 65.60 
2 WATTS, DC TO 18 GHZ SMA ATTENUATORS 
ACCURACY: 1 THRU 10 dB, + .5 dB 
12,15 & 20 dB, + .75 dB 
30 & 40 dB, + 1.50 dB 
VSWR:  1.35:1 MAX 
Model_No. ATTENUATION 1-24 
PE7005-1 1 dB $79.95 
PE7005-2 2 dB 79.95 
PE7005-3 3 dB 79.95 
PE7005-4 4 dB 79.95 
PE7005-5 5 dB 79.95 
PE7005-6 6 dB 79.95 
PE7005-7 7 dB 79.95 
PE7005-8 8 dB 79.95 
PE7005-9 9 dB 79.95 
PE7005-10 10 dB 79.95 
PE7005-12 12 dB 79.95 
PE7005-15 15 dB 79.95 
PE7005-20 20 dB 79.95 
PE7005-30 30 dB 79.95 
PE7005-40 40 dB 99.95 


10 WATT, DC TO 18 GHZ SMA ATTENUATORS 


IMPEDANCE: 50 Ohms 
ACCURACY : 1 THRU 6 dB, + .5 dB 
10 AND 20 dB, + .7 dB 

30 AND 40 dB, + 1.5 dB 
VSWR: 1.40:1 MAXIMUM 
Model No. ATTENUATION 1-24 25-49 50-99 100 + 
PE7016-1 1 dB $229.95 $213.85 $197.76 $183.96 
PE7016-2 2 dB 229.95 213.85 197.76 183.96 
PE7016-3 3 dB 229.95 213.85 197.76 183.96 
PE7016-6 6 dB 229.95 213.85 197.76 183.96 
PE7016-10 10 dB 229.95 213.85 197.76 183.96 
PE7016-20 20 dB 229.95 213.85 197.76 183.96 
PE7016-30 30 dB 229.95 213.85 197.76 183.96 
PE7016-40 40 dB 249.95 232.45 214.96 199.96 
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25 WATT, DC TO 18 GHZ SMA ATTENUATORS 90 WATT, DC TO 18 GHZ SMA ATTENUATORS 


IMPEDANCE: 50 Ohms IMPEDANCE: 50 Ohms 


ACCURACY: 1 THRU 6 dB, + .8 dB ACCURACY: 6 AND 10 dB, + .85 dB 

10 AND 20 dB, + 1.0 dB 20 AND 30 dB, + 1.5 dB 

30 AND 40 dB, + 2.0 dB 40 dB, + 2.0 dB 
VSWR: 1.40:1 MAXIMUM VSWR: 1.45:1 MAXIMUM 
Model No. ATTENUATION 1-24 
PE7018-1 1 dB $349.95 
PE7018-2 2 dB 349.95 : : 5 
PE7018-3 3 dB 349.95 325.45 300.96 279.96 Model No. ATTENUATION 1-24 25-49 50-99 100 + 
PE7018-6 6 dB 349.95 325.45 300.96 279.96 PE7020-6 6 dB $409.95 $381.25 $352.56 $327.96 
PE7018-10 10 dB 349.95 325.45 300.96 279.96 PE7020-10 10 dB 409.95 381.25 352.56 327.96 
PE7018-20 20 dB 349.95 325.45 300.96 279.96 PE7020-20 20 dB 409.95 381.25 352.56 327.96 
PE7018-30 30 dB 349.95 325.45 300.96 279.96 PE7020-30 30 dB 409.95 381.25 352.56 327.96 
PE7018-40 40 dB 369.95 344.05 318.16 295.96 PE7020-40 40 dB 429.95 399.85 369.76 343.96 

100 WATT, DC TO 1.5 GHZ SMA ATTENUATORS 1 WATT, DC TO 2 GHZ N ATTENUATORS 


ACCURACY: 1,2,3 & 6 


IMPEDANCE: 50 Ohms 10 & 20 : -5 dB 


ACCURACY: 6 dB, + .5 dB 


10, 20 & 30 dB, + .75 dB pes? 26 
40 dB, + 1.0 dB ape +5; de 
pe tk VSWR: 1.25:1 MAXIMUM 
VSWR: 1.25: MAXIMUM 
Model No. ATTENUATION 1-24 25-4 50-99 100 + 
PE7002-1 1 dB $49.95 $46.45 $42.96 $39.96 
PE7002-2 2 dB 49.95 46.45 42.96 39.96 
Model _No ATTENUATION 1-24 25-4 50-99 100 + PE7002-3 3 dB 49.95 46.45 42.96 39.96 
PE7022-6 6 dB $549.95 $511.45 $472.96 $439.96 PE7002-6 6 dB 49.95 46.45 42.96 39.96 
PE7022-10 10 dB 549.95 511.45 472.96 439.96 PE7002-10 10 dB 49.95 46.45 42.96 39.96 
PE7022-20 20 dB 549.95 511.45 472.96 439.96 PE7002-20 20 dB 49.95 46.45 42.96 39.96 
PE7022-30 30 dB 549.95 511.45 472.96 439.96 PE7002-30 30 dB 49.95 46.45 42.96 39.96 
PE7022-40 40 dB 569.95 530.05 490.16 455.96 PE7002-40 40 dB 64.95 60.40 55.86 51.96 
2 WATTS, DC TO 12.4 GHZ N ATTENUATORS 2 WATTS, DC TO 18 GHZ N ATTENUATORS 
ACCURACY: 1 THRU 10,12,15 & 20 dB, + .5 dB eee ACCURACY: 1 THRU 10,12,15 & 20 dB, + .5 dB / SS 
30 & 40 dB, + 1.50 dB stees 30 & 40 dB, + 1.5 dB 
VSWR: 1.25:1 MAXIMUM eee VSWR: 1.35:1 MAXIMUM 
Model _No. ATTENUATION 1-24 25-49 50-99 100 + Model No. ATTENUATION 1-24 25-4 50-99 100_+ 
PE7047-1 1 dB $100.00 $93.00 $86.00 $80.00 PE7004-1 1 dB $124.95 $116.20 $107.46 $99.96 
PE7047-2 2 dB 100.00 93.00 86.00 80.00 PE7004-2 2 dB 124.95 116.20 107.46 99.96 
PE7047-3 3 dB 100.00 93.00 86.00 80.00 PE7004-3 3 dB 124.95 116.20 107.46 99.96 
PE7047-4 4 dB 100.00 93.00 86.00 80.00 PE7004-4 4 dB 124.95 116.20 107.46 99.96 
PE7047-5 5 dB 100.00 93.00 86.00 80.00 PE7004-5 5 dB 124.95 116.20 107.46 99.96 
PE7047-6 6 dB 100.00 93.00 86.00 80.00 PE7004-6 6 dB 124.95 116.20 107.46 99.96 
PE7047-7 7 dB 100.00 93.00 86.00 80.00 PE7004-7 7 dB 124.95 116.20 107.46 99.96 
PE7047-8 8 dB 100.00 93.00 86.00 80.00 PE7004-8 8 dB 124.95 116.20 107.46 99.96 
PE7047-9 9 dB 100.00 93.00 86.00 80.00 PE7004-9 9 dB 124.95 116.20 107.46 99.96 
PE7047-10 10 dB 100.00 93.00 86.00 80.00 PE7004-10 10 dB 124.95 116.20 107.46 99.96 
PE7047-12 12 dB 100.00 93.00 86.00 80.00 PE7004-12 12 dB 124.95 116.20 107.46 99.96 
PE7047-15 15 dB 100.00 93.00 86.00 80.00 PE7004-15 15 dB 124.95 116.20 107.46 99.96 
PE7047-20 20 dB 100.00 93.00 86.00 80.00 PE7004-20 20 dB 124.95 116.20 107.46 99.96 
PE7047-30 30 dB 100.00 93.00 86.00 80.00 PE7004-30 30 dB 124.95 116.20 107.46 99.96 
PE7047-40 40 dB 131.25 122.06 112.88 105.00 PE7004-40 40 dB 144.95 134.80 124.66 115.96 
9 WATT, DC TO 18 GHZ N ATTENUATORS 10 WATT, DC TO 2 GHZ N ATTENUATORS 
IMPEDANCE: 50 Ohms IMPEDANCE: 50 Ohms 
ACCURACY: 1 THRU 6 dB, + .3 dB ACCURACY: 1,000 MHz, + .6 dB 
10 AND 20 dB, + .5 dB 2,000 MHz, + 1.0 dB 
30 AND 40 dB, + 1.50 dB VSWR: 1,000 MHz, 1.30:1 MAXIMUM 
VSWR: 1.40:1 MAXIMUM 2,000 MHz, 1.60:1 MAXIMUM 
Model No. ATTENUATION 1-24 25-49 50-99 100 + 
PE7014-1 1 dB $179.95 $167.35 $154.76 $143.96 Model No. ATTENUATION 1-24 25-49 50-99 100 + 
PE7014-2 2 dB 179.95 167.35 154.76 143.96 PE7010-2 2 dB $151.45 $140.85 $130.25 $121.16 
PE7014-3 3 dB 179.95 167.35 154.76 143.96 PE7010-3 3 dB 151.45 140.85 130.25 121.16 
PE7014-6 6 dB 179.95 167.35 154.76 143.96 PE7010-6 6 dB 151.45 140.85 130.25 121.16 
PE7014-10 10 dB 179.95 167.35 154.76 143.96 PE7010-10 10 dB 151.45 140.85 130.25 121.16 
PE7014-20 20 dB 179.95 167.35 154.76 143.96 PE7010-20 20 dB 151.45 140.85 130.25 121.16 
PE7014-30 30 dB 179.95 167.35 154.76 143.96 PE7010-30 30 dB 151.45 140.85 130.25 121.16 
PE7014-40 40 dB 199.95 185.95 171.96 159.96 PE7010-40 40 dB 171.65 159.63 147.62 137.32 
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10 WATT, DC TO 12.4 GHZ 


IMPEDANCE: 50 Ohms 
ACCURACY: 1 THRU 6 dB, + .3 dB 
10 AND 20 dB, + .5 dB 
30 AND 40 dB, + 1.5 dB 
VSWR: 1:30:1 MAX 
Model No. ATTENUATION 1-24 
PE7048-1 1 dB $232.25 
PE7048-2 2 dB 232.25 
PE7048-3 3 dB 232.625 
PE7048-6 6 dB 232.25 
PE7048-10 10 dB 232.25 
PE7048-20 20 dB 232.25 
PE7048-30 30 dB 232.25 
PE7048-40 40 dB 252.45 


ATTENUATORS 


25-49 50-99 100 + 
$215.99 $199.74 $185.80 
215.99 199.74 185.80 
215.99 199.74 185.80 
215.99 199.74 185.80 
215.99 199.74 185.80 
215.99 199.74 185.80 
215.99 199.74 185.80 
234.78 217.11 201.96 


10 WATT, DC TO 18 GHZ N ATTENUATORS 


IMPEDANCE: 50 Ohms PSBORR 

ACCURACY: 1 THRU 6 GB, Petetets 

10 AND 20 dB, 4 

30 AND 40 dB, 

VSWR: 1.40:1 MAXIMUM 
Model No. ATTENUATION 1-24 25-49 50-99 100 + 
PE7015-1 1 dB $249.95 $232.45 $214.96 $199.96 
PE7015-2 2 dB 249.95 232.45 214.96 199.96 
PE7015-3 3 dB 249.95 232.45 214.96 199.96 
PE7015-6 6 dB 249.95 232.45 214.96 199.96 
PE7015-10 10 dB 249.95 232.45 214.96 199.96 
PE7015-20 20 dB 249.95 232.45 214.96 199.96 
PE7015-30 30 dB 249.95 232.45 214.96 199.96 
PE7015-40 40 dB 269.95 251.05 232.16 215.96 


IMPEDANCE: 50 Ohms 
ACCURACY: 1 THRU 6 dB, + .8 dB IMPEDANCE: 50 Ohms 
10 AND 20 dB, + 1.0 dB i ACCURACY: 6 AND 10 dB, + 1.0 dB 
30 AND 40 dB, + 2.0 dB 20 AND 30 dB, + 1.5 dB 
VSWR:  1.40:1 MAXIMUM 40 dB, + 2.0 dB 
VSWR: 1.45:1 MAXIMUM 
Model No. ATTENUATION 1-24 100 + 
PE7017-1 1 dB $349.95 $279.96 
PE7017-2 2 dB 349.95 279.96 
PE7017-3 3 dB 349.95 279.96 Model No. ATTENUATION 1-24 25-49 50-99 100 + 
PE7017-6 6 dB 349.95 279.96 PE7019-6 6 dB $399.95 $371.95 $343.96 $319.96 
PE7017-10 10 dB 349.95 279.96 PE7019-10 10 dB 399.95 371.95 343.96 319.96 
PE7017-20 20 dB 349.95 279.96 PE7019-20 20 dB 399.95 371.95 343.96 319.96 
PE7017-30 30 dB 349.95 279.96 PE7019-30 30 dB 399.95 371.95 343.96 319.96 
PE7017-40 40 dB 399.95 319.96 PE7019-40 40 dB 449.95 418.45 386.96 359.96 
100 WATT, DC TO 1.5 GHZ N ATTENUATORS 300 WATT, N ATTENUATORS 
IMPEDANCE: 50 Ohms 
IMPEDANCE: 50 Ohms FREQUENCY RANGE: DC TO 1 GHz 
ACCURACY: 6 dB, + .5 dB | | ACCURACY: + .75 dB 
10, 20 & 30 dB, + .75 dB it VSWR: 1.40:1 MAXIMUM - 
40 dB, + 1.0 dB a RF INPUT POWER: 300 WATT AVERAGE AT 25°C EE 
ANA DERATED TO 75 WATTS AT 85°C 
VSWR: 1.25:1 MAXIMUM | 
Model _No. ATTENUATION 1-24 25-4 50-99 100 + 
PE7031-1 1 dB $1295.00 $1204.35 $1113.70 $1036.00 
Model No. © ATTENUATION 1-24 =625-49 50-99 100 + PE7031-2 2 dB 1295.00 1204.35 1113.70 1036.00 
PE7021-6 6 dB $499.95 $464.95 $429.96 $399.96 PE7031-3 3 dB 1295.00 1204.35 1113.70 1036.00 
PE7021-10 10 dB 499.95 464.95 429.96 399.96 PE7031-6 6 dB 1295.00 1204.35 1113.70 1036.00 
PE7021-20 20 dB 499.95 464.95 429.96 399.96 PE7031-10 10 dB 1295.00 1204.35 1113.70 1036.00 
PE7021-30 30 dB 499.95 464.95 429.96 399.96 PE7031-20 20 dB 1295.00 1204.35 1113.70 1036.00 
PE7021-40 40 dB 549.95 511.45 472.96 439.96 PE7031-30 30 dB 1295.00 1204.35 1113.70 1036.00 
900 WATT, N ATTENUATORS DC TO 2 GHZ TNC ATTENUATORS 
IMPEDANCE: 50 OHMS 
IMPEDANCE: 50 Ohms ACCURACY: 1 GHz, + .5 dB 
FREQUENCY RANGE: DC TO 500 MHz 2 GHz,+ .8 dB 
ACCURACY: + .5 dB VSWR: 1 GHz, 1.20:1 MAXIMUM 
VSWR: 1.15:1 MAXIMUM 2 GHz, 1.40:1 MAXIMUM 
RF INPUT POWER: 500 WATT AVERAGE AT 25°C 
DERATED TO 250 WATTS AT 100°C AVERAGE POWER HANDLING CAPABILITY: 1 WATT 
Model No. ATTENUATION 1-24 25-4 50-99 100 + Model No. ATTENUATION 1-24 25-4 50-99 100 + 
PE7032-1 1 dB $1499.95 $1394.95 $1289.96 $1199.96 PE7003-1 1 dB $45.40) | $42.22. $39.04) $36.32 
PE7032-2 2 dB 1499.95 1394.95 1289.96 1199.96 PEZ003-¢ yet Pee arco gp ig ee cs py epoaiee 
PE7032-3 3 dB 1499.95 1394.95 1289.96 1199.96 PE7003-3 pion pee gue ES SE eee ELS 
PE7032-6 6 dB 1499.95 1394.95 1289.96 1199.96 PE7003~6 p) a8 mings Om al eal tg debate Pe 2g 
PE7032-10 10 dB 1499.95 1394.95 1289.96 1199.96 PE? 003-20 py ,a8 paneer het esan neo Clin” gasesse 
PE7032-20 20 dB 1499.95 1394.95 1289.96 1199.96 PE7003-20 2) cB Deore eee! al ee Od peeteae 
PE7032-30 30 dB 1499.95 1394.95 1289.96 1199.96 PE7003-30 30 dB aap ee ere ae Boo-04.) oo se.8e 
PE7003-40 40 dB 64.95 60.40 55.86 51.96 
DC TO 12.4 GHZ TNC ATTENUATORS DC TO 18 GHZ TNC ATTENUATORS 
IMPEDANCE: 50 OHMS 
ACCURACY: 1 THRU 6 dB, + .3 dB IMPEDANCE: 50 Ohms 
10 AND 20 dB, + .5 dB ACCURACY: 1 THRU 6 dB, + .3 dB 
30 AND 40 dB, + 1.5 dB 10 AND 20 dB, + .5 dB 
VSWR:  1.25:1 MAXIMUM 30 dB, + 1.5 dB 
AVERAGE POWER HANDLING CAPABILITY: 2 WATTS VSWR: 1.35:1 MAXIMUM 
AVERAGE POWER HANDLING CAPABILITY: 2 WATTS 
Model No. ATTENUATION 1-24 25-49 
PE7051-1 1 dB $89.95 $83. Model No. ATTENUATION Teg 5-49 50-99" = 100 + 
PE7051-2 2 dB 89.95 83. PE7030-1 1 dB $179.95 $167.35 $154.76 $143.96 
PE7051-3 3 dB 89.95 83. PE7030-2 2 dB 179.95 167.35 154.76 143.96 
PE7051-6 6 dB 89.95 83. PE7030-3 3 dB 179.95 167.35 154.76 143.96 
PE7051-10 10 dB 89.95 83. PE7030-6 6 dB 179.95 167.35 154.76 143.96 
PE7051-20 20 dB 89.95 83. PE7030-10 10 dB 179.95 167.35 154.76 143.96 
PE7051-30 30 dB 89.95 83. PE7030-20 20 dB 179.95 167.35 154.76 143.96 
PE7051-40 40 dB 109.95 102 PE7030-30 30 dB 179.95 167.35 154.76 143.96 
. a = 
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9 WATT, DC TO 18 GHZ TNC ATTENUATORS 


IMPEDANCE: 
ACCURACY : 


VSWR: 1.35 


Model _No. 
PE7052-1 
PE7052-2 
PE7052-3 
PE7052-6 
PE7052-10 
PE7052-20 
PE7052-30 


50 Ohms 
1 THRU 6 dB, + .3 dB 
10 AND 20 dB, + .5 dB 
30 dB, + 1.5 dB 
:1 MAXIMUM 
ATTENUATION 1-24 
1 dB $199.95 
2 dB 199.95 
3 dB 199.95 
6 dB 199.95 
10 dB 199.95 
20 dB 199.95 
30 dB 199.95 


29 WATT, DC TO 18 GHZ TNC ATTENUATORS 


IMPEDANCE: 50 Ohms 
ACCURACY: 1 THRU 6 dB, + .8 dB 

10 AND 20 dB, + 1.0 dB 

30 AND 40 dB, + 2.0 dB 
VSWR: 1.40:1 MAXIMUM 
Model No. ATTENUATION 1-24 
PE7054-1 1 dB $429.95 
PE7054-2 2 dB 429.95 
PE7054-3 3 dB 429.95 
PE7054-6 6 dB 429.95 
PE7054-10 10 dB 429.95 
PE7054-20 20 dB 429.95 
PE7054-30 30 dB 429.95 
PE7054-40 40 dB 449.95 


399. 
418. 


100 WATT, DC TO 1.5 GHZ TNC ATTENUATORS 


10 WATT, DC TO 18 GHZ TNC ATTENUATORS 


50 Ohms 

1 THRU 6 GB, 

10 AND 20 dB, 
30 AND 40 dB, + 


IMPEDANCE: 
ACCURACY: + .5 dB 
+ .7 dB 

1.5 dB 


VSWR: 1.40:1 MAXIMUM 
Model No. TTENUA 1-24 25-49 - + 
PE7053-1 1 dB $299.95 $278.95 $257.96 $239.96 
PE7053-2 2 dB 299.95 278.95 257.96 239.96 
PE7053-3 3 dB 299.95 278.95 257.96 239.96 
PE7053-6 6 dB 299.95 278.95 257.96 239.96 
PE7053-10 10 dB 299.95 278.95 257.96 239.96 
PE7053-20 20 dB 299.95 278.95 257.96 239.96 
PE7053-30 30 dB 299.95 278.95 257.96 239.96 
PE7053-40 40 dB 329.95 306.85 283.76 263.96 
50 WATT, DC TO 18 GHZ TNC ATTENUATORS 

IMPEDANCE: 50 Ohms 
ACCURACY: 6 AND 10 dB, + 1.0 dB 

20 AND 30 dB, + 1.5 GB 

40 dB, + 2.0 dB 

VSWR: 1.45:1 MAXIMUM 
Model No. A -24 - - 100 + 
PE7055-6 6 dB $499.95 $464.95 $429.96 $399.96 
PE7055-10 10 dB 499.95 464.95 429.96 399.96 
PE7055-20 20 dB 499.95 464.95 429.96 399.96 
PE7055-30 30 dB 499.95 464.95 429.96 399.96 
PE7055-40 40 dB 519.95 483.55 447.16 415.96 


3 WATT, DC TO 7.5 GHZ 7/16 ATTENUATORS 


IMPEDANCE: 50 Ohms 


IMPEDANCE: 50 Ohms ACCURACY: 1 THRU 6 dB, + .4 dB 
ACCURACY: 6 dB,+ .8 dB 10 AND 20 dB, + .6 dB 
10 AND 20 dB, + 1.0 dB a 30 AND 40 dB, + 1.5 dB 
VSMRMEMG 1 laxniane otiaeokae an [ VSWR: 1.25:1 MAXIMUM 
a at Model No. ATTENUATION 1-24 25-49 50-99 + 
PE7039-1 1 dB $149.95 $139.45 $128.96 $119.96 
PE7039-2 2 dB 149.95 139.45 128.96 119.96 
Model No. ATTENUATION 2h, 28-4 ; 100+ PE7039-3 3 dB 149.95 139.45 128.96 119.96 
PE7056-6 6 dB $599.95 $557.95 $515.96 $479.96 PE7039-6 6 dB 149.95 139.45 128.96 119.96 
PE7056-10 10 dB 599.95 557.95 515.96 479.96 PETOROLIA a0 dB 149.95 139.45 128.96 119.96 
PE7056-20 20 dB 599.95 557.95 515.96 479.96 PE7039.20 SO dB 149.95 139.45 128.96 119.96 
PE7056-30 30 dB 599.95 557.95 515.96 479.96 PE7039-30 AO aE 149.95 139.45 128.96 «119.96 
PE7056-40 40 dB 619.95 576.55 533.16 495.96 pevaibiae a0 dB 169.95 158.05 146.16 135.96 
10 WATT, DC TO 7.5 GHZ 7/16 ATTENUATORS 25 WATT, DC TO 7.5 GHZ 7/16 ATTENUATORS 
IMPEDANCE: 50 Ohms IMPEDANCE: 50 Ohms 
ACCURACY: 1 THRU 6 dB, + .6 dB ACCURACY: 1 THRU 6 dB, + 
10 AND 20 dB, + .8 GB 10 AND 20 dB, +. 
30 AND 40 dB, + 1.5 dB 30 AND 40 dB, + 1. 
VSWR: 1.30:1 MAXIMUM VSWR:  1.35:1 MAXIMUM 
Model No. ATTENUATION 1-24 25-49 - 100 + ATTENUATION 
PE7040-1 1 dB $219.95 $204.55 $189.16 $175.96 Hares on ds , 
PE7040-2 2 dB 219.95 204.55 189.16 175.96 PE7041-2 2 dB i 
PE7040-3 3 dB 219.95 204.55 189.16 175.96 PE7041-3 3 dB } 
PE7040-6 6 dB 219.95 204.55 189.16 175.96 PE7041-6 6 dB : 
PE7040-10 10 dB 219.95 204.55 189.16 175.96 PE7041-10 10 dB : 
PE7040-20 20 dB 219.95 204.55 189.16 175.96 PE7041-20 20 dB . . 
PE7040-30 30 dB 219.95 204.55 189.16 175.96 PE7041-30 30 dB be 5 Z v 
PE7040-40 40 dB 239.95 223.15 206.36 §= 191.96 PE7041-40 40 dB 369.95 344.05 318.16 295.96 
90 WATT, DC TO 7.5 GHZ 7/16 ATTENUATORS 100 WATT, DC TO 1.5 GHZ 7/16 ATTENUATORS 
IMPEDANCE: 50 Ohms 
IMPEDANCE: 50 Ohms ACCURACY: 6 dB, + .5 dB 
ACCURACY: 6 AND 10 dB, + 10, 20 & 30 dB, + .75 dB 
20 AND 30 dB, + 40 dB, + 1.0 dB 
40 dB, + 
VSWR: 1.40:1 MAXIMUM 
VSWR: 1.25:1 MAXIMUM 
Model No. TT T 1-24 25-49 = 100 + Model No. ATTENUATION 1-24 25-49 50-99 + 
PE7042-6 6 dB $399.95 $371.95 $343.96 $319.96 PE7043-6 6 dB $449.95 $418.45 $386.96 $359.96 
PE7042-10 10 dB 399.95 371.95 343.96 319.96 PE7043-10 10 dB 449.95 418.45 386.96 359.96 
PE7042-20 20 dB 399.95 371.95 343.96 319.96 PE7043-20 20 dB 449.95 418.45 386.96 359.96 
PE7042-30 30 dB 399.95 371.95 343.96 319.96 PE7043-30 30 dB 449.95 418.45 386.96 359.96 
PE7042-40 40 dB 399.95 371.95 343.96 319.96 PE7043-40 40 dB 449.95 418.45 386.96 359.96 
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DC TO 2 GHZ BNC ATTENUATORS DC TO 4 GHZ BNC ATTENUATORS 


IMPEDANCE: 50 Ohms IMPEDANCE: 50 Ohms 
ACCURACY: 1 GHz, + .5 dB ACCURACY: 1 THRU 6 dB, + .4 dB 
2 Ghz,-2.8 dB 10 AND 20 dB, + .6 dB 
VSWR: 1 GHz, 1.20:1 MAXIMUM 30 dB, + .8 dB 
2 GHz, 1.40:1 MAXIMUM VSWR: 1.25:1 MAXIMUM 
AVERAGE POWER HANDLING CAPABILITY: 1 WATT AVERAGE POWER HANDLING CAPABILITY: 2 WATTS 
Model No. ATTENUATION 1-24 25-49 50-99 100 _+ Model No. ATTENUATION 1-24 25-49 50-99 100 _+ 
PE7000-1 1 dB $30.25 $28.13 $26.02 $24.20 PE7049-1 1 dB $69.95 $65.05 $60.16 $55.96 
PE7000-2 2 dB 30.25 28.13 26.02 24.20 PE7049-2 2 dB 69.95 65.05 60.16 55.96 
PE7000-3 3 dB 30.25 28.13 26.02 24.20 PE7049-3 3 dB 69.95 65.05 60.16 55.96 
PE7000-6 6 dB 30.25 28.13 26.02 24.20 PE7049-6 6 dB 69.95 65.05 60.16 55.96 
PE7000-10 10 dB 30.25 28.13 26.02 24.20 PE7049-10 10 dB 69.95 65.05 60.16 55.96 
PE7000-20 20 dB 30.25 28.13 26.02 24.20 PE7049-20 20 dB 69.95 65.05 60.16 55.96 
PE7000-30 30 dB 30.25 28.13 26.02 24.20 PE7049-30 30 dB 69.95 65.05 60.16 55.96 
10 WATT, BNC ATTENUATORS 100 WATT, BNC ATTENUATORS 
IMPEDANCE: 50 Ohms IMPEDANCE: 50 Ohms 
FREQUENCY RANGE: DC TO 2,000 MHz FREQUENCY RANGE: DC TO 1 GHz 
ACCURACY: 1,000 MHz, + .6 dB ACCURACY: 3&6 + .5 dB 
2,000 MHz, + 1.0 dB 10, 20 & 30 + .75 dB 
VSWR: 1,000 MHz, 1.30:1 MAXIMUM 40 + 1.0 dB 
2,000 MHz, 1.60:1 MAXIMUM VSWR: 1.40:1 MAXIMUM 
Model No. ATTENUATION 1-24 25-49 50-99 100 + 
PE7025-2 2 dB $189.95 $176.65 $163.36 $151.96 Model No ATTENUATION 1-24 25-49 50-99 100 + 
PE7025-3 3 dB 189.95 176.65 163.36 151.96 PE7026-3 3 dB $549.95 $511.45 $472.96 $439.96 
PE7025-6 6 dB 189.95 176.65 163.36 151.96 PE7026-6 6 dB 549.95 511.45 472.96 439.96 
PE7025-10 10 dB 189.95 176.65 163.36 151.96 PE7026-10 10 dB 549.95 511.45 472.96 439.96 
PE7025-20 20 dB 189.95 176.65 163.36 151.96 PE7026-20 20 dB 549.95 511.45 472.96 439.96 
PE7025-30 30 dB 189.95 176.65 163.36 151.96 PE7026-30 30 dB 549.95 511.45 472.96 439.96 
PE7025-40 40 dB 219.95 204.55 189.16 175.96 PE7026-40 40 dB 595.95 554.23 512.52 476.76 
75 OHM F ATTENUATORS DC TO 1 GHZ 75 OHM BNC ATTENUATORS 
FREQUENCY RANGE: DC TO 1,000 MHz i+ ACCURACY: + .6 dB 
ACCURACY: + .5 dB VSWR: 1.30:1 MAXIMUM 
VSWR: 1.30:1 MAXIMUM 
AVERAGE POWER HANDLING CAPABILITY: 2 WATTS AVERAGE POWER HANDLING CAPABILITY: 1 WATT 
Model _No. ATTENUATION 1-24 25-49 50-99 a Model _ No. ATTENUATION 1-24 25-49 50-99 + 
PE7057-1 1 dB $64.95 $60.40 $55.86 $51.96 PE7009-1 1 dB $35.30 $32.83 $30.36 $28.24 
PE7057-2 2 dB 64.95 60.40 55.86 51.96 PE7009-2 2 dB 35.30 32.83 30.36 28.24 
PE7057-3 3 dB 64.95 60.40 55.86 51.96 PE7009-3 3 dB 35.30 32.83 30.36 28.24 
PE7057-6 6 dB 64.95 60.40 55.86 51.96 PE7009-6 6 dB 35.30 32.83 30.36 28.24 
PE7057-10 10 dB 64.95 60.40 55.86 51.96 PE7009-10 10 dB 35.30 32.83 30.36 28.24 
PE7009-20 20 dB 35.30 32.83 30.36 28.24 
PE7009-30 30 dB 35.30 32.83 30.36 28.24 


DC TO 4 GHZ 75 OHM BNC ATTENUATORS 


ACCURACY: 1 THRU 6 dB, + .4 dB 
10 AND 20 dB, + .6 dB 
30 dB, + .8 dB 
VSWR: 1.3521 MAXIMUM PLEASE CONTACT OUR ENGINEERING 
AVERAGE POWER HANDLING CAPABILITY: 2 WATTS 
teeta ALGMALNL2d ei 0-99 DEPARTMENT FOR ALL YOUR SPECIAL 
PE7050-1 1 dB 89.95 83.65 77.36 71.96 
PE7050-2 2 dB 89.95 83.65 77.36 71.96 REQUIREMENTS AT (949) 261 -1 920. 
PE7050-3 3 dB 89.95 83.65 77.36 71.96 
PE7050-6 6 dB 89.95 83.65 77.36 71.96 
PE7050-10 10 dB 89.95 83.65 77.36 71.96 
PE7050-20 20 dB 89.95 83.65 77.36 71.96 
PE7050-30 30 dB 89.95 83.65 77.36 71.96 
DC TO 1 GHZ 75 OHM N ATTENUATORS DC TO 4 GHZ 75 OHM N ATTENUATORS 
ACCURACY: + .6 dB ACCURACY: 1 THRU 6 dB, + .4 dB 
VSWR: 1.30:1 MAXIMUM 10 AND 20 dB, + .6 dB 
AVERAGE POWER HANDLING CAPABILITY: 1 WATT Veins oa teen aes + .8 dB 
x AVERAGE POWER HANDLING CAPABILITY: 2 WATTS 
Model No. ATTENUATION 1-24 = 25-49 
PE7029-1 1 dB $50.45 $46.92 : ‘ Model No. ATTENUAT 1-24 25-49 
PE7029-2 2 dB 50.45 46.92 PE7044-1 1 dB $99.95 $92. 
PE7029-3 3 dB 50.45 46.92 PE7044-2 2 dB 99.95 92. 
PE7029-6 6 dB 50.45 46.92 PE7044-3 3 dB 99.95 92. 
PE7029-10 10 dB 50.45 46.92 PE7044-6 6 dB 99.95 92. 
PE7029-20 20 dB 50.45 46.92 US poe - a 033 pee 
PE7029-30 30 dB 50.45 46.92 ee ae peas oe 
ere cre are egy 2 0), HCIAECTORS *WARNING: WILL NOT MATE TO 50 OHM N CONNECTORS 
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DC BIAS PASSING ATTENUATORS 


SPECIFICATIONS 
ELECTRICAL: (@25°C AMBIENT) 
FREQUENCY)IRANGE oo rcivie svercieielete cyaiv'a'a'o avateiaiele als lele bole ibis ofessis 500 MHz-2 GHz 
ATTENUATION ACCURACY 
ON UB. 3.5 nlsle sinteisioleleleistctare late nie! eieiele's sie 4 ele) alelalbieie at srateiel fale +1.0 dB MAX. 
LO MAB ass eicsce teen slates wes fiers stoe  nve-s simi’ Spiele ine <6 ote +1.5 dB MAX. 
ZO dB. de ciety sc eeamipae ioe aioe alsle Wis «o's oo efile athe IB 4 ¢ oeicleil +2.0 dB MAX. 
TMPEDANGE ./.)0. <Sie/a ea oibitle silele alate ouioe ce 50 OHMS EXCEPT "F" IS 75 OHMS 
VSWRES eee omnes tas 4 1.35:1 MAX. EXCEPT "F" IS 1.45:1 MAX. 
VOLTAGEGRATING 2. matcrots aiciet. clare o clei» alarele Wein dhiaitinoie civic 100 VOLTS MAX. 
DC. CURRENT’: cieweicemye tis ie o'cite lle ov o's ele oo stele eada alain, 0.0.0 a Chats 2 AMPS MAX. 
RE POWERB(AVG) A. 02\. 25% BD. SIN. Bo. Ste eee ss oats 2 WATTS MAX. 
OPERATING TEMPSRRANGE 33 0 oS. Soot taco Setmests ote «se -55°C TO +125°C 
SMA 
PUREE ClE 
Model No. ATTENUATI 1-24 25-49 30-99 100 + Mode} No. ATTENUATION 1-24 25-49 30-99 100 _+ 
PE7061-6 6 dB $66.85 $62.17 $57.49 $53.48 PE7062-6 6 dB $77.30 $71.89 $66.48 $61.84 
PE7061-10 10 dB 66.85 62.17 57.49 53.48 PE7062-10 10 dB 77.30 71.89 66.48 61.84 
PE7061-20 53.48 PE7062-20 


Model No. ATTENUATION 1-24 25-4 50-99 100 + Model _ No. T ATI 1-24 25-49 50-99 100 + 
PE7063-6 6 dB $88.75 $82.54 $76.33 $71.00 PE7064-6 6 dB $95.05 $88.40 $81.74 $76.04 
PE7063-10 10 dB 88.75 82.54 76.33 71.00 PE7064-10 10 dB 95.05 88.40 81.74 76.04 


PE7063-20 PE7064-20 


OG 


Turns Counting Dial With Locking Lever 
SMA Female Connectors 

50 Ohm Nominal Impedance 

Average Power 5 Watts 

Peak Power 3KW 


FREQUENCY ATTENUATION VSWR INSERTION PRICE 
MODEL NO. RANGE RANGE MAX. LOSS (MAX.) 1-24 25-49 50-99 + 
PE7065-1 1-2 GHz 7 dB 2.0:1 -5 dB $408.55 $379.95 $351.35 $326.84 
PE7065-2 2-4 GHz 10 dB 1.8:1 5 dB 408.55 379.95 351.3 326.84 
PE7065-3 2-4 GHz 20 dB 1524 5 dB 430.50 400.37 370.23 344.40 
PE7065-4 4-8 GHz 10 dB "1.561 75 dB 408.55 379.95 351.35 326.84 
PE7065-5 4-8 GHz 20 dB 1.531 75 dB 430.50 400.37 370.23 344.40 
PE7065-6 4-8 GHz 30 dB 1.5:1 75 dB 452.45 420.78 389.11 361.96 
PE7065-7 8-12.4 GHz 10 dB 1.7:1 75 dB 419.00 389.67 360.34 335.20 
PE7065-8 8-12.4 GHz 20 dB 1.7:1 75 dB 440.95 410.08 379.22 352.76 
PE7065-9 8-12.4 GHz 30 dB Live 75 dB 462.90 430.50 398.09 370.32 
PE7065-10 8-12.4 GHz 40 dB litss 75 dB 485.85 451.84 417.83 388.68 
PE7065-11 12.4-18 GHz 10 dB 1.531 75 dB 430.50 400.37 370.23 344.40 
PE7065-12 12.4-18 GHz 20 dB ged | 75 dB 452.45 420.78 389.11 361.96 
PE7065-13 12.4-18 GHz 30 dB 1.5:1 75 dB 474.40 441.19 407.98 379.52 
PE7065-14 12.4-18 GHz 40 dB 1.5:1 75 dB 496.30 461.56 426.82 397.04 
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SINGLE STAGE BENCH MOUNT ROTARY ATTENUATORS 


ALL UNITS HAVE BNC FEMALE CONNECTORS, 
1 WATT AVERAGE POWER, 1000 WATTS PEAK, 
AND -20° C to 85° C OPERATING TEMPERATURE. 


ATTENUATION 
FREQUENCY ATTENUATION ACCURACY PRICE 

MODEL NO. RANGE IMPEDANCE RANGE OVERALL VSWR_(MAX) 2224 525-49) 50-99 100K: 

PE7034-1 DC-1 GHz 50 OHMS 0-1 dB in .1 dB steps +.050 dB 1.20:1 $242.40 $225.43 $208.46 $193.92 

PE7034-2 DC-1 GHz 50 OHMS 0-100 dB in 10 dB steps +.5 dB or 2% 1.20:1 349.95 325.45 300.96 279.96 

PE7034-3 DC-2 GHz 50 OHMS 0-10 dB in 1 dB steps +.4 dB DC-1 GHz @ 1.20:1 268.34 249.56 230.77 214.67 
1-2 GHz @ 1.40:1 

PE7034-4 DC-2 GHz 50 OHMS 0-70 dB in 10 dB steps +.5 dB or 3% DC-1 GHz @ 1.20:1 327.21 304.31 281.40 261.77 
1-2 GHz @ 1.40:1 

PE7034-5 DC-2 GHz 50 OHMS 0-100 dB in 10 dB steps +.5 dB or 3% DC-1 GHz @ 1.30:1 431.32 401.13 370.94 345.06 
1-2 GHz @ 1.50:1 

PE7034-6 DC-2 GHz 50 OHMS 0-1 dB in .1 dB steps +.05 dB 1.30:1 297.95 277.09 256.24 238.36 

PE7035-1 DC-500 MHz 75 OHMS 0-1 dB in .1 dB steps +.05 dB 1.30:1 287.30 267.19 247.08 229.84 

PE7035-2 DC-500 MHz 75 OHMS 0-10 dB in 1 dB steps +.25 dB 1.30:1 287.30 267.19 247.08 229.84 

PE7035-3 DC-500 MHz 75 OHMS 0-70 dB in 10 dB steps +1.0 dB 1.30:1 287.30 267.19 247.08 229.84 

PE7035-4 DC-1 GHz 75 OHMS 0-10 dB in 1 dB steps +.4 dB DC-500 MHz @ 1.30:1 309.25 287.60 265.96 247.40 


500 MHz - 1 GHz @ 1.40:1 


PE7035-5 DC-1 GHz 75 OHMS 0-1 dB in .1 dB steps +.07 dB DC-500 MHz @ 1.30:1 309.25 287.60 265.96 247.40 
500 MHz - 1 GHz @ 1.40:1 


PE7059-1 DC-26.5 GHz 50 OHMS 0-9 dB in 1 dB steps +.5 dB DC-18 GHz @ 1.45:1 1595.00 1483.35 1371.70 1276.00 
18-26.5 GHz @ 1.70:1 


TWO & THREE STAGE BENCH MOUNT ROTARY ATTENUATORS 


CESTERNACR FE/Uoe PASTERNACK PE7058—1 4 
| | 
ALL UNITS HAVE 50 OHMS BNC FEMALE CONNECTORS, a 
1 WATT AVERAGE POWER, 1000 WATTS PEAK, 
AND -20° C TO 85° C OPERATING TEMPERATURE. 
bo oe / 
ATTENUATION 
FREQUENCY NO. OF ATTENUATION ACCURACY PRICE 
MODEL NO. RANGE STAGES RANGE OVERALL VSWR_(MAX) 1-24 25-49 50-99 100+ 
PE7033 DC-2 GHz 2 0-110 dB in +.5 dB or 3% DC-1000 MHz @ 1.30:1 $668.05 $621.29 $574.52 $534.44 
1 dB steps 1000-1500 MHz @ 1.50:1 
1500-2000 MHz @ 1.70:1 
PE7033-2 DC-2 GHz 2 0-80 dB in +.5 dB or 3% DC-1000 MHz @ 1.30:1 613.15 570.23 527.31 490.52 
1 dB steps 1000-1500 MHz @ 1.50:1 
1500-2000 MHz @ 1.70:1 
PE7058-1 DC-1 GHz 3 0-81 dB in DC-30 MHz 0-1 dB,+.02 dB DC-30 MHz @ 1.10:1 1225.35 1139.58 1053.80 980.28 
.1 dB steps 1-10 dB, +.1 dB 30-500 MHz @ 1.30:1 
10-81 dB, +.2 dB 500-1000 MHz @ 1.50:1 
30-500 MHz 0-1 dB, +.04 dB 
1-10 dB, +.2 
10-81 dB, +.5 d 


d 
500-1000 MHz 0-1 

1-10 dB, +.3 d 

10-81 dB, + 
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PUSHBUTTON ATTENUATORS 


1e) 


(1 JIL 2 IL-4 IL-8 JLo IL20_JL20) 
oO 


oO 


PR LCE 
All units have 1 watt average power with 1000 watts peak. rn $440 85 -$410cO8. $378732 
All units have BNC female connectors. B 764.95 711.40 657.86 611.96 
FREQUENCY ATTENUATION ATTENUATION ATTENUAT PRICE 
Model No. RANGE IMPEDANCE RANGE STEPS Y_OVERALL VSWR CODE 
PE7008-1 DC-750 MHz 50 OHMS 0-65 dB in 1, 2p Ages DC-100 MHz, + .3 dB DC-100 MHz, 1.10:1 MAX A 
1.0 dB steps 10, 20 & 20 aB 100-300 MHz, + .5 dB 100-500 MHz, 1.25:1 MAX 
300-500 MHz, + .8 dB 500-750 MHz, 1.40:1 MAX 
500-750 MHz, + 1.3 dB 
PE7008-2 DC-750 MHz 50 OHMS 0-45.5 dB in <5 5 skaee As DC-100 MHz, + .2 dB DC-100 MHz, 1.10:1 MAX A 
-5 dB steps 8, 10 & 20 dB 100-300 MHz, + .3 dB 100-500 MHz, 1.25:1 MAX 
300-500 MHz, + .5 dB 500-750 MHz, 1.40:1 MAX 
500-750 MHz, + .75 dB 
PE7008-3 DC-500 MHz 75 OHMS 0-65 dB in Lots aees DC-100 MHz, + .3 dB DC-100 MHz, 1.10:1 MAX A 
1.0 dB steps 10, 20 & 20 GB 100-300 MHz, + .5 dB 100-300 MHz, 1.20:1 MAX 
300-500 MHz, + .8 dB 300-500 MHz, 1.30:1 MAX 
PE7008-4 DC-500 MHz 75 OHMS 0-45.5 dB in ey tins DC-100 MHz, + .2 dB DC-100 MHz, 1.10:1 MAX A 
-5 dB steps 8, 10 & 20 dB 100-300 MHz, + .3 dB 100-300 MHz, 1.20:1 MAX 
300-500 MHz, + .5 dB 300-500 MHz, 1.30:1 MAX 
PE7008-5 DC-750 MHz 50 OHMS 0-102 dB in OPS ar Se hl + .3 dB or 1% 1.40:1 MAX B 
1.0 dB steps 10, 20, 20, 
20 & 20 dB 
PE7008-6 DC-750 MHz 50 OHMS 0-82.5 dB in Dy Leesa + .3 dB or 1% 1.40:1 MAX B 
-5 dB steps 65) 10necor 
20 & 20 dB 


TOGGLE SWITCH ATTENUATORS 


All units have BNC female connectors. 
PE7036 & PE7038 series have 1 watt average power. 
PE7037 series has 10 watts average power with 5000 watts peak. 


ATTENUATION 
FREQUENCY ACCURACY fd Ul ae 2 

RANGE IMPEDANCE ATTENUATION RANGE OVERALL VSWR MAX. 1-24 25-49 50-99 + 
PE7036-1 DC-1 GHz 50 OHMS 0-42 dB in 1 dB steps +1.0 dB 1.40:1 $507.80 $472.25 $436.71 $406.24 
PE7036-2 DC-1 GHz 50 OHMS 0-82.5 dB in .5 dB steps +1.5 dB 1.40:1 559.00 519.87 480.74 447.20 
PE7036-3 DC-1 GHz 50 OHMS 0-102 dB in 1 dB steps +1.5 dB 1.40:1 606.05 563.63 521.20 484.84 
PE7037-1 DC-500 MHz 50 OHMS 0-42 dB in 1 dB steps +1.5 dB 1.50:1 1433.70 1333.34 1232.98 1146.96 
PE7037-2 DC-500 MHz 50 OHMS 0-82.5 dB in .5 dB steps +1.5 dB 1.50:1 1764.95 1641.40 1517.86 1411.96 
PE7038-1 DC-1 GHz 75 OHMS 0-42 dB in 1 dB steps +1.0 dB 1.40:1 507.80 472.25 436.71 406.24 
PE7038-2 DC-1 GHz 75 OHMS 0-82.5 dB in .5 dB steps +1.5 dB 1.40:1 529.75 492.67 455.59 423.80 
PE7038-3 DC-1 GHz 75 OHMS 0-102 dB in 1 dB steps +1.5 dB 1.40:1 573.65 533.49 493.34 458.92 


PROGRAMMABLE ATTENUATOR 


IMPEDANCE SRG < f2¥os 0822085. cee aay se ccteeh st ee 50 Ohms NOMINAL PASTERNACK 

FRQUENCY RANGE. cc ccscacccscccatecccsyt Meche ae DC TO 1,000 MHz O PE7011-6A O 

ATTENUATION ACCURACY PER STEP...........cceeceeeeeeeeeeeee +.3 dB PROGRAMMABLE 

SWE ci alc is tote eR ara aed y sk teen gee 1.4:1 MAXIMUM Be Dat nk ie 

POWER HANDLING CAPABILITY.......... 4, WATT AVERAGE; 50 WATTS PEAK ‘ 

SWITCHING TIME; csc.) edie ie tes ore 15 MILLISECONDS O 

OPERATING TEMPERATURE RANGE..............eceeceeee -20°C TO +60°C Z O 

OPERATING VOLTAGE.............. +12 VDC AT 45 mA PER STEP MAXIMUM =e 16.732 

CONNECTORS... cc one k Sec coe eee aa heat cs poser eae aee SMA FEMALE Beige ai 
ATTENUATION TTENUA INSERTION PARELE GLE 

Model _No. RANGE STEPS LOSS 1-24 25-49 50-99 100 + 

PE7011-6A 63 dB IN 1 dB STEPS 1:2. 4,8 162 328 2 dB $551.70 $513.08 $474.46 $441.36 


py rrr Li Ta ae Pe ae ae ee PR a ee 
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IMPEDANCE MATCHING PADS 


ATTENUATION LOSS: 5.7 dB 
ACCURACY: + .5 dB 


FREQUENCY 
CONNECTOR A CONNECTOR B RANGE VSWR 
MODEL NO. 50_QHM 75_OHM DC TO GHz MAXIMUM 
PE7006 BNC MALE BNC FEMALE 1 1.20:1 
PE7007 BNC FEMALE BNC MALE 1 1.20:1 
PE7066 BNC MALE F FEMALE 3 1.2531 
PE7067 BNC MALE F MALE 3 Aeon 
PE7068 BNC FEMALE F MALE 3 1.2531 
PE7069 BNC FEMALE F FEMALE 3 1.25:1 
PE7027 N MALE N FEMALE* 1 1.20:1 
PE7028 N FEMALE N MALE* 1 L202 
PE7070 N MALE N FEMALE* 3 Passel 
PE7083 N FEMALE N MALE* 3 es ye | 
PE7071 N MALE F FEMALE 3 1.2551 
PE7072 N MALE F MALE 3 P2500 
PE7073 N FEMALE F MALE 3 Le2osk 
PE7074 N FEMALE F FEMALE 3 1 hay Ay | 
PE7075 SMA MALE F MALE 3 L.2osr 
PE7076 SMA MALE F FEMALE 3 eeoed 
PE7077 SMA FEMALE F MALE 3 Le2531 
PE7078 SMA FEMALE F FEMALE 3 D251 
PE7079 TNC MALE F FEMALE 3 253 
PE7080 TNC MALE F MALE 3 Wecook 
PE7081 TNC FEMALE F MALE 3 Leos 
PE7082 TNC FEMALE F FEMALE 3 2532 


*WARNING: 75 OHM N CONNECTORS WILL NOT MATE TO STANDARD 50 OHM N CONNECTORS. 


| [22 50 OHM PRECISION TERMINATIONS 


Male - With Chain | 


Female - No Chain 


FREQUENCY RANGE POWER HANDLING PrReL CFE 
MODEL NO. CONNECTOR SERIES CHAIN DC TO GHz CAP. WATTS MAX. VSWR 1-24 25-49 §=50-99 §=— 100 + 
PE6155 BNC MALE NO 1 2 1.10 $16.65 $15.48 $14.32 $13.32 
PE6156 BNC MALE NO 4 2 1335 17.70 16.46 15.22 14.16 
PE6148 SMA MALE NO Z 1 1.05 15.60 14.51 13.42 12.48 
PE6149 SMA MALE NO 4a} 1 1.10 17.70 16.46 15:22 14.16 
PE6150 SMA MALE NO 4 i 1.10 19.80 18.41 17.03 15.84 
PE6151 SMA MALE NO 8 1 1.15 21.90 20.37 18.83 17.52 
PE6002 SMA MALE NO 12.4 1/2 1.7 31.30 29.11 26.92 25.04 
PE6069 SMA MALE YES 12.4 1/2 Li17 36.50 33.95 31.39 29.20 
PE6003 SMA FEMALE NO 12.4 1/2 1.17 31.30 29.11 26.92 25.04 
PE6070 SMA FEMALE YES 12.4 1/2 1.17 36.50 33.95 31.39 29.20 
PE6071 SMA MALE NO 18 1 1.20 36.95 34.36 31.78 29.56 
PE6081 SMA MALE NO 18 2 1.20 40.70 37.85 35.00 32.56 
PE6072 SMA MALE YES 18 A 1.20 44.98 41.83 38.68 35.98 
PE6082 SMA MALE YES 18 2 1.20 46.95 43.66 40.38 37.56 
PE6073 SMA FEMALE NO 18 1 1.20 36.50 33.95 31.39 29.20 
PE6074 SMA FEMALE YES 18 1 1.20 52.00 48.36 44.72 41.60 
PE6083 SMA FEMALE NO 18 z 1.20 41.75 38.83 35.91 33.40 
PE6084 SMA FEMALE YES 18 2 1.20 48.00 44.64 41.28 38.40 
PE6077 SMA MALE NO 26.5 1 1.25 60.55 56.31 52.07 48.44 
PE6078 SMA MALE YES 26.5 uf Le25 66.85 62.17 57.49 53.48 
PE6079 SMA FEMALE NO , 26.5 E eS 66.85 62.17 57.49 53.48 
PE6080 SMA FEMALE ES 26.5 1 1235 73.10 67.98 62.87 58.48 
PE6152 N MALE NO 1 2 1.05 17.90 16.65 15.39 14.32 
PE6153 N MALE NO 2 2 1.10 20.00 18.60 17.20 16.00 
PE6154 N MALE NO 4 2 1.10 21.90 20.37 18.83 17.52 
PE6009 N MALE NO 18 2 1.30 36.95 34.36 31.78 29.56 
PE6075 N MALE YES 18 2 1.30 42.80 39.80 36.81 34.24 
PE6032 N FEMALE NO 18 2 1.30 49.05 45.62 42.18 39.24 
PE6076 N FEMALE YES 18 2 1.30 55.35 51.48 47.60 44.28 
PE6085 2.92mm MALE* NO 40 1/2 1.20 193.25 179.72 166.20 154.60 
PE6086 2.92mm MALE* YES 40 1/2 1.20 194.30 180.70 167.10 155.44 
PE6087 2.92mm FEMALE* NO 40 1/2 1.20 194.30 180.70 167.10 155.44 
PE6088 2.92mm FEMALE* YES 40 1/2 1.20 208.95 194.32 179.70 167.16 
PE6157 TNC MALE NO 2 2 1.15 17.70 16.46 15.22 14.16 
PE6158 TNC MALE NO 4 2 1.15 19.80 18.41 17.03 15.84 
PE6089 TNC MALE NO 18 2 1.25 83.55 77.70 71.85 66.84 
PE6090 TNC MALE YES 18 2 eo 79735 73.80 68.24 63.48 
PE6091 TNC FEMALE NO 18 2 1.25 77.30 71.89 66.48 61.84 
PE6092 TNC FEMALE YES 18 2 1.25 82.50 76.73 70.95 66.00 
PE6160 SMP FEMALE NO 10 1 1.25 127.95 118.99 110.04 102.36 
PE6161 SMP MALE NO 10 1 1.25 124.95 116.20 107.46 99.96 
PE6162 MINI SMP FEMALE NO 40 1/2 1.35 122.95 114.34 105.74 98.36 
PE6163 MINI SMP MALE NO 40 1/2 1.35 131.95 122.71 113.48 105.56 
PE6164 QMA MALE NO 12.4 1 1.30 15.95 14.83 13.72 12.76 


*2.92mm connectors will mate with SMA, 3.5mm and K connectors. The K connector is a registered trademark of the Anritsu Company. 
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FEEDTHRU TERMINATIONS 


BNC SMA N TNC 
VSWR: 1.20:1 MAXIMUM, DC-1 GHz 50 Ohms, 2 WATTS 50 Ohms, 2 WATTS VSWR: 1.20:1 MAXIMUM, DC-1 GHz 
POWER: 1 WATT AVERAGE © VSWR: 1.25:1 MAXIMUM, DC-1 GHz VSWR: 1.65:1 MAXIMUM, DC-1 GHz POWER: 1 WATT AVERAGE 


Model No. 

PE6142-50 50 Ohms 

PE6142-75 75 Ohms 

PE6142-XX Any 
Price Upon Request 


Model No. 
PE6008-50 50 Ohms 
PE6008-75 75 Ohms 
PE6008-XX Any 


1-24 25-49 1-24 25-49 
$27.35 $25.44 $36.85 $34.27 
30-99 100 + 50-99 100+ 


$31.69 $29.48 


HIGH POWER TERMINATIONS 


POWER HANDLING = FREQUENCY RANGE PRICE 

MODEL NO. CONNECTOR SERIES CAP. WATTS DC TO GHz MAXIMUM VSWR 1-24 25-49 : 100 + 
PE6095 SMA MALE 5 18 1.25 $79.35 $73.80 $68.2 3 

PE6096 SMA FEMALE 5 18 1.25 104.95 97.60 90.26 83.96 
PE6097 N MALE 5 18 1.25 77.30 71.89 66.48 61.84 
PE6098 N FEMALE 5 18 1.25 77.30 71.89 66.48 61.84 
PE6099 TNC MALE 5 18 1.25 88.75 82.54 76.33 71.00 
PE6138 TNC FEMALE 5 18 1.25 88.75 82.54 76.33 71.00 
PE6100 7/16 MALE 5 7 1.25 88.75 82.54 76.33 71.00 
PE6139 7/16 FEMALE 5 7 1.25 88.75 82.54 76.33 71.00 
PE6034 BNC MALE 10 4 1.25 110.70 102.95 95.20 88.56 
PE6101 BNC FEMALE 10 4 1.25 110.70 102.95 95.20 88.56 
PE6035 N MALE 10 18 1.25 171.35 159.36 147.36 137.08 
PE6102 N FEMALE 10 18 1.25 171.35 159.36 147.36 137.08 
PE6036 SMA MALE 10 18 1.25 143.10 133.08 123.07 114.48 
PE6103 SMA FEMALE 10 18 1.40 143.10 133.08 123.07 114.48 
PE6104 TNC MALE 10 18 1.25 182.80 170.00 157.21 146.24 
PE6140 TNC FEMALE 10 18 1.25 182.80 170.00 157.21 146.24 
PE6105 7/16 MALE 10 7 1.25 198.50 184.61 170.71 158.80 
PE6141 7/16 FEMALE 10 7 1.25 198.50 184.61 170.71 158.80 
PE6106 N MALE 25 18 1.40 233.00 216.69 200.38 186.40 
PE6037 N FEMALE 25 18 1.25 231.95 215.71 199.48 185.56 
PE6038 SMA FEMALE 25 18 1.25 231.95 215.71 199.48 185.56 
PE6107 7/16 MALE 25 7 1.25 281.05 261.38 241.70 224.84 
PE6039 N FEMALE 50 18 1.45 363.60 338.15 312.70 290.88 
PE6040 SMA FEMALE 50 18 1.45 370.60 344.66 318.72 296.48 
PE6112 7/16 FEMALE 50 7 1.35 375.10 348.84 322.59 300.08 
PE6041 BNC FEMALE 100 2 1.25 551.70 513.08 474.46 441.36 
PE6042 N FEMALE 100 2 1.25 551.70 513.08 474.46 441.36 
PE6043 SMA FEMALE 100 2 1.25 551.70 513.08 474.46 441.36 
PE6137 7/16 FEMALE 100 2 1.25 607.10 564.60 522.11 485.68 
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Male FEMALE 
1% TOLERANCE, 1/2 WATT MAXIMUM DISSIPATION 1% FOUERRaee! Y% WATT MAXIMUM DISSIPATION 
dan PER TCE Impedance PRICE 
Model No. Connector QHMS 1-24 25-49 50-99 100 + | Model No. Connector QHMS 1-24 25-49 50-99 100 + 
PE6000-50 BNC MALE 50 $14.75 $13.72 $12.69 $11.80 | PE6061-50 BNC MALE 50 $17.90 $16.65 $15.39 $14.32 
PE6000-75 BNC MALE (1) 75 14.75 13.72 12.69 11.80 | PE6061-75 BNC MALE (1) 75 17.90 16.65 15.39 14.32 
PE6000-93 BNC MALE (1) 93 14.75 13.72 12.69 11.80 | PE6061-93 BNC MALE (1) 93 17.90 16.65 15339mee la ia2 
PE6001-50 N MALE 50 15.75 14.65 13.55 12.60 | PE6062-50 N MALE 50 18.95 17.62 16.30 15.16 
PE6001-75 N MALE (1) 75 15.75 14.65 13.55 12.60 | PE6062-75 N MALE (1) 75 18.95 17.62 16.30 15.16 
PE6001-93 N MALE (1) 93 15.75 14.65 13.55 12.60 | PE6062-93 N MALE (1) 93 18.95 17.62 16.30 15.16 
PE6011-50 TNC MALE 50 15.75 14.65 13.55 12.60 | PE6063-50 TNC MALE 50 21.05 19.58 18.10 16.84 
PE6011-75 TNC MALE (1) 75 15.75 14.65 13.55 12.60 | PE6063-75 TNC MALE (1) 75 21.05 19.58 18.10 16.84 
PE6011-93 TNC MALE (1) 93 15.75 14.65 13.55 12.60 | PE6063-93 TNC MALE (1) 93 21.05 19.58 18.10 16.84 
PE6027-50 BNC FEMALE 50 15.75 14.65 13.55 12.60 | PE6064-50 BNC FEMALE 50 21.05 19.58 18.10 16.84 
PE6027-75 BNC FEMALE (1) 75 15.75 14.65 13.55 12.60 | PE6064-75 BNC FEMALE (1) 75 21.05 19.58 18.10 16.84 
PE6028-50 N FEMALE 50 16.80 15.62 14.45 13.44 | PE6065-50 N FEMALE 50 22.10 20.55 19.01 17.68 
PE6028-75 N FEMALE (1) 75 16.80 15.62 14.45 13.44 | PE6065-75 N FEMALE (1) 75 22.10 20.55 19.01 17.68 
PE6029-50 TNC FEMALE 50 16.80 15.62 14.45 13.44 | PE6066-50 TNC FEMALE 50 22.10 20.55 19.01 17.68 
PE6029-75 TNC FEMALE (1) 75 16.80 15.62 14.45 13.44 | PE6066-75 TNC FEMALE (1) 75 22.10 20.55 19.01 17.68 
PE6044 SMB PLUG 50 18.95 17.62 16.30 15.16 | PE6067 75 OHM N MALE 75 24-250) 122055 20.86 19.40 
PE6045 SMB JACK 50 24.25 22.55 20.86 19.40 | PE6068 75 OHM N FEMALE 75 27.35 25.44 23.52 21.88 
PE6047 75 OHM N MALE 75 18.95 17.62 16.30 15.16 | PE6093 75 OHM BNC MALE 75 22.10 20.55 19.01 17.68 
PE6048 75 OHM N FEMALE 75 22.10 20.55 19.01 17.68 | PE6094 75 OHM BNC FEMALE 75 24.25 22.55 20.86 19.40 
PE6049 SMC PLUG 50 18.95 17.62 16.30 15.16 | PE6147 C MALE 50 36.85 34.27 31.69 29.48 
PE6050 SMC JACK 508.954" 17.62 16.30. 15.16 
PE6051 75 OHM BNC MALE 75ameelO 180). ..15 G20 14.4500) 139044 
PE6052 75 OHM BNC FEMALE 759918295" 17,627 116630" | 15616 
PE6053 75 OHM SMB PLUG 75 24.25 22.55 20.86 19.40 
PE6054 75 OHM SMB JACK 75 30.55 28.41 26.27 24.44 
PE6055 75 OHM SMC PLUG 75 24.25 22.55 20.86 19.40 
PE6056 75 OHM SMC JACK 75 30.55 28.41 26.27 24.44 
PE6145 C MALE 50 933575, 31.39 9 (29.03 27.00 
PE6146 7/16" MALE 50 57.40 53.38 49.36 45.92 


PE6159 MINI 75 OHM SMB PLUG 75 22.10 20.55 19.01 17.68 
NOTES: (1) THIS TERMINATION UTILIZES A STANDARD 50 OHM CONNECTOR 
INTERFACE. FOR SPECIAL VALUES, CHANGE SUFFIX TO DESIRED VALUE-PRICE 
UPON REQUEST. 


NOTES: (1) THIS TERMINATION UTILIZES A STANDARD 50 OHM CONNECTOR 
INTERFACE. FOR SPECIAL VALUES, CHANGE SUFFIX TO DESIRED VALUE - PRICE 
UPON REQUEST. 


PASTERNACK 
PE2050 


COUPLING ALL CONNECTORS ARE SMA FEMALE 
F NCY OR THRU LOSS (dB) FREQUENCY POWER 
RANGE INCLUDES SENSITIVITY ISOLATION VSWR AVERAGE PEAK PREGE 
MODEL NO. (GHz) E VIT (dB) (dB Min.) MAX (WATTS) (KW) 1-24 25-49 50-99 100 _+ 
PE2050 0.5 - 1.0 3e2t 0.6 + 0.5 28 1.10 50 3 $275.85 $256.54 $237.23 $220.68 
PE2051 1.0 - 2.0 3.1 + 0.6 +3055 28 1.10 50 3 255.15 237.29 219.43 204.12 
PE2052 2.0 - 4.0 3.1 + 0.6 +055 22 1.20 50 3 302.15 281.00 259.85 241.72 
PE2053 2.6 - 5.2 3.1 + 056 £5025 20 1.25 50 3 198.50 184.61 170.71 158.80 
PE2054 4.0 - 8.0 3.2 t 0re LURES 18 1.25 50 3 198.50 184.61 170.71 158.80 
PE2055 6.0 - 12.4 B25: 067 £1005 18 35 50 3 201.65 187.53 173.42 161.32 
PE2056 7.5 - 16.0 3.4 + 0.9 + 0.6 15 1.45 40 2 236.65 220.08 203.52 189.32 
PE2057 12.0 - 18.0 334° 291.0 25057 15 1.50 40 1 198.50 184.61 170.71 158.80 
PE2058 2.0 - 8.0 Pee ES a | + 0.4 17 1.30 30 3 331.20 308.02 284.83 264.96 
PE2059 4.0 - 12.4 3.0 2 O53 + 0.4 17 1.40 20 Z 358.95 333.82 308.70 287.16 
PE2060 7.0 - 18.0 oso + 1.25 =075 13 1.50 20 1 499.00 464.07 429.14 399.20 


SSS Sse esesenepemeeeeeeseeeeeeeeeeeenneeeeareeenee SS... 
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DIRECTIONAL COUPLERS 
BROADBAND 


PRICE 
CODE 1-24 25-49 50-99 100 + 
A $258.05 = $239.99 $221.92 $206.44 
B 408.55 379.95 351.35 326.84 
c 954.71 887.88 821.05 763.77 


PASTERNACK 
PE2210-6 


ALL CONNECTORS ARE SMA FEMALE 
OPERATING TEMPERATURE: - 55° C TO +105°C 


COUPLING 
(dB) INSERTION LOSS (dB) } POWER = POWER 
FREQUENCY INCLUDES FREQUENCY EXCLUDING WR M AVERAGE AVERAGE POWER 

RANGE FREQUENCY SENSITIVITY COUPLED IRECTIV PRIMARY SECONDARY INC. RFLCTD. PEAK PRICE 
MODEL NO. (GHz) SENSITIVITY (dB) POWER TRUE (dB MINIMUM) LINE LINE WATTS WATTS (kW) CODE 
PE2208-6 0.5 - 2.0 6 + 1.00 + 0.75 0.35 2.00 23 1.20 1.20 50 2 3 A 
PE2208-10 0.5 - 2.0 10 + 1.00 + 0.75 0.35 0.90 23 1.20 1.20 50 5 3 A 
PE2208-20 0.5 - 2.0 20 + 1.00 + 0.75 0.35 0.40 23 1.20 1.20 50 50 3 A 
PE2209-6 1.0 - 4.0 6 + 1.00 + 0.50 0.35 2.00 23 1.20 1.20 50 3 
PE2209-10 1.0 - 4.0 10 + 1.00 + 0.50 0.35 0.90 23 1.20 1.20 50 3 
PE2209-20 1.0 - 4.0 20 + 1.00 + 0.50 0.40 0.45 23 1.20 1.20 50 50 
PE2210-6 2.0 - 8.0 6 + 1.00 + 0.50 0.50 2.20 20 1.25 1.25 50 2 A 
PE2210-10 2.0 - 8.0 10 + 1.00 + 0.50 0.35 1.00 20 1.25 1.25 50 A 
PE2210-20 2.0 - 8.0 20 + 1.00 + 0.60 0.40 0.45 20 1.25 1.25 50 50 A 
PE2211-6 4.0 - 12.4 6 + 1.00 + 0.50 0.50 2.20 17 1.30 1.30 50 A 
PE2211-10 4.0 - 12.4 10 + 1.00 + 0.50 0.50 1.20 17 1.30 1.30 50 A 
PE2211-20 4.0 - 12.4 20 + 1.00 + 0.60 0.50 0.45 17 1.30 1.30 50 50 A 
PE2212-10 7.0 - 18.0 10 + 1.25 + 0.75 0.60 1.10 15 1.35 1.40 50 5 3 A 
PE2213-10 0.6 - 4.0 10 + 1.25 + 0.75 0.40 0.90 18 1.25 1.30 50 5 3 B 

1-12.4 12.4-18 
(GHz) (GHz) 

PE2214-10 1.0 - 18.0 10 + 1.00 + 0.50 0.90 1.50 15 12 1.40 1.50 25 5 
PE2214-16 1.0 - 18.0 16 + 1.00 + 0.50 0.80 0.90 15 12 1.40 1.50 25 20 
PE2214-20 1.0 - 18.0 20 + 1.00 + 0.50 0.80 0.90 15 12 1.40 1.50 25 25 
PE2215-6 2.0 - 18.0 6 + 1.00 + 0.50 0.90 2.00 15 12 1.35 1.50 25 2 3 c 
PE2215-10 2.0 - 18.0 10 + 1.00 + 0.50 0.80 1.30 15 12 1.35 1.50 25 3 c 
PE2215-16 2.0 - 18.0 16 + 1.00 + 0.50 0.80 0.90 15 12 1.35 1.40 25 20 3 c 
PE2215-20 2.0 - 18.0 20 + 1.00 + 0.50 0.80 0.90 15 12 1.35 1.40 25 25 3 c 
PE2216-6 4.0 - 18.0 6 + 1.00 + 0.50 0.90 2.00 15 12 1.35 1.40 25 
PE2216-10 4.0 - 18.0 10 + 1.00 + 0.50 0.80 1.00 15 12 1.35 1.40 25 
PE2216-20 4.0 - 18.0 20 + 1.00 + 0.50 0.60 0.70 15 12 1.40 1.40 25 25 
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DIRECTIONAL COUPLERS 
OCTAVE 


PURETECoE 
1-24 25-49 50-99 100 _+ 
$204.75 $190.42 $176.09 $163.80 


PASTERNACK 
PE2200-6 


O 


ALL CONNECTORS ARE SMA FEMALE 
OPERATING TEMPERATURE: - 55°C TO +105°C 


COUPLING 
(dB) INSERT. dB POWER POWER 

FREQUENCY INCLUDES FREQUENCY EXCLUDING VSWR MAXIMUM AVERAGE AVERAGE POWER 

RANGE FREQUENCY SENSITIVITY COUPLED DIRECTIVITY PRIMARY SECONDARY INC. RFLCTD. PEAK 

(GHz) SENSITIVITY (dB) POWER TRUE (dB_ MINIMUM) LINE LINE WATTS WATTS (kW) 

PE2200-6 0.5 - 1.0 6 + 1.00 + 0.60 0.20 1.80 re) 1th) 1505 50 2 3 
PE2200-10 0.5 - 1.0 2052 025 23 RIAN 0.20 0.80 25 1.10 1.10 50 5 3 
PE2200-20 0.5 = 1.0 20, 2£517525 + 0:75 0.15 0.20 25 1.10 1.10 50 50 3 
PE2200-30 0.5 - 1.0 BOcts1 25 + 0.75 0.15 0.20 25 1.10 1.10 50 50 3 
PE2201-6 1.0 - 2.0 6 + 1.00 + 0.60 0.20 1.80 25 120 1.15 50 2 3 
PE2201-10 1.0 - 2.0 LOR ee eco = 0525 0.20 0.80 25 1.10 1.10 50 5 3 
PE2201-20 1.0 - 2.0 20)2°7525 £0575 0.15 0.20 25 1.10 1.10 50 50 3 
PE2201-30 1.0 - 2.0 SOtel, 25 +h 0575 0.15 0.20 25 1.10 1.10 50 50 3 
PE2202-6 2.0 - 4.0 6 + 1.00 + 0.60 0.20 1.80 22 1515 nha 50 2 3 
PE2202-10 2.0 - 4.0 LOReLe25 + 0.75 0.20 0.80 22 1.15 ten) 50 5 3 
PE2202-20 2.0 - 4.0 20°51 525 + 0.75 0.15 0.20 22 1.15 Ts 50 50 3 
PE2202-30 2.0 - 4.0 30 + 1.25 +t 0.75 0.15 0.20 22 1.15 1.15 50 50 3 
PE2203-6 2.6 - 5.2 6 + 1.00 + 0.60 0.20 1.80 20 1.25 1.25 50 2 3 
PE2203-10 2.6 - 5.2 LOPES 2325 + 0.75 0.20 0.80 20 1.25 Tr2 50 5 3 
PE2203-20 2.6 - 5.2 20 + 1.25 £70.75 0.20 0.25 20 oe25 1725 50 50 3 
PE2203-30 220 =— 5.2 30 + 1.25 + 0.75 0.20 0.20 20 25 2 50 50 3 
PE2204-6 4.0 - 8.0 6 + 1.00 + 0.60 0.25 1.90 20 1.25 1.25 50 2 3 
PE2204-10 4.0 - 8.0 LONE 71525 + 0.75 0.25 0.90 20 1.25 1.25 50 5 3 
PE2204-20 4.0 - 8.0 2052°1.25 0575 0.25 0.30 20 1.25 1525 50 50 3 
PE2204-30 4.0 - 8.0 50)£ 1.25 + 0.75 0.25 0.25 20 1.25 1.25 50 50 3 
PE2205-6 7.0 - 12.4 6 + 1.00 + 0.50 0.30 2.00 17 1.30 1.30 50 2 3 
PE2205-10 7.0 - 12.4 10 + 1.00 + 0.50 0.30 1.00 17 1.30 1.30 50 5 3 
PE2205-20 7.0 - 12.4 20 + 1.00 + 0.50 0.30 0.35 17 1.30 1.30 50 50 3 
PE2205-30 7.0 - 12.4 30 + 1.00 + 0.50 0.30 0.30 17 1.30 1.30 50 50 3 
PE2206-6 7.5 - 16.0 Ort ei. 10 + 0.60 0.60 2.00 12 lesb 1.40 50 2 2 
PE2206-10 7.5 - 16.0 10, £1.25 + 0.75 0.60 1.00 12 1.35 1.40 50 5 2 
PE2206-20 7.5\= 16.0 20) £51.25 + 0.75 0.50 0.55 15 1.35 1.40 50 50 2 
PE2206-30 7.5 - 16.0 S0rtelees = 0.75 0.50 0.50 15 1.35 1.40 50 50 2 
PE2207-6 12.4 - 18.0 6 + 1.00 + 0.50 0.60 2.20 15 1.30 1.40 50 2 1 
PE2207-10 12.4 - 18.0 10 + 1.00 + 0.50 0.60 1.20 15 1.30 1.40 50 5 1 
PE2207-20 12.4 - 18.0 20 + 1.00 + 0.50 0.50 0.55 as 1.30 1.40 50 50 1 
PE2207-30 12.4 - 18.0 30 + 1.00 + 0.50 0.50 0.50 15 1.30 1.40 50 50 i 
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ALL CONNECTORS ARE SMA FEMALE 
OPERATING TEMPERATURE: - 55° C TO +105°C 


PERS CcE 


1-24 25-49 50-99 100 + 
$408.55 $379.95 $351.35 $326.84 


PASTERNACK 
PE2224—20 


COUPLING (dB) TRUE POWER 
FREQUENCY INCLUDES FREQUENCY INSERTION VSWR_MAXIMUM AVERAGE POWER 
RANGE FREQUENCY SENSITIVITY LOSS DIRECTIVITY PRIMARY SECONDARY INCIDENT PEAK 
MODEL NO. (GHz) SENSITIVITY (dB) (dB MAX) (dB MINIMUM) LINE LINE WATTS (kW) 
PE2217-10 0.5 - 1.0 10 + 1.25 + 0.80 1.50 22 1.15 1.10 10 3 
PE2217-20 0.5 - 1.0 20 + 1.25 + 0.80 0.50 22 1.15 1.10 50 3 
PE2217-30 0.5 - 1.0 30 + 1.25 + 0.80 0.40 22 1.15 1.10 50 3 
PE2218-10 1.0 - 2.0 10 + 1.25 + 0.80 1.50 22 1.15 1.10 10 3 
PE2218-20 r= 2.0 20 + 1.25 + 0.80 0.50 22 1.15 1.10 50 3 
PE2218-30 1:0 '= "270 30 + 1.25 + 0.80 0.40 22 1.15 1.10 50 3 
PE2219-10 2.0°2.4.0 10 + 1.25 + 0.80 1.50 20 1.20 1.15 10 3 
PE2219-20 2.0 - 4.0 20 + 1.25 + 0.80 0.50 20 1.20 1.15 50 3 
PE2219-30 2.0 - 4.0 30 + 1.25 + 0.80 0.40 20 1.20 1.15 50 3 
PE2220-10 2.6 - 5.2 10 + 1.25 + 0.80 1.50 18 1.30 1.25 10 3 
PE2220-20 2168652 20 + 1.25 + 0.80 0.50 18 1.30 1.25 50 3 
PE2220-30 2.6 - 5.2 30 + 1.25 + 0.80 0.40 18 1.30 1.25 50 3 
PE2221-10 4.0 - 8.0 10 + 1.25 + 0.80 1.70 18 1.35 1.25 10 3 
PE2221-20 4.0 - 8.0 20 + 1.25 + 0.80 0.50 18 1.35 1.25 50 3 
PE2221-30 4.0 =18.0 30 + 1.25 + 0.80 0.40 18 1.35 1.25 50 3 
PE2222-10 7.0 eee 10 + 1.25 + 0.60 1.90 16 1.35 1.30 10 3 
PE2222-20 7.0 - 12.4 20 + 1.25 + 0.60 0.70 16 1.35 1.30 50 3 
PE2222-30 740 =n 28 30 + 1.25 + 0.60 0.60 16 1.35 1.30 50 3 
PE2223-10 8.0 - 16.0 10 + 1.25 + 0.80 2.20 15 1.40 1.40 10 2 
PE2223-20 8.0 - 16.0 20 + 1.25 + 0.80 1.00 15 1.40 1.40 50 2 
PE2223-30 8.0 - 16.0 30 + 1.25 + 0.80 1.00 15 1.40 1.40 50 2 
PE2224-20 12.4 - 18.0 20 + 1.25 + 0.60 1.00 15 1.40 1.40 50 1 
PE2224-30 12.4 - 18.0 30 + 1.25 + 0.60 1.00 15 1.40 1.40 50 1 
ea ee INPUT & OUTPUT CONNECTORS ARE N FEMALE 
je) COUPLED PORT IS SMA FEMALE 
INSERTION VSWR (MAX) 
RANGE LOSS DIRECTIVITY PRIMARY PR E 
MODEL NO. Zz FREQ. SENSITIVITY (dB) (dB MAX) (dB Min.) LINE 1-24 25-49 50-99 100 + 
PE2225-30 0.5 - 2.0 30 + 1.0 + 0.75 0.2 18 1.15 $937.30 $871.69 $806.08 $749.84 
PE2226-30 1Q%=!'2,.0 30 + 1.0 + 0.75 0.2 18 1.15 716.80 666.62 616.45 573.44 
PE2227-30 2.0 - 4.0 30 + 1.0 + 0.75 0.2 18 1.15 716.80 666.62 616.45 573.44 
PE2228-30 1.0 - 4.0 30 + 1.0 + 0.70 0.2 15 1.15 937.30 871.69 806.08 749.84 
PE2229-30 2.6 - 5.2 30 + 1.0 + 0.75 0.2 18 1.20 716.80 666.62 616.45 573.44 
PE2230-30 4.0 - 8.0 30 + 1.0 + 0.75 0.2 18 1.30 716.80 666.62 616.45 573.44 
PE2231-30 1.5 - 4.5 30 + 1.0 + 0.60 0.2 18 1.20 937.30 871.69 806.08 749.84 
PE2232-30 2.0 - 8.0 30 + 1.0 + 0.60 0.2 16 1.30 937.30 871.69 806.08 749.84 
PE2233-30 7:0-711.0 30 + 1.0 + 0.50 0.2 16 1.30 716.80 666.62 616.45 573.44 
PE2234-30 5.0 - 11.0 30 + 1.0 + 0.50 0.2 15 1.30 607.10 564.60 522.11 485.68 
PE2235-30 4.0 5/3220 30 + 1.0 + 0.60 0.2 15 1.30 937.30 871.69 806.08 749.84 
PE2236-35 1;07=- 11,0 35 + 1.5 + 1.50 0.2 15 1.30 1348.63 1254.23 1159.82 1078.90 
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50 OHM RESISTIVE POWER DIVIDERS 


PME UN MEOWE Ratti tetas sds css sicisc-es stisicwec cle ces 1 WATT AVERAGE 
EMPERATURERRANGE Gases ass Sete diecwecesdeees -65°C TO +125°C 
OUTPUT PORTS ARE SYMMETRICAL TO MALE INPUT. 


OS 
$25 
res 
0 
ves 
res 
Soiae. 
fe 
‘es 
% 
5S 


xX 


POQOOQOQOOOXON) 


FREQUENCY 

RANGE INSERTION PHASE VSWR PORT UGlE 
MODEL NO. CONNECTORS DC TO GHz LOSS TRACKING MAXIMUM 1-24 25-29 50-99 100 + 
PE2063 2.92mm* 12.4 6 dB =25 1.20:1 $242.40 $225.43 $208.46 $193.92 
PE2064 2.92mm* 18 7.5 dB +30 1.30:1 297.75 276.91 256.07 238.20 
PE2065 2.92mm* 26.5 8.5 dB +4° 1.40:1 474.40 441.19 407.98 379.52 
PE2066 N 18 6 dB =a} Pesos L 297.75 276.91 256.07 238.20 
PE2069 SMA 6 6 dB £23 1.20:1 167.15 155.45 143.75 UNC Pay 
PE2067 SMA 12.4 6 dB +25 1.20:1 210.00 195.30 180.60 168.00 
PE2068 SMA 18 7.5 dB a fe 1.30:1 267.45 248.73 230.01 213.96 


*2.92mm connectors will mate with SMA, 3.5mm and K connectors. The K connector is a registered trademark of the Anritsu Company. 


PASTERNACK PASTERNACK 


PE2000 PE2014 


NUMBER OF MINIMUM MAXIMUM 
FREQUENCY = QUTPUT ISOLATION = MAXIMUM = INSERTION PRICE 
Model _ No. RANGE PORTS CONNECTORS dB VSWR Li dB 1-24 25-49 50-99 100 + 
PE2000 2-500 MHz 2 BNC FEMALE 25 1.35 1.00 $121.15 $112.67 $104.19 $96.92 
PE2001 2-500 MHz 4 BNC FEMALE 22 Leo 1.50 279.00 259.47 239.94 223.20 
PE2002 2-500 MHz 8 BNC FEMALE 20 1.50 2.00 386.60 359.54 332.48 309.28 
PE2003 10-1000 MHz 2 BNC FEMALE 20 1.50 1.50 121.15 112.67 104.19 96.92 
PE2004 10-1000 MHz 4 BNC FEMALE 20 1.70 2.00 275.85 256.54 237.23 220.68 
PE2005 2-500 MHz 12 BNC FEMALE 20 1.50 3.00 424.20 394.51 364.81 339.36 
PE2006 1-175 MHz 6 BNC FEMALE 20 1.50 1.50 313.45 291.51 269.57 250.76 
PE2007 2-200 MHz 3 BNC FEMALE 25 1.35 1.00 199.55 185.58 171.61 159.64 
PE2008 -5-1 GHz 2 SMA FEMALE 22 1.20 0.20 198.50 184.61 170.71 158.80 
PE2009 -5-1 GHz 4 SMA FEMALE 20 1.30 0.40 303.00 281.79 260.58 242.40 
PE2011 1-2 GHz 2 SMA FEMALE 22 1.25 0.25 213515) 51985235) 1683.31.47 170252 
PE2012 1-2 GHz 4 SMA FEMALE 20 1.60 0.60 317.25 295.04 272.84 253.80 
PE2014 2-4 GHz 2 SMA FEMALE 20 1.30 0.30 196.40 182.65 168.90 157.12 
PE2015 2-4 GHz 4 SMA FEMALE 18 1.50 0.60 363.60 338.15 312.70 290.88 
PE2026 2-8 GHz 2 SMA FEMALE 20 1.35 0.40 303.00 281.79 260.58 242.40 
PE2031 2-8 GHz 4 SMA FEMALE 18 1.50 1.00 407.50 378.98 350.45 326.00 
PE2028 2-18 GHz 2 SMA FEMALE 20 1.50 1.00 363.60 338.15 312.70 290.88 
PE2029 2-18 GHz 4 SMA FEMALE 15 1.60 2.00 661.45 615.15 568.85 529.16 
PE2017 4-8 GHz 2 SMA FEMALE 20 1.30 0.35 196.40 182.65 168.90 157.12 
PE2018 4-8 GHz 4 SMA FEMALE 20 1.40 0.40 316.60 294.44 272.28 253.28 
PE2020 7-12.4 GHz 2 SMA FEMALE 20 1.35 0.40 23/519) 7220.55" 203.95 189;72 
PE2021 7-12.4 GHz 1 SMA FEMALE 16 1.50 1.00 303.00 281.79 260.58 242.40 
PE2027 8-18 GHz 2 SMA FEMALE 20 1.40 0.60 303.00 281.79 260.58 242.40 
PE2030 8-18 GHz 4 SMA FEMALE 18 1.50 1.50 424.20 394.51 364.81 339.36 
PE2023 12-18 GHz 2 SMA FEMALE 20 1.35 0.60 196.40 182.65 168.90 157.12 
PE2024 12-18 GHz 4 SMA FEMALE 18 1.50 1.50 303.00 281.79 260.58 242.40 
PE2044 2-500 MHz 2 N FEMALE 25 1.35 1.00 209.35 194.70 180.04 167.48 
PE2045 2-500 MHz 4 N FEMALE 22 1535 1.50 296.75 275.98 255.21 237.40 
PE2046 2-500 MHz 8 N FEMALE 20 1.50 2.00 386.60 359.54 332.48 309.28 
PE2047 10-1000 MHz 2 N FEMALE 20 1.50 1.50 183.85 170.98 158.11 147.08 
PE2032 -5-1 GHz 2 N FEMALE 25 1.20 0.25 353.15 » 328.43" 303.71 282.52 
PE2038 -5-1 GHz 4 N FEMALE 20 1.50 2.25 497.35 462.54 427.72 397.88 
PE2033 1-2 GHz 2 N FEMALE 25 1.20 0.25 369.17 343.33 317.49 295.34 
PE2039- 1-2 GHz 4 N FEMALE 20 2.00 2.25 531.94 494.70 457.47 425.55 
PE2034 2-4 GHz 2 N FEMALE 23 1.20 0.40 386.60 359.54 332.48 309.28 
PE2040 2-4 GHz o N FEMALE 20 2.00 2.25 580.65 540.00 499.36 464.52 
PE2035 4-8 GHz 2 N FEMALE 20 1.30 0.70 599.00 557.07 515.14 479.20 
PE2041 4-8 GHz 2 N FEMALE 20 1.60 ceed 462.90 430.50 398.09 370.32 
PE2036 8-12.4 GHz 2 N FEMALE 16 1.60 1.00 397.18 369.38 341.57 317.74 
PE2042 8-12.4 GHz 4 N FEMALE 20 1.60 1.50 462.90 430.50 398.09 370.32 
PE2037 12-18 GHz 2 N FEMALE 20 1.60 1.00 386.60 359.54 332.48 309.28 
PE2043 12-18 GHz 4 N FEMALE 15 1.70 1.50 462.90 430.50 398.09 370.32 
PE2048 2-500 MHz* 2 75 OHM BNC FEMALE 25 1.35 1.00 231.95 215.71 199.48 185.56 
PE2049 2-500 MHz* 4 75 OHM BNC FEMALE 22 oo 1.50 242.40 225.43 208.46 193.92 
PE2061 2-500 MHz* 8 75 OHM BNC FEMALE 20 1.50 2.00 424.20 394.51 364.81 339.36 
PE2062 10-1000 MHz* 2 75 OHM BNC FEMALE 20 1.50 1.50 220.45 205.02 189.59 176.36 


*DENOTES 75 OHM POWER DIVIDER 
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FERRITE ISOLATORS & CIRCULATORS 


ALL CONNECTORS ARE SMA FEMALE 
INSERTION LOSS: .6 dB MAXIMUM 


ISOLATOR «CIRCULATOR ©—»FREQUENCY © —=_ISOLATION VSHR PRICE 
PE8300 PE8400 1-2 18 1.35 $479.94 $446.34 $412.75 $383.95 
PE8301 PE8401 2-4 18 1.30 319.70 297.32 274.94 255.76 
PE8302 PE8402 4-8 18 1.30 190.15 176.84 163.53 152.12 
PE8303 PE8403 7-12.4 20 1.25 165.05 153.50 141.94 132.04 
PE8304 PE8404 8-18 16 1.45 190.15 176.84 163.53 152.12 
PE8305 PE8405 11-18 o aaa 165.05 153.50 141.94 132.04 
PE8306 PE8406 18-26.5 1.4 181.80 169.07 156.35 145.44 
° fe) fo) [-} 
CONNECTORS: SMA FEMALE PHASE SHIFTERS PASTERNACK 
RF POWER: 100 WATTS AVERAGE le PE8243 
3000 WATTS PEAK a ty 
FREQUENCY PHASE PRICE 

RANGE ADJUSTMENT Loss (dB AD) VSHR_(MAX) 1-24 25-49 50-99 100+ 
PE8243 DC - 2 60° PER GHz 5 1.531 $546.50 $508.25 $469.99 $437.20 
PE8244 Dc - 4 60° PER GHz 5 1.531 600.80 558.74 516.69 480.64 
PE8245 DC - 8 60° PER GHz -6 1.531 656.20 610.27 564.33 524.96 
PE8246 DC - 12 60° PER GHz ey | 1.531 711.60 661.79 611.98 569.28 
PE8247 pc - 18 60° PER GHz 1.0 1.6:1 722.05 671.51 620.96 577.64 
PE8248 18.0 - 26.5 0 - 360° PER GHz Ae ds a 767.00 713.31 659.62 613.60 
PE8249 26.5 - 40.0 0 - 360° PER GHz 2.0 1317.70 1225.46 1133.22 1054.16 

TMPEDANCE:< sc 0.0:< 'diece wate ote oi yerute ee eisvstele ialeve CiSiEe cols ve 50 Ohms 
MSW creates os vere ecsrcrsrecraeaimeete wants varied 1,30¢1 UP.T0 18 GHz”) eee ( eee 


INSERTION LOSS.......ccescccesses 
PHASE ADJUSTMENT RANGE 
FOR EXAMPLE 


PE8200 
PE8202 


escription 
SMA MALE TO SMA FEMALE 


-5 dB MAXIMUM AT 18 GHz 


ee 


Cee eee eee eee eeeeeeeee 


10° x F(GHz) 
40° AT 4 GHz 


Patatatete 
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1050 05P00e 
eeneeteeee 
eetetetets| 
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3 


1-24 
$132.65 $123.36 $114.08 $106.12 


25-49 =50-99 = 100 + 


SMA MALE TO (.085" SEMI-RIGID, SOLDER ATTACHMENT) 154.60 143.78 132.96 123.68 
D.C. BLOCKS 
Inner Only Outer Only Inner/Outer 


INPUT 


Oo 


oe eee eae ee 
PRL GE 


FREQ. RANGE TYPE OF VSWR INSERTION WORKING 
CONFIGURATION 10 MHz TO D.C. BLOCK MAX LOSS MAX VOLTAGE 1-24 = = 100 _+ 
PE8210 SMA MALE TO SMA FEMALE 18 GHz INNER 35 -5 dB 200 $75.20 $69.94 $64.67 $60.16 
PE8250 SMA MALE TO SMA FEMALE 18 GHz INNER 1.45 1.5 dB 950 82.50 76.73 70.95 66.00 
PE8211 SMA MALE TO SMA FEMALE 18 GHz OUTER ess -5 dB 200 121.15 112.67 104.19 96.92 
PE8212 SMA MALE TO SMA FEMALE 18 GHz INNER & OUTER 1.35 .5 dB 200 159.85 148.66 137.47 127.88 
PE8213 N MALE TO N FEMALE 18 GHz INNER oo -6 dB 200 99.20 92.26 85.31 79.36 
PE8251 N MALE TO N FEMALE 18 GHz INNER 1.45 1.5 dB 950 110.70 102.95 95.20 88.56 
PE8214 N MALE TO N FEMALE 18 GHz OUTER pais -6 dB 200 132.65 123.36 114.08 106.12 
PE8215 N MALE TO N FEMALE 18 GHz INNER & OUTER UGE .6 dB 200 181.80 169.07 156.35 145.44 
PE8216 BNC MALE TO BNC FEMALE 4 GHz INNER 1.35 -5 dB 200 121.15 112.67 104.19 96.92 
PE8217 BNC MALE TO BNC FEMALE 4 GHz OUTER eh -5 dB 200 154.60 143.78 132.96 123.68 
PE8218 BNC MALE TO BNC FEMALE 4 GHz INNER & OUTER 1.35 -5 dB 200 210.00 195.30 180.60 168.00 
PE8219 TNC MALE TO TNC FEMALE 18 GHz INNER 1.35 -75 dB 200 154.60 143.78 132.96 123.68 
PE8252 TNC MALE TO TNC FEMALE 18 GHz INNER 1.45 1.5 dB 950 171.35 159.36 147 .36 137.08 
PE8220 TNC MALE TO TNC FEMALE 18 GHz OUTER Jisao) -75 dB 200 181.80 169.07 156.35 145.44 
PE8221 TNC MALE TO TNC FEMALE 18 GHz INNER & OUTER 135 -75 dB 200 242.40 225.43 208.46 193.92 
PE8222 2.92mm MALE TO 2.92mm FEMALE** 26.5 GHz INNER 1.35 -5 dB 200 148.35 137.97 127.58 118.68 
PE8223 2.92mm MALE TO 2.92mm FEMALE** 26.5 GHz OUTER oe -5 dB 200 196.40 182.65 168.90 157.12 
PE8224 2.92mm MALE TO 2.92mm FEMALE** 26.5 GHz INNER & OUTER 1.35 -5 dB 200 242.40 225.43 208.46 193.92 
PE8225 2.92mm MALE TO 2.92mm FEMALE** 40 GHz INNER 1.45 -5 dB 200 462.90 430.50 398.09 370.32 
PE8226 2.92mm MALE TO 2.92mm FEMALE** 40 GHz OUTER 1.45 -5 dB 200 683.40 635.56 587.72 546.72 
PE8227 2.92mm MALE TO 2.92mm FEMALE** 40 GHz INNER & OUTER 1.45 -5 dB 200 794.15 738.56 682.97 635.32 
PE8228 7mm TO 7mm 18 GHz INNER 1.35 1.0 dB 200 657.25 611.24 565.24 525.80 
PE8229 7mm TO 7mm 18 GHz OUTER eos 1.0 dB 200 683.40 635.56 587.72 546.72 
PE8230 7mm TO 7mm 18 GHz INNER & OUTER a35 1.0 dB 200 716.80 666.62 616.45 573.44 
PE8231 75 OHM BNC MALE TO 75 OHM BNC FEMALE 4 GHz* INNER 1.35 -5 dB 200 173.81 161.64 149.48 139.05 
PE8232 75 OHM BNC MALE TO 75 OHM BNC FEMALE 4 GHz* OUTER UES -5 dB 200 132.65 123.36 114.08 106.12 
PE8233 75 OHM BNC MALE TO 75 OHM BNC FEMALE 4 GHz* INNER & OUTER 1.35 -5 dB 200 231.95 215.71 199.48 185.56 
PE8234 75 OHM N MALE TO 75 OHM N FEMALE 4 GHz* INNER Le30 -5 dB 200 i71.35 159.36 147.36 137.08 
PE8235 75 OHM N MALE TO 75 OHM N FEMALE 4 GHz* OUTER 1.35 -5 dB 200 148.35 137 .97 127.58 118.68 
PE8236 75 OHM N MALE TO 75 OHM N FEMALE 4 GHz* INNER & OUTER 2.35 -5 dB 200 242.40 225.43 208.46 193.92 
PE8237 2.4mm MALE TO 2.4mm FEMALE 50 GHz* INNER 175 1.5 dB 75 915.35 851.28 787.20 732.28 
PE8238 2.4mm MALE TO 2.4mm FEMALE 50 GHz* OUTER 1.75 1.5 dB 75 1036.60 964.04 891.48 829.28 
PE8239 2.4mm MALE TO 2.4mm FEMALE 50 GHz* INNER & OUTER 1.75 1.5 dB 75 1103.45 1026.21 948.97 882.76 
PE8240 F MALE TO F FEMALE 2 GHz INNER 1,35 -5 dB 200 68.90 64.08 59.25 55.12 
PE8241 F MALE TO F FEMALE 2 GHz OUTER 1.35 -5 dB 200 99.20 92.26 85.31 79.36 
PE8242 F MALE TO F FEMALE 2 GHz INNER & OUTER 1.35 -5 dB 200 121.15 112.67 104.19 96.92 
*FROM 100 MHz TO SPECIFIED FREQUENCY 
**2.92mm CONNECTORS WILL MATE WITH SMA, 3.5mm & K CONNECTORS. THE K CONNECTOR IS A REGISTERED TRADEMARK OF THE ANRITSU COMPANY. 
a s a 
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PASTERNACK 
PE1602 
BIAS TEE 


CONNECTORS BIAS 
RF OUT & RF IN RANGE 
PE1606 SMA FEMALE SOLDER LUG & PIN 100 KHz-12.4 GHz 1.60:1 30 dB 24 
PE1607 SMA FEMALE SOLDER LUG & PIN 100 KHz-18 GHz 1.80:1 30 dB 24 
PE1608 SMA FEMALE SOLDER LUG & PIN 100 KHz-26.5 GHz 1.80:1 30 dB 24 
PE1609 = 2.92mm MALE/FEMALE* SMA FEMALE 100 KHz-40 GHz 1.80:1 30 dB 25 
PE1610 2.4mm MALE/FEMALE** SMA FEMALE 100 KHz-50 GHz 1.80:1 30 dB 25 
PE1611 SMA FEMALE SOLDER LUG & PIN 10 MHz-2.5 GHz 1.60:1 30 dB 100 
PE1613 SMA FEMALE SOLDER LUG & PIN 10 MHz-4 GHz 1.60:1 30 dB 100 
PE1615 SMA FEMALE SOLDER LUG & PIN 10 MHz-6 GHz 1.60:1 30 dB 100 
PE1604 SMA FEMALE SOLDER PINS 100 MHz-6 GHz 1.50:1 25 dB 50 
PE1617 SMA FEMALE SOLDER LUG & PIN 250 MHz -2.5 GHz 1.50:1 20 dB 100 
PE1605 SMA FEMALE SOLDER PINS 500 MHz-10 GHz 1.50:1 25 dB 50 
PE1603 SMA FEMALE SOLDER PINS 1 GHz-5 GHz 1.50:1 25 dB 50 
PE1612 N FEMALE SOLDER LUG & PIN 10 MHz-2.5 GHz 1.60:1 30 dB 100 
PE1614 N FEMALE SOLDER LUG & PIN 10 MHz-4 GHz 1.60:1 30 dB 100 
PE1616 N FEMALE SOLDER LUG & PIN 10 MHz-6 GHz 1.60:1 30 dB 100 
PE1618 N FEMALE SOLDER LUG & PIN 250 MHz-2.5 GHz 1.50:1 20 dB 100 


*2.92mm connectors will mate with SMA, 3.5mm and K connectors. The K connector is a registered trademark of the Anritsu Company. 
**1.85mm, 2.4mm & V connectors will mate mechanically & electrically to each other. The V connector is a trademark of the Anritsu Company. 
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ieee 

es 

Ke 

racetet 

Female 
.Model No. Series Gender Chain 1-24 25-49 50-99 100+ | Model No. Series Gender Chain 1-24 25-49 50-99 100+ 
PE6058 7/16 FEMALE YES $17.70 $16.46 $15.22 $14.16 | PE6012 BNC MALE NO $6.20 $5.77 $5.33 $4.96 
PE6057 7/16 MALE YES 19.80 18.41 17.03 15.84 | PE6127 BNC MALE YES 8.30 7.72 7.14 6.64 
PE6013 BNC MALE YES 3.59 3.34 3.09 2.87 | PE6030 BNC FEMALE NO 7:25'' 6.742 6.24 .5.80 
PE6014 BNC MALE NO 3.10 2.88 2.67 2.48 | PE6128 BNC FEMALE YES S307) *PUF2ie 711489! Fe, 64 
PE6015 BNC FEMALE _—YES 4.15 3.86 3.57 3.32 | PE6022 N MALE NO 12.50 11.63 10.75 10.00 
PE6108 BNC FEMALE —NO 4.15 3.86 3.57 3.32 | PE6129 N MALE YES 13.55 12.60 11.65 10.84 
PE6046 c MALE YES 13.55 12.60 11.65 10.84 | PE6031 N FEMALE NO 13.55 12.60 11.65 10.84 
PE6109 c MALE NO 12.50 11.63 10.75 10.00 {| PE6130 N FEMALE VES > 14,60" 13.587 12.56. 11/68 
PE6110 c FEMALE YES 16.65 15.48 14.32 13.32 | PE6006 SMA MALE NO 13.55 12.60 11.65 10.84 
PE6111 c FEMALE NO 16.65 15.48 14.32 13.32 | PE6131 SMA MALE YES 14.60 13.58 12.56 11.68 
PE6059 HN MALE YES 17.26 16.05 14.84 13.81 | PE6007 SMA FEMALE NO 14.60 13.58 12.56 11.68 
PE6113 HN MALE NO 12.50 11.63 10.75 10.00 | PE6132 SMA FEMALE YES 15.60 14.51 13.42 12.48 
PE6114 HN FEMALE YES 16.65 15.48 14.32 13.32 | PE6133 TNC MALE NO 14.95 13.90 12.86 11.96 
PE6115 HN FEMALE NO 16.65 15.48 14.32 13.32 | PE6134 TNC MALE YES 8.30mi, eve 14, a blG4 
PE6016 N/UHF MALE YES 4.29 3.99 3.69 3.43 | PE6135 TNC FEMALE NO Giz0cn 77a v2.14 26764 
PE6017 N/UHF MALE NO 4.55 4.23 3.91 3.64 | PE6136 TNC FEMALE YES 10.40 9.67 8.94 8.32 
PE6018 N FEMALE _—YES 6.47 6.02 5.56 5.18 
PE6116 N FEMALE NO 5.37 4.99 4.62 4.30 
PE6117 sc MALE YES 16.65 15.48 14.32 13.32 
PE6118 Sc FEMALE YES” 19°80" 9, 18,416 4017103500025..84 
PE6019 SMA MALE YES 6.95 6.46 5.98 5.56 
PE6024 SMA MALE NO 6.20 5.77 5.33 4.96 
PE6119 SMA FEMALE VES .91ScdRie 43,95 3") 120 16e" - 11.31 
PE6120 SMA FEMALE NO 13.89 12.92 11.95 11.11 
PE6121 SMB PLUG YES 9.91 9.22 8.52 7.93 
PE6122 SMB JACK YES 7.25 6.74 6.24 5.80 
PE6123 SMC PLUG YES 7.25 6.74 6.24 5.80 
PE6124 SMC JACK YES 7.25 6.74 6.24 5.80 
PE6020 SSMA MALE NO 5.15 4.79 4.43 4.12 
PE6125 75 OHM SMB PLUG YES 19.80 18.41 17.03 15.84 
PE6126 75 OHM SMC PLUG YES 19.80 18.41 17.03 15.84 
PE6021 TNC FEMALE _—YES 7.25 6.74 6.24 5.80 
PE6143 TNC FEMALE NO 7.25 6.74 6.24 5.80 
PE6023 TNC MALE YES 5.19 4.83 4.46 4.15 
PE6144 TNC MALE NO 5.53 5.14 4.76 4.42 
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PE7301-—3 


JE181202 
USTED 


SPECIFICATIONS 

FREQUENCY RANGE: DC - 3 GHz 

INSERTION LOSS: .5 dB 

IMPEDANCE: 50 OHMS 

DC BLOCKING: NONE. WILL PASS DC FOR POWER AND CONTROL PURPOSES. 
MAX DC OR PEAK AC IS 150 V 

FIRING POINT: 350 V +15%@< 100V/S > 1000 @ 5kv/ ms RISE 

BREAKDOWN VOLTAGE: 20 TO 30V 

SURGE CURRENT: 5000 A (8/20 ps PULSE) 

PLUG LIFE: >600 TIMES @ 500A PULSE (FIELD REPLACEABLE) 


PE7301-1 


181202 


INSOLATED LOOP 
CIRCUIT PROTECTOR 
P09 


POWER HANDLING 
Model No. WATTS CONNECTOR TYPE 1-24 25-49 50-99 100 + 
PE7301-1 200 N FEMALE $77.30 $71.89 $66.48 $61.84 
PE7301-2 2000 N FEMALE 88.75 82.54 76.33 71.00 
PE7301-3 200 N FEMALE BULKHEAD 83.55 77.70 71.85 66.84 
PE7301-4 2000 N FEMALE BULKHEAD 95.05 88.40 81.74 76.04 
EPLACEMENT CARTR CARTRIDGE FOR 
PE7301-200CART 200 PE7301-1/PE7301-3 14.60 13.58 12.56 11.68 
PE7301-2000CART 2000 PE7301-2/PE7301-4 14.60 13.58 12.56 11.68 


MANUAL COAX SWITCH WITH SURGE PROTECTOR 
PECIFICATI tosh ales 


PASTERNACK ENTERPRISES | | 
FREQUENCY RANGE: DC - 1.3 GHz SEND scram 
VSWR: 1.6:1 MAX Na PE7139 Sy 
INSERTION LOSS: .75 dB NSs, 1 Me HY 
ISOLATION: 50 dB Se TTT 
POWER HANDLING: 1500 WATTS RF a A \F 
IMPEDANCE: 50 OHMS (ce) in a. 
CONNECTOR TYPE: N FEMALE NL 


REPLACEABLE CARTRIDGE ; 

SWITCHING FUNCTIONS: WHEN THE KNOB POINTS TO THE CENTER (GROUND) SWITCH POSITION ALL ANTENNA CIRCUITS ARE 
INTERNALLY DISCONNECTED AND GROUNDED. WHEN THE KNOB IS IN AN ACTIVE POSITION THE UNUSED ANTENNA PORTS ARE GROUNDED. 
THE ACTIVE POSITION CIRCUIT IS CONTINUOUSLY PROTECTED BY THE REPLACEABLE CARTRIDGE. 


NUMBER OF PORE 


MOD 0. QUTPUT PORTS 1-24 25-49 50-99 100 + 
PE7139 2 $121.15 $112.67 $104.19 $96.92 
PE7140 4 132.65 123.36 114.08 106.12 
REPLACEMENT CARTRIDGE CARTRIDGE FOR 

PE7139-CART PE7139/PE7140 14.60 13.58 12.56 11.68 


IMPEDANCE: 50 OHMS 
FREQUENCY RANGE: DC TO 1,000 MHz 
VSWR: 1.50:1 MAXIMUM 


FUSE LEVEL: 1/16 AMP = +23 dBM IR 
1/8 AMP = +29 dBM 2 
1/4 AMP = +35 dBM x3 
re 
P Ri CoE one 
Model No. FUSE E T 1-24 25-49 - 100 + 
PE7300-1 1/16 AMP $72.05 $67.01 $61.96 $57.64 
PE7300-2 1/8 AMP 72.05 67.01 61.96 57.64 
PE7300-3 1/4 AMP 72.05 67.01 61.96 57.64 
FREQUENCYERANGE SS Ci cso cl eee econ cece bet loud i) ben Gee ee eee ee DC TO 1,000 MHz 
VSUR Se ee. ssc casy caddis Of eoee tan nen eae 2 eee 1.60:1 MAXIMUM 
TUSERTIONG USS sciuis d's < sibs op Coates baecee Ben cle ek ee eee eee .70 dB MAXIMUM 
TSOLA TION Ge hie octets wn sik'w'ucn cae ouch s ibis oR LS Son hoe een ene oa 50 dB MINIMUM 
POWER HANDLING CAPACITY.'vcx su, .aaui wes appeanneces cae 5 WATTS CW, COMMON TO SWITCHED PORTS 
(SWITCHED PORTS TERMINATED) , 
% WATT SWITCHED PORTS TO COMMON FASTERRACK Pena 
SUT T CHING) TITHE ® cates ¥ ccc’, oe GEOR AS « oon 0 kG AER ee Camcee de aioe ee 15 MILLISECONDS re) O 
OPERATING VOLTAGE (ACTUATED TO "B" POSITION).........ceeeececeeces +12 VDC AT 45mA MAXIMUM 
OPERATING) TEMPERATUREGRANGEs).awis € sac vncucss ech celeste Ce cetHGels sc dec emma -20°C TO +60°C 12V DC 
NOMINAL PRICE 
MODEL NO. CONNECTOR TYPE IMPEDANCE 1-24 25-49 50-99 100 + 
PE7100 BNC FEMALE 50 OHMS $198.50 $184.61 $170.71 $158.80 
PE7101 75 OHM BNC FEMALE 75 OHMS 386.67 359.60 332.54 309.34 
PE7102 N FEMALE 50 OHMS 210.00 195.30 180.60 168.00 
PE7103 75 OHM N FEMALE 75 OHMS 210.00 195.30 180.60 168.00 
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(@) 


aS 


, : CONTROLS: 
i P sest TTL Loere 0: LOW Loss TTL Loerc 0: Low Loss) i 
£1 G +5v-15v_O Ry. F : W : 
. TIE toeze 0: LOW LOSS TTL LOGIC 1: ISOLATION TTL LOGIC 1: ISOLATION [2 pppreo An 
; E1 CONTROLS: J2-J1 E1 CONTROLS: J2-J1 Sika 
ALL CONNECTORS ARE SMA FEMALE SPDT aps) ibs. sip eitlgad tree Pa At dhs 
E3 CONTROLS: J4-J1 E3 CONTROLS: J4-J1 sa D 
DC BIAS: +5.0 + 0.5V @ 40mA MAX. TTL LOGIC 0: LOW LOSS E4 CONTROLS: J5-J1 Ue 
-15.0 + 3.0V @ 40mA MAX. TTL LOGIC 1: ISOLATION O rade 
INSERTION POWER 
FREQUENCY SWITCH LOSS VSWR ISOLATION WATTS PER EP Cle 
RANGE TYPE (dB MAX) (MIN) (dB MIN) (MAX) 1-24 25-49 50-99 100 + 
PE7104 10 MHz - 1 GHz SPST 1.2 1.5 80 2.0 $1650.00 $1534.50 $1419.00 $1320.00 
PE7105 1 GHz - 2 GHz SPST 0.9 1.5 85 2.0 1209.00 1124.37 1039.74 967.20 
PE7106 1 GHz - 18 GHz SPST 2.9 2.0 65 0.5 1209.00 1124.37 1039.74 967.20 
PE7107 2 GHz - 4 GHz SPST 1.1 1.6 75 1.0 1209.00 1124.37 1039.74 967.20 
PE7108 4 GHz - 8 GHz SPST Wes 1.6 75 1.0 1209.00 1124.37 1039.74 967.20 
PE7109 8 GHz - 12 GHz SPST 1.9 1.8 70 1.0 1209.00 1124.37 1039.74 967.20 
PE7110 12 GHz - 18 GHz SPST 2.8 2.0 65 0.5 1209.00 1124.37 1039.74 967.20 
PE7111 10 MHz - 1 GHz SPDT 1.3 1.5 80 2.0 1429.50 1329.44 1229.37 1143.60 
PE7112 1 GHz - 2 GHz SPDT 1.0 1.5 85 2.0 1429.50 1329.44 1229.37 1143.60 
PE7113 1 GHz - 18 GHz SPDT I 2.0 65 0.5 1539.25 1431.50 1323.76 1231.40 
PE7114 2 GHz - 4 GHz SPDT 1.2 1.6 75 1.0 1539.25 1431.50 1323.76 1231.40 
PE7115 4 GHz - 8 GHz SPDT 1.8 1.6 75 1.0 1539.25 1431.50 1323.76 1231.40 
PE7116 8 GHz - 12 GHz SPDT 2.0 1.8 70 1.0 1999.95 1859.95 1719.96 1599.96 
PE7117 12 GHz - 18 GHz SPDT 3.0 2.0 65 0.5 1429.50 1329.44 1229.37 1143.60 
PE7118 10 MHz - 1 GHz SP3T 1.4 1.5 80 2.0 1429.50 1329.44 1229.37 1143.60 
PE7119 1 GHz - 2 GHz SP3T 1.1 1.5 85 2.0 1429.50 1329.44 1229.37 1143.60 
PE7120 1 GHz - 18 GHz SP3T 3.3 2.0 65 0.5 1870.50 1739.57 1608.63 1496.40 
PE7121 2 GHz - 4 GHz SP3T 1.3 1.6 75 1.0 1209.00 1124.37 1039.74 967.20 
PE7122 4 GHz - 8 GHz SP3T 1.9 1.6 75 1.0 1539.25 1431.50 1323.76 1231.40 
PE7123 8 GHz - 12 GHz SP3T 2.2 1.8 70 1.0 1539.25 1431.50 1323.76 1231.40 
PE7124 12 GHz - 18 GHz SP3T 3.2 2.0 65 0.5 1539.25 1431.50 1323.76 1231.40 
PE7125 10 MHz - 1 GHz SPAT 1.5 1.5 80 2.0 1870.50 1739.57 1608.63 1496.40 
PE7126 1 GHz - 2 GHz SPAT 1.2 is 85 2.0 1759.75 1636.57 1513.39 1407.80 
PE7127 1 GHz - 18 GHz SPAT 3.5 2.0 65 0.5 1981.25 1842.56 1703.88 1585.00 
PE7128 2 GHz - 4 GHz SPAT 1.4 1.6 75 1.0 1759.75 1636.57 1513.39 1407 .80 
PE7129 4 GHz - 8 GHz SPAT 2.0 1.6 75 1.0 1981.25 1842.56 1703.88 1585.00 
PE7130 8 GHz - 12 GHz SPAT 2.4 1.8 70 1.0 1870.50 1739.57 1608.63 1496.40 
PE7131 12 GHz - 18 GHz SPAT 3.4 2.0 65 0.5 1759.75 1636.57 1513.39 1407.80 
ESATURES ELAY SWITCHES 
F = FAILSAFE 
: = Pree yoy Mat ae PASTERNACK = 
L = LATCHING 28 Vde 
N = NORMALLY OPEN 
P = PULSE LATCHING 
S = SELF CUT OFF 
T = TERMINATED = a 
FREQUENCY CONNECTOR ACTUATING VSWR 
RANGE TYPE FEATURES TYPE VOLTAGE {MAX) 1-24 
PE7141_-~DC - 18 GHz SPDT F SMA 28 1.50 $231.95 
PE7142  —«sODC.- -:‘:18 GHz SPDT F SMA 12 1.50 231.95 
PE7143 ~—«OC.-_--:18 GHz SPDT I,L,S SMA 28 1.50 562.07 
PE7144 ~—sC._ -_:18 GHz SPDT 1,L,S SMA 12 1.50 353.15 
PE7145 «OC -:18 GHz SPDT I,P SMA 28 1.50 287.30 
PE7146 ~—«~C.--:18 GHz SPDT I,P SMA 12 1.50 287.30 
PE7147_-—s«OUC: -:‘«4:« GHz SPDT F N 28 1.20 331.20 
PE7148 —-~DC-- 4 GHz SPDT F N 12 1.20 331.20 
PE7149_ ~—«sOC.- - 8 GHz SPDT H,I,P N 28 1.45 1764.95 
PE7150 “DC _- 18 GHz SPST F SMA 28 1.50 353.15 
PE7151 —«OC--:18 GHz TRANSFER Tyls$ SMA 28 1.50 522.45 
PE7152 «OC -- ‘18 GHz TRANSFER 1,P SMA 28 1.50 430.50 
PE7153. «OC. - ‘<4 GHz TRANSFER F N 28 1.20 440.95 
PE7154. ~—sC-_ -:‘:18 GHz DPDT a SMA 28 1.50 661.45 
PE7155 —«~DC--:18 GHz DPDT 1,P SMA 28 1.50 661.45 
PE7156 —OC-- ‘18 GHz DPDT 1,P,T SMA 28 1.50 772.20 
PE7157. —sOC.- -:18 GHz DPDT I,P,T,1TL SMA 28 1.50 827.60 
PE7158 DC -- ‘18 GHz SPAT N SMA 28 1.50 474.40 
PE7159  —«DC--:18 GHz SP6T N SMA 28 1.50 713.70 
PE7160 —OC_- 8 GHz SP10T N SMA 28 1.30 1544.45 
ALL CONNECTORS ARE SMA FEMALE 
DC BIAS: +5.0 + 0.5V @ 80mA MAX. 
-15.0 + 3.0V@ 80mA MAX. 
CONTROLS: TTL LOGIC 0: J1-J2, J3-J4 LOW LOSS 
J1-J4, J2-J3 ISOLATION 
TTL LOGIC 1: J1-J4, J2-J3 LOW LOSS 
J1-J2, J3-J4 ISOLATION 
INSERTION POWER 
FREQUENCY Loss VSWR ISOLATION WATTS 
MODEL NO. RANGE (dB MAX) (MAX) (dB MIN) (MAX) 1-24 7 i 100 + 
PE7132 10 MHz - 1 GHz 1.3 1.5 80 2.0 $1981.25 $1842.56 $1703.88 $1585.00 
PE7133 1 GHz - 2 GHz 1.0 1.5 85 2.0 1759.75 1636.57 1513.39 1407 .80 
PE7134 1 GHz - 18 GHz 3.1 2.0 65 0.5 2422.25 2252.69 2083.14 1937.80 
PE7135 2 GHz - 4 GHz 1.2 1.6 75 1.0 2091.00 1944.63 1798.26 1672.80 
PE7136 4 GHz - 8 GHz 1.8 1.6 75 1.0 2201.75 2047.63 1893.51 1761.40 
PE7137 8 GHz - 12 GHz 2.0 1.8 70 1.0 1981.25 1842.56 1703.88 1585.00 
PE7138 12 GHz - 18 GHz 3.0 2.0 65 0.5 1870.50 1739.57 1608.63 149640 
SS SS ST SESE TE I SS TB SI ES SCE ID I ICE ERO PO OE IE SES A AR FEIT PE IE PIRES DERE SEIN I SOIR A OD 
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COAXIAL SWITCHES 
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HIGH OUTPUT NOISE GENERATORS 


PECIFICATION: 
PASTERNACK 
INPUT POWER +28VDC AT 20 mA MAX. PE8505 
LI 
FREQUENCY BIAS RE PRICE 
MODEL NO. RANGE (GHZ) CONNECTORS CONNECTORS NOISE OUTPUT FLATNESS dB 1:24 25-49 50-99 100+ 
PE8505 1-2 SMA FEMALE SMA MALE 30-35 saa $656.20 $610.27 $564.33 $524.96 
PE8506 2-4 SMA FEMALE SMA MALE 30-35 coe. 767.00 713.31 659.62 613.60 
PE8507 4-8 SMA FEMALE SMA MALE 30-35 rel 821.30 763.81 706.32 657.04 
PE8508 8 - 12 SMA FEMALE SMA MALE 28-33 +1 876.70 815.33 753.96 701.36 
PE8509 12 - 18 SMA FEMALE SMA MALE 28-33 +1 987.45 918.33 849.21 789.96 
IN-LINE AMPLIFIERS i 
PECIFICA 
ELECTRICAL: 
FREQUENCY RANGE.......ccccercccccecerecccrsssccvcces -500 - 2 GHz pts 
SMALL SIGNAL GAIN. ......ccccccccescccccnccsevsscsccoes 18 dB TYP. = 
16 dB MIN. 
OUTPUT POWER AT 1 dB COMPRESSION (@2 GHz)............ 10 dBm TYP. te | ‘ 
NF NOISE FIGURE (@2 GHz) ..........cccceccccccccvccecces 4 dB TYP. > (— < 
THIRD ORDER INTERCEPT POINT (@2 GHz)..........--eeeee 23 dBm TYP. | 
VSWR INPUT & OUTPUT... 2... cc cccccccccscccecescscececes 2.0:1 MAX. RF IN RF OUT 
OPERATING VOLTAGE... ....ccccccccccccccccvvcveccsevccscecececs +15V 1. + DC 
a PUR GE 
MAX RATING: MODEL NO CONNECTOR 1-24 25-49 50-99 100 + 
DEVICE CURRENT SO eee ee eee HEHE EHH HEHEHE HEHEHE HEHEHE HERE EE EEE 50 mA PE1510 SMA $110.70 $102.95 $95.20 $88.56 
REINPUT POWER. c)i5. es cwepmasccle oe seieilesiesecsensaresies sve 100 mW 
° ° PE1511 N E2115 112.67 104.19 96.92 
OPERATING TEMP. RANGE....... 2... ccc cee cecccscccces -45°C TO +85°C PE1512 TNC 132.65 123.36 114.08 106.12 
STORAGE TEMP. RANGE.......cccccecccecccccscccecns -65°C TO +125°C ; . ‘ . 
tu GENERAL PURPOSE AMPLIFIERS ~  ~* 
SPECIFICATIONS | rf PASTERNACK ; | 
OPERATING VOLTAGE ..........eeceeceee 9-15 VDC UL PE1514 
OPERATING TEMPERATURE ....... -10° C to +65° C 1 
STORAGE TEMPERATURE RANGE ...-65° C to +125° C 16) O a 
QUTPUT NOISE = = aid 
PERAT GAIN P1dB FIGURE INTPUT RL OUTOUT RL PRICE 
MODEL NO. CURRENT FREQUENCY (dB MIN) (dBm MIN) (dB MAX) (dB TYP) (dB TYP) 1-24 25-49 50-99 100 + 
PE1513 50 mA 10-1000 MHz 20 13 (39 / -18 -12 $299.95 $278.95 $257.96 $239.96 
1-2 GHz 17 11 3.5 -18 -14 
2-3 GHz 14 9 5 -15 -10 
ee LT 
PE1514 40 mA 10-2000 MHz 12 10 bo -15 -15 299.95 278.95 257.96 239.96 
2-3 GHz 10 9 7 -11 -10 
PE1515 80 mA 10-1000 MHz 13 16 7 -12 -14 299.95 278.95 257.96 239.96 
1-2 GHz 12 15 7 -12 -14 
2-3 GHz 10 14 8.5 -11 -10 
PE1516 120 mA 100-1000 MHz 18 16 6 -18 -10 299.95 278.95 257.96 239.96 
1-2 GHz 21 15 6 -20 -15 
2-3 GHz 18 14 7 -18 -10 


+VDC GND 


tm LOW NOISE AMPLIFIERS 


PASTERNACK 


SPECIFICATIONS PE1S19 
OPERATING VOLTAGE? ...% 3% %c%secce ees 12 Vdc 
OPERATING TEMPERATURE ....... -30° C to +70° C 


STORAGE TEMPERATURE RANGE ...-40° C to +90° C 


I P1dB INTPUT OUTPUT NOISE AT PRICE 
MODEL NO. FREQUENCY GAIN FLATNESS = (dBm MIN) VSWR VSWR FIGURE +12vDC 1-24 25-49 : + 
PE1517 -05-1 GHz 1 12 2:1 251 3.5 100mA $349.95 $325.45 $300.96 $279.96 
PE1518 -05-2 GHz 21 1.5 12 2:1 2:1 aia 100mA 349.95 325.4 300.96 279.96 
PE1519 1-4 GHz 25 1 15 22k 2:1 2.0 100mA 499.95 464.95 429.96 399.96 
PE1520 2-4 GHz 25 1 15 22a AB 2.5 100mA 449.95 418.45 386.96 359.96 
PE1521 2-6 GHz 25 1 15 221 Zi 3.0 100mA 449.95 418.45 386.96 359.96 
PE1522 4-8 GHz 25 1 15 2:1 2:1 3.0 100mA 449.95 418.45 386.96 359.96 
PE1523 6-18 GHz 21 isa 13 2:1 Zs 3.5 120mA 649.95 604.45 558.96 519.96 
PE1524 2-18 GHz 21 135 13 ra | 2:1 Say 120mA 695.00 646.35 597.70 556.00 
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NOISE GENERATORS 


PASTERNACK 
PE8500 


SPECIFICATION: 


INPUT POWER +28VDC AT 20 mA MAX. 


FR Y BIAS RE NOISE OUTPUT VSWR_(MAX) PP Rot Cre 
MODEL NO. RANGE (GHZ) CONNECTORS CONNECTORS (ENR - dB) ON/OFF a=Z4" 28-49" | 50-99; 100 + 
PE8500 1-2 BNC FEMALE SMA MALE 15.5 + 0.5 1.20:1 $767.00 $713.31 $659.62 $613.60 
PE8501 2-4 BNC FEMALE SMA MALE USE: 1.20:1 876.70 815.33 753.96 701.36 
PE8502 4-8 BNC FEMALE SMA MALE Usb nga Ute 12201 932.10 866.85 801.61 745.68 
PE8503 8 - 12 BNC FEMALE SMA MALE 15.5 + 0.5 ieoose 987.45 918.33 849.21 789.96 
PE8504 12 - 18 BNC FEMALE SMA MALE dos ae Oso eke 1097.20 1020.40 943.59 877.76 


BIASED SCHOTTKY DIODE DETECTORS 


BROADBAND BIASED DETECTORS 


Negative Output Polarity is standard. 

Maximum Input Power: 200 mW CW 

Operating Temperature Range: -55° C to +125° C 

Storage Temperature Range: -65° C to +150° C 

Specification @ +25° C, 100 wA Bias typical, Input Power at -20 dBm 


SMA MALE INPUT / SMA FEMALE OUTPUT 


FREQUENCY VOLTAGE TANGENTIAL VIDEO 

RANGE SENSITIVITY SENSITIVITY FLATNESS CAPACITANCE PERG 

(GHz) N. mV/mW (MIN. dBm) MAX. dB (MAX. pF) 1-24 25-4 50-99 100 + 
PE8001 0.5 - 1.0 1800 -52 0.50 100 $287.30 $267.19 $247.08 $229.84 
PE8002 1.0- 2.0 2000 -52 0.50 20 287.30 267.19 247.08 229.84 
PE8003 2.0 - 4.0 2000 -52 0.50 10 287.30 267.19 247.08 229.84 
PE8004 4.0 - 8.0 2000 -52 0.50 10 319.70 297 .32 274.94 255.76 
PE8005 6.0 - 18.0 1600 -52 0.80 10 319.70 297.32 274.94 255.76 
PE8006 8.0 - 12.0 1800 -52 0.50 10 319.70 297 .32 274.94 255.76 
PE8007 8.0 - 16.0 1800 -52 0.60 10 331.20 308.02 284.83 264.96 
PE8008 8.0 - 18.0 1600 -52 0.70 10 331.20 308.02 284.83 264.96 
PE8009 18.0 - 26.0 1500 -52 1.00 10 331.20 308.02 284.83 264.96 


* Tss is measured with a 2 MHz video bandwidth and 2 dB NF amplifier. 


BNC DETECTORS 


FREQUENCY RANGE: 100 kHz-1,000 MHz 
VSWR: 1.20:1 MAXIMUM 
FLATNESS: + .2 dB TO 500 MHz 

+ .4 dB TO 1,000 MHz 
DC OUTPUT POLARITY: POSITIVE 
MAXIMUM RF INPUT POWER: 100 mW 


. NOMINAL 

OUTPUT CAPACITANCE: 1,000 pf PR Berean tomer ae aT At ds bg 
RF INPUT: BNC MALE PE8000-50 50 OHMS $143.10 $133.08 $123.07 $114.48 
DC OUTPUT: BNC FEMALE PE8000-75 75 OHMS 143.10 133.08 123.07 114.48 
SPECIFICATIONS 

SEMRTIMEENOLTAGE .. <2 3.2. JcBal.....+000e. 9-15 VDC 

OPERATING TEMPERATURE RANGE ...... -10° C to +65° C fellate 
STORAGE TEMPERATURE RANGE ........ -65° C to +125° C 


dol ep BL 


1-24 25-49 50-99 100 + 
$299.95 $278.95 $257.95 $239.95 


LINEAR-IN-dB RESPONSE CHARACTERISTICS 


Log Detector 


INTERCEPT = DYNAMIC INPUT QUTPUT OUTPUT QUTPUT 
OPERATING SLOPE POINT RANGE IMPEDANCE INPUT RL CURRENT VOLTAGE SLEW RATE 
MODEL NO. = FUNCTION CURRENT FREQUENCY {mV/dB) {dBm) (dB MIN) {OHMS) (dB) (mA_MAX) (VMAX)  (V/mSEC) 
PE8040 LOG DECTOR 50 mA 10-1000 MHz 41 -54 50 50 -15 0.5 2.1 20 
1-2 GHz 40 -55 50 50 -10 0.5 2.1 20 
2-3 GHz 37 -50 45 50 -8 0.5 2.0 20 
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ZERO BIAS SCHOTTKY DIODE DETECTORS 


No Bias Required. 

Negative Output Polarity is standard. 

Maximum Input Power: 200 mW CW 

Operating Temperature Range: -55° C to +125° C 
Storage Temperature Range: -65°C to +150°C 
Specification @ +25° C, Input Power at -20 dBm 


SMA MALE INPUT / SMA FEMALE OUTPUT 


FREQUENCY VOLTAGE 
RANGE SENSITIVITY ? FLATNESS VSWR PRICE 
MODEL NO. (GHz) MIN. mV/mW (MAX. dB) (TYPICAL) 1-24 25-49 50-99 100 + 
PE8010 0.01 - 2.0 500 0.20 1.20:1 $287.30 $267.19 $247 .08 $229.84 
PE8011 0.01 - 4.0 500 0.30 1.30:1 287.30 267.19 247.08 229.84 
PE8012 0.01 - 12.4 500 0.30 1.40:1 319.70 297.32 274.94 255.76 
PE8013 0.01 - 18.5 400 0.50 1.50:1 319.70 297.32 274.94 255.76 
PE8014 0.01 - 26.5 100 -050 (to 18 GHz) 1.50:1 (to 18 GHz) 341.65 317.73 293.82 273.32 
1.00 (18 to 26.5 GHz) 2.0:1 (18 to 26.5 GHz) 
PE8015 2.0 - 4.0 500 0.20 1.20:1 287.30 267.19 247.08 229.84 
PE8016 2.0 - 8.0 500 0.20 1.20:1 319.70 297 .32 274.94 255.76 


1 Tss is measured with a 2 MHz video bandwidth and 2 dB NF amplifier. 


PIN-PIN DIODE LIMITERS 
PASSIVE PIN DIODE LIMITERS 


1 Watt CW and 100 Watt Peak (lpsec) power handling 
0.1% duty cycle, derated to 20% at +125° C 
Internal DC Return 

Limiting Threshold above +9 dBm typical 

Operating Temperature Range: -55° C to +125° C 


SMA MALE INPUT / SMA FEMALE OUTPUT 


FRE y INSERTION LEAKAGE 
RANGE Loss } VSWR 2 @ 1W CW _INPUT PRICE 
MODEL NO. (GHz) (MAX dB) (MAX) (MAX. dBm) 1-24 25-49 50-99 100 + 
PE8017 0.5). 40120 0.4 1.40:1 +19.0 $287.30 $267.19 $247.08 $229.84 
PE8018 005) 120 0.5 1.40:1 +19.0 287.30 267.19 247.08 229.84 
PE8019 1:0/=1"2.0 0.4 1.40:1 +19.0 287.30 267.19 247.08 229.84 
PE8020 2.0 - 4.0 0.8 1.50:1 +18.5 287.30 267.19 247.08 229.84 
PE8021 2.0.=a.S00 2 1.60:1 +16.0 287.30 267.19 247.08 229.84 
PE8022 2.0 - 18.0 2.5 2.20:1 +18.0 319.70 297.32 274.94 255.76 
PE8023 4.0%=) 8.0 Lez 1.50:1 +16.0 319.70 297.32 274.94 255.76 
PE8024 6.0 - 18.0 Zn2 2.00:1 +16.0 319.70 297.32 274.94 255.76 
PE8025 702-260 1.5 1.80:1 +16.0 319.70 297.32 274.94 255.76 
PE8026 8.0 - 16.0 2.0 2.00:1 +16.0 319.70 297.32 274.94 255.76 
PE8027 11-0¥-18-0 212 2.20:1 +16.0 319.70 297.32 274.94 255.76 


1 Insertion loss and VSWR are measured at -10 dBm. 


PIN-SCHOTTKY DIODE LIMITERS 


DETECTOR ACTIVATED LIMITERS 

1 Watt CW and 200 Watt Peak (ipsec) power handling 
0.1% duty cycle, derated to 20% at +125° C 
Internal DC Blocks 

Limiting Threshold below +9 dBm typical 

Operating Temperature Range: -55° C to +125° C 


SMA MALE INPUT / SMA FEMALE OUTPUT 


FREQUENCY INSERTI LEAKAGE 
RANGE LOSS + VSWR 2 @ 1W CW INPUT P RaicG"E 
M (GHz) (MAX_dB) (MAX) (MAX. dBm) 1-24 25-49 50-99 100 + 
PE8028 0.5- 1.0 0.5 1.40:1 +14.0 $287 .30 $267.19 $247 .08 $229.84 
PE8029 0.5.=9'2.0 0.6 1.40:1 +14.0 287 .30 267.19 247.08 229.84 
PE8030 1.0 - 2.0 0.6 1.40:1 +14.0 287.30 267.19 247 .08 229.84 
PE8031 2.0 - 4.0 0.8 1.50:1 +14.0 287.30 267.19 247.08 229.84 
PE8032 2.0 - 8.0 1.4 1.60:1 +14.0 287.30 267.19 247.08 229.84 
PE8033 2.0 - 18.0 2.5 2.50:1 +14.0 319.70 297 .32 274.94 255.76 
PE8034 4.0 - 8.0 1.4 1.50:1 +13.0 319.70 297.32 274.94 255.76 
PE8035 6.0 - 18.0 2.5 2.20:1 +13.0 319.70 297.32 274.94 255.76 
PE8036 7.0 - 12.0 2.0 1.80:1 +12.0 319.70 297.32 274.94 255.76 
PE8037 8.0 - 16.0 262 1.80:1 +12.0 319.70 297.32 274.94 255.76 
PE8038 11.0 - 18.0 rae 2.20:1 +12.0 319.70 297.32 274.94 255.76 


1 Insertion loss & VSWR are measured at -10 dBm. 
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a a oO mani 
DOUBLE BALANCED MIXERS a 
iA ( eae ‘oI | 
ALL UNITS HAVE SMA FEMALE CONNECTORS. | oo 
INPUT DRIVER LEVEL +10 dBm TO +13 dBm = 
LO  CONVRSN. ~—L-R L-I 1dB INPUT 
RF Lo IF POWER LOSS dB ISO dB ISO dB MP TOIP PRICE 
GHz GHz GHz (dBm) TyP TyP TYP (dBm) (dBm) 1-24 25-49 - 100 + 
PE8650 2.0 - 8.0 2.0 - 8.0 DC - 1.5 +10 6.0 30 33 +4 +14 $408.55 $379.95 $351.35 $326.84 
PE8651 2) yt 2 Olen RO Onle=n4-0 +10 6.2 26 28 +4 +14 485.85 451.84 417.83 388.68 
PE8652 2.0 - 18.0 2.0 - 18.0 DC - 0.6 +10 Tes 27 22 +4 +13 529.75 492.67 455.59 423.80 
PE8653 5.0 - 18.0 5.0 - 18.0 DC - 4.0 +10 6.2 35 30 +4 +14 529.75 492.67 455.59 423.80 
PE8654 6.0 - 18.0 6.0 - 18.0 Ws. 8.0 +10 7.0 28 26 +4 +14 607.10 564.60 522.11 485.68 


FREQUENCY DOUBLERS item 


ALL UNITS HAVE SMA FEMALE CONNECTORS. | Peas 


| 
iis oncll 
INPUT QUTPUT CONVERSION FUNDAMENTAL Panel sce 
FREQUENCY GHz FREQUENCY GHz LOSS dB (TYP.) ISO dB (TYP.) 1-24 25-4 - 100 + 
PE8600 1.5-5.0 3.0-10.0 8.5 25 $408.55 $379.95 $351.35 $326.84 
PE8601 2.0-6.0 4.0-12.0 11.0 25 419.00 389.67 360.34 335.20 
PE8602 4.0-9.0 8.0-18.0 10.0 25 430.50 400.37 370.23 344.40 
PE8603 9.0-13.0 18.0-26.0 10.0 25 462.90 430.50 398.09 370.32 
FREQUENCY VSWR AVERAGE POWER PER eC JE 
WAVEGUIDE RANGE (GHz) MODEL NO. (MAX.) (WATTS MAX.) 1-24 25-49 50-99 100 + 
WR-28 26.50-40.00 PE6827 1.10:1 75 $694.85 $646.21 $597.57 $555.88 
WR-34 22.00-33.00 PE6828 1.10:1 75 694.85 646.21 597.57 555.88 
WR-42 18.00-26.50 PE6829 1.10:1 100 694.85 646.21 597.57 555.88 
WR-51 15.00-22.00 PE6830 1.10:1 100 694.85 646.21 597.57 555.88 
WR-62 12.40-18.00 PE6831 1.10:1 175 716.80 666.62 616.45 573.44 
WR-75 10.00-15.00 PE6832 1.10:1 175 728.30 677.32 626.34 582.64 
WR-90 8.20-12.40 PE6833 1.10:1 200 728.30 677.32 626.34 582.64 
WR-102 7.00-11.00 PE6834 1.10:1 300 760.70 707.45 654.20 608.56 
WR-112 7.05-10.00 PE6835 1.10:1 300 772.20 718.15 664.09 617.76 
750, 
FREQUENCY VSWR AVERAGE POWER PRICE 
WAVEGUIDE RANGE (GHz) MODEL NO. (MAX.) (WATTS MAX.) 1-24 25-4 50-99 100 + 
WR-28 26.50-40.00 PE6818 1.07:1 40 $440.95 $410.08 $379.22 $352.76 
WR-34 22.00-33.00 PE6819 1.07:1 40 485.85 451.84 417.83 388.68 
WR-42 18.00-26.50 PE6820 1.07:1 50 496.30 461.56 426.82 397.04 
WR-51 15.00-22.00 PE6821 1.07:1 55 518.25 481.97 445.70 414.60 
WR-62 12.40-18.00 PE6822 1.07:1 60 518.25 481.97 445.70 414.60 
WR-75 10.00-15.00 PE6823 1.07:1 75 529.75 492.67 455.59 423.80 
WR-90 8.20-12.40 PE6824 1.07:1 90 589.93 548.63 507.34 471.94 
WR-102 7.00-11.00 PE6825 1.07:1 100 585.15 544.19 503.23 468.12 
WR-112 7.05-10.00 PE6826 1.07:1 100 585.15 544.19 503.23 468.12 
ae 
FREQUENCY VSWR = AV POWER PR E 
WAVEGUIDE RANGE (GHz) MODEL NO. (MAX.) (WATTS MAX.) 1-24 25-4 49-50 100 + (a MGAZEIS) 
WR-28 26.50-40.00 PE6809 1.03:1 50 $287.30 $267.19 $247.08 $229.84 
WR-34 22.00-33.00 PE6810 1.03:1 50 287.30 267.19 247.08 229.84 
WR-42 18.00-26.50 PE6811 1.03:1 50 297.75 276.91 256.07 238.20 
WR-51 15.00-22.00 PE6812 1.03:1 1.0 297.75 276.91 256.07 238.20 
WR-62 12.40-18.00 PE6813 1.03:1 1.5 297.75 276.91 256.07 238.20 O O, 
WR-75 10.00-15.00 PE6814 1.03:1 2.0 309.25 287.60 265.96 247.40 
WR-90 8.20-12.40 PE6815 1.03:1 2.0 319.70 297.32 274.94 255.76 
WR-102 7.00-11.00 PE6816 1.03:1 2.0 319.70 297.32 274.94 255.76 
WR-112 7.05-10.00 PE6817 1.03:1 2.0 331.20 308.02 284.83 264.96 
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STANDARD GAIN HORNS 


WAVEGUIDE RANGE Pen LCE 
MODEL NO. SIZE DC TO GHz GAIN 1-4 5-9 10-24 25-49 
PE9850-10 WR28 26.50-40.00 10 dB $489.95 $455.65 $421.36 $391.96 
PE9850-15 WR28 26.50-40.00 15 dB 489.95 455.65 421.36 391.96 
PE9850-20 WR28 26.50-40.00 20 dB 420.05 390.65 361.24 336.04 
PE9851-10 WR34 22.00-33.00 10 dB 489.95 455.65 421.36 391.96 
PE9851-15 WR34 22.00-33.00 15 dB 489.95 455.65 421.36 391.96 
PE9851-20 WR34 22.00-33.00 20 dB 549.95 511.45 472.96 439.96 
PE9852-10 WR42 18.00-26.50 10 dB 409.60 380.93 352.26 327.68 
PE9852-15 WR42 18.00-26.50 15 dB 420.05 390.65 361.24 336.04 
PE9852-20 WR42 18.00-26.50 20 dB 420.05 390.65 361.24 336.04 
PE9853-10 WR51 15.00-22.00 10 dB 549.95 511.45 472.96 439.96 
PE9853-15 WR51 15.00-22.00 15 dB 485.85 451.84 417.83 388.68 
PE9853-20 WR51 15.00-22.00 20 dB 499.45 464.49 429.53 399.56 
PE9854-10 WR62 12.40-18.00 10 dB 409.60 380.93 352.26 327.68 
PE9854-15 WR62 12.40-18.00 15 dB 470.20 437.29 404.37 376.16 
PE9854-20 WR62 12.40-18.00 20 dB 480.65 447.00 413.36 384.52 
PE9855-10 WR75 10.00-15.00 10 dB 449.95 418.45 386.96 359.96 
PE9855-15 WR75 10.00-15.00 15 dB 460.80 428.54 396.29 368.64 
PE9855-20 WR75 10.00-15.00 20 dB 505.75 470.35 434.95 404.60 
PE9856-10 WR9O 8.20-12.40 10 dB 489.95 455.65 421.36 391.96 
PE9856-15 WR90 8.20-12.40 15 dB 460.80 428.54 396.29 368.64 
PE9856-20 WR90 8.20-12.40 20 dB 607.10 564.60 522.11 485.68 
PE9857-10 WR102 7.0-11.00 10 dB 589.95 548.65 507.36 471.96 
PE9857-15 WR102 7.0-11.00 15 dB 639.50 594.74 549.97 511.60 
PE9857-20 WR102 7.0-11.00 20 dB 600.80 558.74 516.69 480.64 
PE9858-10 WR112 7.05-10.00 10 dB 485.85 451.84 417.83 388.68 
PE9858-15 WR112 7.05-10.00 15 dB 510.95 475.18 439.42 408.76 
PE9858-20 WR112 7.05-10.00 20 dB 551.70 513.08 474.46 441.36 
PE9859-10 WR137 5.85-8.20 10 dB 489.95 455.65 421.36 391.96 
PE9859-15 WR137 5.85-8.20 15 dB 521.40 484.90 448.40 417.12 
PE9859-20 WR137 5.85-8.20 20 dB 601.85 559.72 517.59 481.48 
PE9860-10 WR159 4.90-7.05 10 dB 562.15 522.80 483.45 449.72 
PE9860-15 WR159 4.90-7.05 15 dB 738.75 687.04 635.33 591.00 
PE9860-20 WR159 4.90-7.05 20 dB 784.77 729.84 674.90 627.82 
PE9861-10 WR187 3.95-5.85 10 dB 637.40 592.78 548.16 509.92 
PE9861-15 WR187 3.95-5.85 15 dB 642.60 597.62 552.64 514.08 
PE9861-20 WR187 3.95-5.85 20 dB 829.95 771.85 713.76 663.96 
PE9862-10 WR229 3.30-4.90 10 dB 637.40 592.78 548.16 509.92 
PE9862-15 WR229 3.30-4.90 15 dB 658.30 612.22 566.14 526.64 
PE9862-20 WR229 3.30-4.90 20 dB 1048.10 974.73 901.37 838.48 
PE9863-10 WR284 2.60-3.95 10 dB 772.20 718.15 664.09 617.76 
PE9863-15 WR284 2.60-3.95 15 dB 694.85 646.21 597.57 555.88 
PE9863-20 WR284 2.60-3.95 20 dB 1245.60 1158.41 1071.22 996.48 
PE9864-10 WR430 1.70-2.60 10 dB 755.50 702.62 649.73 604.40 
PE9864-15 WR430 1.70-2.60 15 dB 1204.29 1119.99 1035.69 963.43 
PE9864-20 WR430 1.70-2.60 20 dB 2525.34 2348.57 2171.79 2020.27 
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WAVEGUIDE END LAUNCH TO COAX ADAPTER 


aa Vew 
SQ. 
O O 
O O 1.500 
50 
O O 
O SC 
WAVEGUIDE END LAUNCH TO SMA TYPE FEMALE WAVEGUIDE END LAUNCH TO N FEMALE 
FREQUENCY PeRey Cre FREQUENCY PRICE 
WAVEGUIDE RANGE (GHz) MODEL NO. 1-24 25-4 50-99 100 + | WAVEGUIDE RA Hz) MODEL NO. 1-24 25-4 50-99 100 + 
WR-42 18.0-26.50 PE9844 $496.30 $461.56 $426.82 $397.04 | wR-62 12.40-18.00 PE9866 $353.15 $328.43 $303.71 $282.52 
WR-51 15.00-22.00 PE9845 474.40 441.19 407.98 379.52 | WR-75 10.00-15.00 PE9867 353.15 328.43 303.71 282.52 
WR-62 12.40-18.00 PE9846 331.20 308.02 284.83 264.96 | WR-90 8.20-12.40 PE9868 353.15 328.43 303.71 282.52 
WR-75 10.00-15.00 PE9847 331.20 308.02 284.83 264.96 | WR-102 7.00-11.00 PE9869 363.60 338.15 312.70 290.88 
WR-90 8.20-12.40 PE9848 319.70 297.32 274.94 255.76 | WR-112 7.05-10.00 PE9870 375.10 348.84 322.59 300.08 
WR-102 7.00-11.00 PE9849 331.20 308.02 284.83 264.96 
WR-112 7.05-10.00 PE9865 


WAVEGUIDE TERMINATIONS 


FREQUENCY VSWR AVERAGE POWER 

WAVEGUIDE RANGE (GHz) MODEL NO.  (MAX.) (WATTS MAX.) 1-24 
WR-28 26.50-40.00 PE6800 1.30:1 0.5 $154.60 
WR-34 22.00-33.00 PE6801 152521 0.5 154.60 
WR-42 18.00-26.50 PE6802 1.2531 0.5 154.60 
WR-51 15.00-22.00 PE6803 1.20:1 1.0 154.60 
WR-62 12.40-18.00 PE6804 1.20:1 Hee 154.60 
WR-75 10.00-15.00 PE6805 1.20:1 2.0 176.55 
WR-90 8.20-12.40 PE6806 1.20:1 2.0 176.55 
WR-102 7.00-11.00 PE6807 i Wer 4 Use| 2.0 198.50 
WR-112 7.05-10.00 PE6808 1.20:1 2.0 198.5 
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WAVEGUIDE TO COAX ADAPTERS 


WAVEGUIDE TO N FEMALE WAVEGUIDE TO SMA TYPE FEMALE 
FREQUENCY PRICE FREQUENCY PRICE 
WAVEGUIDE RANGE (GHz) MODEL NO. 1-24 25-49 50-99 100 + |WAVEGUIDE RANGE (GHz) MODEL NO. er. rr Ee 50-99 100 + 
WR-62 12.40-18.00  PE9800 $198.50 $184.61 $170.71 $158.80 |WR-28 26.50-40.00 PE9826 $562.10 $522.75 $483.41 $449.68 
WR-75 10.00-15.00  PE9817 315.55 293.46 271.37 252.44 |WR-34 22.00-33.00 PE9827 551.70 513.08 474.46 441.36 
WR-90 8.20-12.40 PE9801 188.05 174.89 161.72 150.44 |[WR-42 18.00-26.50 PE9812 399.00 371.07 343.14 319.20 
WR-102 7.00-11.00 PE9802 231.95 215.71 199.48 185.56 |WR-51 15.00-22.00 PE9828 430.50 400.37 370.23 344.40 
WR-112 7.05-10.00 PE9820 242.40 225.43 208.46 193.92 |WR-62 12.40-18.00  PE9803 159.85 148.66 137.47 127.88 
WR-137 5.85-8.20 PE9818 275.85 256.54 237.23 220.68 |WR-75 10.00-15.00 PE9819 242.40 225.43 208.46 193.92 
WR-159 4.90-7.05 PE9821 397.05 369.26 341.46 317.64 |WR-90 8.20-12.40  PE9804 143.10 133.08 123.07 114.48 
WR-187 3.95-5.85 PE9822 363.60 338.15 312.70 290.88 |WR-102 7.00-11.00  PE9805 176.55 164.19 151.83 141.24 
WR-229 3.30-4.90 PE9823 363.60 338.15 312.70 290.88 |WR-112 7.05-10.00  PE9829 249.98 232.48 214.98 199.98 
WR-284 2.60-3.95 PE9824 499.95 464.95 429.96 399.96 |WR-137 5.85-8.20 PE9830 281.05 261.38 241.70 224.84 
WR-430 1.70-2.60 PE9825 849.55 790.08 730.61 679.64 |WR-159 4.90-7.05 PE9831 397.05 369.26 341.46 317.64 
WR-187 3.95-5.85 PE9832 424.95 395.20 365.46 339.96 
WR-229 3.30-4.90 PE9833 331.20 308.02 284.83 264.96 
WAVEGUIDE TO SMA TYPE MALE WR-284 2.60-3.95 PE9834 449.95 418.45 386.96 359.96 
WR-430 1.70-2.60 PE9835 499.00 464.07 429.14 399.20 
FREQUENCY PRICE 
WAVEGUIDE RANGE (Gliz) HODEL NO. ; 1:24 ae pap ee FOR ADDITIONAL TECHNICAL INFORMATION ON 
WR-42 18.00-26.50  PE981 363. .15 7 : 
WR-62 12.40-18.00  PE9809 148.35 137.97 127.58 118.68 WAVEGUIDES, PLEASE CONTACT OUR ENGINEERING 
WR-90 8.20-12.40 PE9810 132.65 123.36 114.08 106.12 DEPARTMENT AT (949) 261-1920. 
WR-102 7.00-11.00 PE9811 198.50 184.61 170.71 158.80 
WAVEGUIDE TO 7mm WAVEGUIDE TO N MALE 
FREQUENCY PRICE FREQUENCY PRE 
WAVEGUIDE RANGE (GHz) MODEL NO. 1-24 25-49 50-99 100+ | WAVEGUIDE RANGE (GHz)  MODELNO. 1-24 25-49 50-99 100 + 
WR-62 12.40-18.00 PE9814 $297.75 $276.91 $256.07 $238.20 | WR-62 12.40-18.00  PE9806 $198.50 $184.61 $170.71 $158.80 
WR-90 8.20-12.40 PE9815 297.75 276.91 256.07 238.20 | WR-90 8.20-12.40 PE9807 353.15 328.43 303.71 282.52 
WR-102 7.00-11.00 PE9816 341.65 317.73 293.82 273.32 | WR-102 7.00-11.00 PE9808 297.75 276.91 256.07 238.20 


WAVEGUIDE WITH O-RING GROOVE TO COAX ADAPTERS 


WAVEGUIDE TO N FEMALE 


FREQUENCY PUR ZI CE 
WAVEGUIDE RANGE (GHz) MODEL NO. 1-24 25-49 50-99 100+ 
CPR-906 8.20-12.40 PE9836 $242.40 $225.43 $208.46 $193.92 
CPR-112G 7.05-10.00 PE9837 299.85 278.86 257.87 239.88 
CPR-137G 5.85-8.20 PE9838 363.60 338.15 312.70 290.88 
CPR-159G 4.90-7.05 PE9839 485.85 451.84 417.83 388.68 
CPR-187G 3.95-5.85 PE9840 485.85 451.84 417.83 388.68 
CPR-229G  3.30-4.90 PE9841 485.85 451.84 417.83 388.68 
CPR-284G 2.60-3.95 PE9842 607.10 564.60 522.11 485.68 
CPR-430G 1.70-2.60 PE9843 1103.45 1026.21 948.97 882.76 
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Co MOBILE ANTENNAS 


FOR LAND MOBILE RADIO APPLICATIONS 


fo 


PES1001 PE51003 PE51005 
PE51000 PES1002 PES1004 PES1006 


Max 
Power 


Mobile Antenna, Heavy Duty Base Loaded wave 


Mobile Antenna, Field Tunable % wave 


*Note: Gain shown with a ground plane GP; without ground plane gain is Unity 


ge: 


PE51008 PE51010 PE51014 
PE51007 PE51009 PE51013 


2 =] [2[=[=[>|= 

esioo7 | wideband WoiTe Aveo, aOWiz BW 0 21 vm, vo | wo aso | a.sae | seow | s50.05 | wor | ss.a0 | seni6 | 
[esi008 | Wobite Antena, 5/8 wave over ¥ mave, ted to 036 wiz | ane - ope [aa | aso | a3.s8 | .27 | zo.e0 | 19.6 
[resio0s [ wobte Antenna, sl wave over b wave, tuned to 625 wiz | eas -epe [san | asow | 36.05 | 33.03 | 0.92 | 20.76 | 
[resio1o [ wobte Antenna, Dsl wave over k wave, tuned to e0@ iz | e70 -o50 [san | sso | 36.05 | 33.03 | 0.92 | 20.76 | 


: ; 806 - 960 & 
PE51013 | PCS/iDEN/Cellular Low Profile Antenna 1710 -1990 150W }ss.95 | se. | 50.70 47.16 
7 ‘ 824 - 960 & 2.2 dBi 
eso PCS/Cellular Mobile Antenna, Dual Band Collinear 1850 - 1990 / 4 dBi 150W Ee 34.36 31.78 Ee 
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>t + 


[2 ANTENNAS } 


FOR BASE STATIONS and LAND MOBILE RADIO APPLICATIONS 


PE51011 


YAGI 
PE51017 
. OMNI a 
A al PE51019 
Vx PE51012 PES1018 OUTDOOR PANEL 
YAGI puCK 


Model No. 


fC eee el Ea EI 


*Note: Mounting Bracket Included 


rip Frequency Max 


Model No. 


PE51019 


PE51019-1 


2.4 GHz Directional Panel Outdoor Antenna, with 12 2 
foot RG58 Coaxial Cable attached, VSWR < 1.6:1 hale! jess | 20 | cai hh ia ast 


Cable terminated with SMA Male connector | 58.55 | 54.45 
sane 58.5_ 
| 58.55 | 

| 58.55 | 54.45 | 


Cable terminated with SMA Female connector 


| Same | Same _| 
| Same | Same_| 
Cable terminated with N Male connector | same | Same _| 
| Same | Same _| 


PE51019-4 Cable terminated with N Female connector 


Need a different connector? Call for same-day shipping! 


[resinisa | cable teranated with Sm vate comector Same | See 
[vesi0is-2 | cable terninated with TE Mate comector Same | See 
[resi01s-3 [cable terwnated with Wnt-UNF Hae comaetor | Same | See 
[resanis-a | cable cerninated with ME ate comector | See | Sa 
[resaois-s [cable cernnated with nate canecter [same | See 


Need a different connector? Call for same-day shipping! | ey 


Same-day Shipping / Call for Pricing 


GPS Antenna, Magnetic Mount, with 15 foot 
RG174/U Coaxial Cable attached 


PE51016-1 Cable terminated with SMA Male connector 
PE51016-2 Cable terminated with SMA Female connector 
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[2 ANTENNA MOUNTS AND CABLE ASSEMBLIES 


FOR BASE STATIONS and LAND MOBILE RADIO APPLICATIONS 


ae 


PE51020 PES1021 PE51022 


i 7. 


J 


I 


Model No. 


NMO Crimp Mount, for Antennas over 1 GHz, SMA Connector DC - 5800 $28.95 $26.92 $24.90 $23.16 
PE51021 NMO Mount, no cable or connector (See cable assemblies below) DC - 1000 6.84 6.36 
. 29.20 27.16 


PE51022-1 Cable terminated with SMA Male connector 
| Same | a5n2e 
| Sane | : 


. 


Cable terminated with FME Female connector Same 38.08 32.76 
Cable terminated with BNC Male connector Same | 40.95 | 38.08 35.22 32.76 
PE51022-7 Cable terminated with BNC Female connector | same | 40.95 | 38.08 35.22 32.76 
PE51022-8 | same | 40.95 | 38.08 35.22 32.76 
Cable terminated with TNC Female connector | same | 40.95 | 38.08 35.22 32.76 

Cable terminated with Mini-UHF Male connector ee 38.08 | 35.22 | 32.76 


Cable terminated with TNC Male connector 


PE51022-11 Cable terminated with Mini-UHF Female connector Same 38.08 35.22 32.76 
PE51022-12 Cable terminated with Reverse Polarity SMA Male connector Same 41.35 38.46 | 35.56 | 33.08 
Need a different connector? Call for same-day shipping! 


Same-day Shipping / Call for Pricing 


C2 ANTENNA MOUNT (NMO) CABLE ASSEMBLIES 


NMO MOUNT REQUIRES 3/4" HOLE; 1-1/8"-18 THREAD, AND INSTALLS FROM ABOVE. 
ALL CABLE ASSEMBLIES SHOWN ARE RATED UP TO 1 GHz AT 50 OHM. 


NMO MOUNT TO SMA MALE, 1 GHZ, RG58C/U NMO MOUNT TO SMA FEMALE, 1 GHZ, RG58C/U 


Model No. Length 1-24 25-49 50-99 100 + 
PE37840-60 60in (5ft) $21.95 $20.41 $18.88 $17.56 
PE37840-120 120in (10ft) 25.95 24.13 22.32 20.76 
PE37840-180 180in (15ft) 29.95 27.85 25.76 23.96 
PE37840-XX Any Same-Day Shipment / Call for Pricing 


Model No. Length 1-24 25-49 50-99 100 + 
PE37841-60 60in (5ft) $21.95 $20.41 $18.88 $17.56 
PE37841-120 120in (10ft) 25.95 24.13 22.32 20.76 
PE37841-180 180in (15ft) 29.95 27.85 25.76 23.96 
PE37841-XX Any Same-Day Shipment / Call for Pricing 


**CONTINUED ON NEXT PAGE** 
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[2 ANTENNA MOUNT (NMO) CABLE ASSEMBLIES 


NMO MOUNT REQUIRES 3/4" HOLE; 1-1/8"-18 THREAD, AND INSTALLS FROM ABOVE. 
ALL CABLE ASSEMBLIES SHOWN ARE RATED UP TO 1 GHz AT 50 OHM. 


NMO MOUNT TO FME PLUG, 1 GHZ, RGS8C/U 


cece 


Model No. Length 1-24 25-49 50-99 100 + 
PE37842-60 60in (5ft) $21.95 $20.41 $18.88 $17.56 
PE37842-120 120in (10ft) 25.95 24.13 ceene 20.76 
PE37842-180 180in (15ft) 29.95 27.85 25.76 23.96 
PE37842-XX Any Same-Day Shipment / Call for Pricing 


NMO MOUNT TO BNC MALE, 1 GHZ, RGS8C/U 


Model No. Length 1-24 25-49 50-99 100 + 
PE37844-60 60in (5ft) $21.95 $20.41 $18.88 $17.56 
PE37844-120 120in (10ft) 25.95 24.13 22.32 20.76 
PE37844-180 180in (15ft) 29.95 27.85 25.76 23.96 
PE37844-XX Any Same-Day Shipment / Call for Pricing 


NMO MOUNT TO MINI UHF MALE, 1 GHZ, RGS8C/U 


Model No. Length 1-24 25-49 50-99 100 + 
PE37846-60 60in (5ft) $21.95 $20.41 $18.88 $17.56 
PE37846-120 120in (10ft) 25.95 24.13 22.32 20.76 
PE37846-180 180in (15ft) 29.95 27.85 25.76 23.96 
PE37846-XX Any Same-Day Shipment / Call for Pricing 


NMO MOUNT TO TNC MALE, 1 GHZ, RG58C/U 


Model No. Length 1-24 25-49 50-99 100 + 
PE37848-60 60in (5ft) $21.95 $20.41 $18.88 $17.56 
PE37848-120 120in (10ft) 25.95 24.13 22.32 20.76 
PE37848-180 180in (15ft) 29.95 27.85 25.76 23.96 
PE37848-XX Any Same-Day Shipment / Call for Pricing 


NMO MOUNT TO N MALE, 1 GHZ, RG58C/U 


Model No. Length 1-24 25-49 50-99 100 + 
PE37850-60 60in (5ft) $21.95 $20.41 $18.88 $17.56 


PE37850-120 120in (10ft) 25.95 24.13 22.32 20.76 
PE37850-180 180in (15ft) 29.95 27.85 25.76 23.96 
PE37850-XX Any Same-Day Shipment / Call for Pricing 


NMO MOUNT TO FME JACK, 1 GHZ, RGS8C/U 


—e 


Model No. Length 1-24 25-49 50-99 100 + 
PE37843-60 60in (5ft) $21.95 $20.41 $18.88 $17.56 
PE37843-120 120in (10ft) 25.95 24.13 22.32 20.76 
PE37843-180 180in (15ft) 29.95 27.85 25.76 23.96 
PE37843-XX Any Same-Day Shipment / Call for Pricing 


NMO MOUNT TO BNC FEMALE, 1 GHZ, RGS8C/U 


Model No. Length 1-24 25-49 50-99 100 + 
PE37845-60 60in (5ft) $21.95 $20.41 $18.88 $17.56 


PE37845-120 120in (10ft) 25.95 24.13 22.32 20.76 
PE37845-180 180in (15ft) 29.95 27.85 25.76 23.96 
PE37845-XX Any Same-Day Shipment / Call for Pricing 


NMO MOUNT TO MIN! UHF FEMALE, 1 GHZ, RGS8C/U 


Model No. Length 1-24 25-49 50-99 100 + 
PE37847-60 60in (5ft) $21.95 $20.41 $18.88 $17.56 


PE37847-120 120in (10ft) 25.95 24.13 22.32 20.76 
PE37847-180 180in (15ft) 29.95 27.85 25.76 23.96 
PE37847-XX Any 


NMO MOUNT TO TNC FEMALE, 1 GHZ, RGS8C/U 


Model No. Length 1-24 25-49 50-99 100 + 
PE37849-60 60in (5ft) $21.95 $20.41 $18.88 $17.56 


PE37849-120 120in (10ft) 25.95 24.13 22.32 20.76 
PE37849-180 180in (15ft) 29.95 27.85 25.76 23.96 
PE37849~-XX Any Same-Day Shipment / Call for Pricing 


NMO MOUNT TO N FEMALE, 1 GHZ, RG58C/U 


Model No. Length 1-24 25-49 50-99 100 + 
PE37851-60 60in (5ft) $21.95 $20.41 $18.88 $17.56 


PE37851-120 120in (10ft) 25.95 24.13 22.32 20.76 
PE37851-180 180in (15ft) 29.95 27.85 25.76 23.96 
PE37851-XX Any Same-Day Shipment / Call for Pricing 


Free Ground Freight 
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ST TO ST SIMPLEX 


FIBER OPTIC CABLE ASSEMBLIES 
ST TO ST DUPLEX 


SINGLE MODE SINGLE MODE 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE300000-1 1m $12.00 $11.16 $10.32 $9.60 PE300006-1 1m $18.00 $16.74 $15.48 $14.40 
PE300000-2 2m 12.70 11.81 10.92 10.16 PE300006-2 2m 19.40 18.04 16.68 15.52 
PE300000-3 3m 13.40 12.46 11.52 10.72 PE300006-3 3m 20.80 19.34 17.89 16.64 
PE300000-5 5m 14.80 13.76 12.73 11.84 PE300006-5 5m 23.60 21.95 20.30 18.88 
MULTI MODE MULTI MODE 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE300001-1 1m $12.00 $11.16 $10.32 $9.60 PE300007-1 1m $14.00 $13.02 $12.04 $11.20 
PE300001-2 2m 8.70 8.09 7.48 6.96 PE300007-2 2m 15.40 14.32 13.24 12.32 
PE300001-3 3m 9.40 8.74 8.08 7.52 PE300007-3 3m 16.80 15.62 14.45 13.44 
PE300001-5 5m 10.80 10.04 9.29 8.64 PE300007-5 5m 19.60 18.23 16.86 15.68 


SC TO SC SIMPLEX 


SC TO SC DUPLEX 


SINGLE MODE SINGLE MODE 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE300002-1 1m $12.00 $11.16 $10.32 $9.60 PE300008-1 1m $18.00 $16.74 $15.48 $14.40 
PE300002-2 2m 12.70 11.81 10.92 10.16 PE300008-2 2m 19.40 18.04 16.68 15.52 
PE300002-3 3m 13.40 12.46 11.52 10.72 PE300008-3 3m 20.80 19.34 17.89 16.64 
PE300002-5 5m 14.80 13.76 12.73 11.84 PE300008-5 5m 23.60 21.95 20.30 18.88 
MULTI MODE MULTI MODE 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE300003-1 1m $8.00 $7.44 $6.88 $6.40 PE300009-1 1m $14.00 $13.02 $12.04 $11.20 
PE300003-2 2m 8.70 8.09 7.48 6.96 PE300009-2 2m 15.40 14.32 13.24 12.32 
PE300003-3 3m 9.40 8.74 8.08 Lede PE300009-3 3m 16.80 15.62 14.45 13.44 
PE300003-5 5m 10.80 10.04 9.29 8.64 PE300009-5 5m 19.60 18.23 16.86 15.68 


ST T0 SC SIMPLEX 


ST T0 SC DUPLEX 


SINGLE MODE SINGLE MODE 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE300004-1 1m $12.00 $11.16 $10.32 $9.60 PE300010-1 1m $18.00 $16.74 $15.48 $14.40 
PE300004-2 2m 12.70 11.81 10.92 10.16 PE300010-2 2m 19.40 18.04 16.68 15.52 
PE300004-3 3m 13.40 12.46 rLs52 10.72 PE300010-3 3m 20.80 19.34 17.89 16.64 
PE300004-5 5m 14.80 13.76 12.73 11.84 PE300010-5 5m 23.60 21.95 20.30 18.88 

MULTI MODE MULTI MODE 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE300005-1 lm $8.00 $7.44 $6.88 $6.40 PE300011-1 1m $14.00 $13.02 $12.04 $11.20 
PE300005-2 2m 8.70 8.09 7.48 6.96 PE300011-2 2m 15.40 14.32 13.24 12.32 
PE300005-3 3m 9.40 8.74 8.08 ede PE300011-3 3m 16.80 15.62 14.45 13.44 
PE300005-5 5m 10.80 10.04 9.29 8.64 PE300011-5 5m 19.60 18.23 16.86 15.68 
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FIBER OPTIC CABLE ASSEMBLIES 
FC T0 FC SIMPLEX FC TO FC DUPLEX 


—_—— 


SINGLE MODE SINGLE MODE 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE300012-1 1m $11.00 $10.23 $9.46 $8.80 PE300018-1 1m $24.00 $22.32 $20.64 $19.20 
PE300012-2 2m 11.70 10.88 10.06 9.36 PE300018-2 2m 25.40 23.62 21.84 20.32 
PE300012-3 3m 12.40 11.53 10.66 9.92 PE300018-3 3m 26.80 24.92 23.05 21.44 
PE300012-5 5m 13.80 12.83 11.87 11.04 PE300018-5 5m 29.60 27.53 25.46 23.68 
MULTI MODE MULTI MODE 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE300013-1 Im $11.00 $10.23 $9.46 $8.80 . PE300019-1 1m $20.00 $18.60 $17.20 $16.00 
PE300013-2 2m 11.70 10.88 10.06 9.36 PE300019-2 2m 21.40 19.90 18.40 17.12 
PE300013-3 3m 12.40 11.53 10.66 9.92 PE300019-3 3m 22.80 21.20 19.61 18.24 
PE300013-5 5m 13.80 12.83 11.87 11.04 PE300019-5 5m 25.60 23.81 22.02 20.48 


LC 10 LC SIMPLEX LC TO LC DUPLEX 


es 


SINGLE MODE SINGLE MODE 
Model No. Length 1-24 = 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE300014-1 1m $16.00 $14.88 $13.76 $12.80 PE300020-1 Im $26.00 $24.18 $22.36 $20.80 
PE300014-2 2m 16.70 15.53 14.36 13.36 PE300020-2 2m 27.40 25.48 23.56 21.92 
PE300014-3 3m 17.40 16.18 14.96 13.92 PE300020-3 3m 28.80 26.78 24.77 23.04 
PE300014-5 5m 18.80 17.48 16.17 15.04 PE300020-5 5m 31.60 29.39 27.18 25.28 
MULTI MODE MULTI MODE 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE300015-1 1m $12.00 $11.16 $10.32 $9.60 PE300021-1 1m $22.00 $20.46 $18.92 $17.60 
PE300015-2 2m 12.70 11.81 10.92 10.16 PE300021-2 2m 23.40 21.76 20.12 18.72 
PE300015-3 3m 13.40 12.46 11.52 10.72 PE300021-3 3m 24.80 23.06 21.33 19.84 
PE300015-5 5m 14.80 13,76° )\ 12:73 11.84 PE300021-5 5m 27.60 25.67 23.74 22.08 


SINGLE MODE SINGLE MODE 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE300016-1 1m $11.00 $10.23 $9.46 $8.80 PE300022-1 1m $24.00 $22.32 $20.64 $19.20 
PE300016-2 2m 11.70 10.88 10.06 9.36 PE300022-2 2m 25.40 23.62 21.84 20.32 
PE300016-3 3m 12.40 11.53 10.66 9.92 PE300022-3 3m 26.80 24.92 23.05 21.44 
PE300016-5 5m 13.80 412,837 11187 11.04 PE300022-5 5m 29.60 27.53 25.46 23.68 
MULTI MODE MULTI MODE 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE300017-1 1m $11.00 $10.23 $9.46 $8.80 PE300023-1 1m $20.00 $18.60 $17.20 $16.00 
PE300017-2 2m 11.70 10.88 10.06 9.36 PE300023-2 2m 21.40 19.90 18.40 17.12 
PE300017-3 3m 12.40 11.53 10.66 9.92 PE300023-3 3m 22.80 21.20 19.61 18.24 
PE300017-5 5m 13.80 12.83 11.87 11.04 PE300023-5 5m 25.60 23.81 22.02 20.48 
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FIBER OPTIC CABLE ASSEMBLIES 
ST T0 LC DUPLEX 


ST TO LC SIMPLEX 
IHHE LJ ‘aaa 


SINGLE MODE 


Model No. Length 1-24 25-49 50-99 100 + 
PE300024-1 1m $15.00 $13.95 $12.90 $12.00 
PE300024-2 2m 15.70 14.60 13.50 12.56 
PE300024-3 3m 16.40 15.25 14.10 13.12 
PE300024-5 5m 17.80 16.55 15.31 14.24 
MULTI MODE 
Model No. Length 1-24 = 25-49 50-99 100 + 
PE300025-1 1m $11.00 $10.23 $9.46 $8.80 
PE300025-2 2m 11.70 10.88 10.06 9.36 
PE300025-3 3m 12.40 11.53 10.66 9.92 
PE300025-5 5m 13.80 13:83 eee 11.04 


SC TO LC SIMPLEX 


HH [s 
SINGLE MODE 
Model No. Length 1-24 25-49 50-99 100 + 
PE300026-1 lm $15.00 $13.95 $12.90 $12.00 
PE300026-2 2m 15.70 14.60 13.50 12.56 
PE300026-3 3m 16.40 15.25 14.10 ab fe lrg 
PE300026-5 5m 17.80 16.55 15.31 14.24 
- MULTI MODE 
Model No. Length 1-24 25-49 50-99 100 + 
PE300027-1 1m $11.00 $10.23 $9.46 $8.80 
PE300027-2 2m 11.70 10.88 10.06 9.36 
PE300027-3 3m 12.40 Less 10.66 9.92 
PE300027-5 5m 13.80 12.83 11.87 11.04 


MTRJ TO MTRJ DUPLEX 


MULTI MODE 
Model No. Length 1-24 25-49 50-99 100 + 
PE300028-1 1m $16.00 $14.88 $13.76 $12.80 
PE300028-2 2m 17.40 16.18 14.96 13.92 
PE300028-3 3a 18.80 17.48 16.17 15.04 
PE300028-5 21.60 20.09 18.58 17.28 


VF45 T0 VF45 DUPLEX 
TT eee: | 


MULTI MODE 
Model No. Length 1-24 25-49 50-99 100 + 
PE300029-1 im $10.00 $9.30 $8.60 $8.00 
PE300029-2 2m 10.50 9.77 9.03 8.40 
PE300029-3 3m 11.00 10.23 9.46 8.80 
PE300029-5 5m 11.50 10.70 9.89 9.20 


Free Ground Freight 
Same-Day Shipping 
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SINGLE MODE 


Model No. Length 1-24 25-49 50-99 100 + 
PE300030-1 1m $24.00 $22.32 $20.64 $19.20 
PE300030-2 2m 25.40 23.62 21.84 20.32 
PE300030-3 3m 26.80 24.92 23.05 21.44 
PE300030-5 5m 29.60 27.53 25.46 23.68 
MULTI MODE 
Model No. Length 1-24 25-49 50-99 100 + 
PE300031-1 Im $20.00 $18.60 $17.20 $16.00 
PE300031-2 2m 21.40 19.90 18.40 17.12 
PE300031-3 3m 22.80 21.20 19.61 18.24 


PE300031-5 5m 25.60 23.81 22.02 20.48 


SC TO LC DUPLEX 
HH! LP 


iH E 


SINGLE MODE 
Model No. Length 1-24 25-49 50-99 100 + 
PE300032-1 1m $24.00 $22.32 $20.64 $19.20 
PE300032-2 2m 25.40 23.62 21.84 20.32 
PE300032-3 3m 26.80 24.92 23.05 21.44 
PE300032-5 5m 29.60 27.53 25.46 23.68 
MULTI MODE 
Model No. Length 1-24 25-49 50-99 100 + 
PE300033-1 1m $20.00 $18.60 $17.20 $16.00 
PE300033-2 2m 21.40 19.90 18.40 17.12 
PE300033-3 oe 22.80 21.20 19.61 18.24 
PE300033-5 25.60 23.81 22.02 20.48 


ST TO MTRJ DUPLEX 


MULTI MODE 
Model No. Length 1-24 25-49 50-99 100 + 
PE300034-1 1m $20.00 $18.60 $17.20 $16.00 
PE300034-2 2m 21.40 19.90 18.40 17.12 
PE300034-3 = 22.80 21.20 19.61 18.24 
PE300034-5 25.60 23.81 22.02 20.48 


ST TO VF45 DUPLEX 
40 Ba 


poet 2 
MULTI MODE 
Model No. Length 1-24 25-49 50-99 100 + 
PE300035-1 im $10.00 $9.30 $8.60 $8.00 
PE300035-2 2m 10.50 9.77 9.03 8.40 
PE300035-3 3m 11.00 10.23 9.46 8.80 
PE300035-5 5m 11.50 10.70 9.89 9.20 


245 


FIBER OPTIC ADAPTERS 


Pik TeClE 

ST BULKHEAD 4 || P Model No. MODE LEEVE MAT 1-24 25-49 50-99 100 + 
PE900001 SINGLE ZIRCONIA $7.25 $6.74 $6.24 $5.80 
PE900002 MULTI PHOSPHOR BRONZE 5.15 4.79 4,43 4.12 

q p 
ST PANEL Model No. MODE SLEEVE MATERIAL 1-24 25-49 50-99 100 + 
MOUNT PE900004 SINGLE ZIRCONIA $8.30 $7.72 $7.14 $6.64 
PE900005 MULTI PHOSPHOR BRONZE 7.25 6.74 6.24 5.80 

UL 


ST DUPLEX MODE SLEEVE MATERIAL 1-24 25-49 50-99 100 + 


PANEL MOUNT -esononT SINGLE ZIRCONIA $10.40 $9.67 $8.94 $8.32 
PE900008 MULTI PHOSPHOR BRONZE 9.35 8.70 8.04 7.48 


FC SQUARE Model No. MODE SLEEVE MATERIAL 1-24 25-49 50-99 100 + 
PANEL MOUNT PE900010 SINGLE ZIRCONIA $10.40 $9.67 $8.94 $8.32 
= = PE900011 MULTI PHOSPHOR BRONZE 9.35 8.70 8.04 _ 7.48 

FC BULKHEAD Model No. MODE SLEEVE MATERIAL 1-24 25-49 50-99 100 + 
PE900013. SINGLE ZIRCONIA $13.55 $12.60 $11.65 $10.84 

= PE900014 MULTI PHOSPHOR BRONZE 9.35 8.70 8.04 7.48 

FC PANEL MODE SLEEVE MATERIAL 1-24 25-49 50-99 100 _+ 


MOUNT See SINGLE ZIRCONIA $10.40 $9.67 $8.94 $8.32 
PE900017 MULTI PHOSPHOR BRONZE 9.35 8.70 8.04 7.48 
SC SIMPLEX Model No. MODE SLEEVE MATERIAL 1-24 25-49 50-99 100_+ 
PANEL MOUNT PE900019 SINGLE ZIRCONIA $9.35 $8.70 $8.04 $7.48 
| PE900020 MULTI PHOSPHOR BRONZE 8.30 7 fe hr 4 7.14 6.64 


SC DUPLEX MODE SLEEVE MATERIAL 1-24 25-49 50-99 100 + 


PANEL MOUNT Srigre SINGLE ZIRCONIA $12.50 $11.63 $10.75 $10.00 
PE900023 MULTI PHOSPHOR BRONZE 11.45 10.65 9.85 9.16 
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FIBER OPTIC ADAPTERS peice 


SLOREG Model No. MODE LEEVE MATERIAL 1-24 25-49 50-99 100 + 
PANEL MOUNT PE900025 SINGLE ZIRCONIA $10.40 $9.67 $8.94 $8.32 
PE900026 MULTI PHOSPHOR BRONZE 9.35 8.70 8.04 7.48 
ST TO SC Model No. MODE SLEEVE MATERIAL 1-24 25-4 50-99 100 + 
PANEL MOUNT PE900028 SINGLE ZIRCONIA $11.45 $10.65 $9.85 $9.16 
PE900029 MULTI PHOSPHOR BRONZE 10.40 9.67 8.94 8.32 


SC TO FC Model No. MODE SLEEVE MATERIAL 1-24 25-49 50-99 100 _+ 


PANEL MOUNT PE900031 SINGLE ZIRCONIA $11.45 $10.65 $9.85 $9.16 
PE900032 MULTI PHOSPHOR BRONZE 10.40 9.67 8.94 8.32 
ST TO SC DUPLEX Model No. MODE SLEEVE MATERIAL 1-24 25-49 50-99 100 + 
PANEL MOUNT PE900034 SINGLE ZIRCONIA $13.55 $12.60 $11.65 $10.84 
PE900035 MULTI PHOSPHOR BRONZE 12.50 11.63 10.75 10.00 


FIBER OPTIC ATTENUATORS 
FC ATTENUATOR ST ATTENUATOR 


PRE CE PRICE 
Model_No. ATTENUATION -24 3 = 100 _+ Model_No. ATTENUATION 1-24 25-49 50-99 100 _+ 
PE700000-5 5 dB $132.65 $123.36 $114.08 $106.12 PE700001-5 5 dB $143.10 $133.08 $123.07 $114.48 
PE700000-10 10 dB 132.65 123.36 114.08 106.12 PE700001-10 10 dB 143.10 133.08 123.07 114.48 
PE700000-15 15 dB 132.65 123.36 114.08 106.12 PE700001-15 15 dB 143.10 133.08 123.07 114.48 
PE700000-20 20 dB 132.65 123.36 114.08 106.12 PE700001-20 20 dB 143.10 133.08 123.07 114.48 
PE700000-25 25 dB 132.65 123.36 114.08 106.12 PE700001-25 25 dB 143.10 133.08 123.07 114.48 


Model __No. ATTENUATION 1-24 25-49 = 100 + 
on, - - + 
PE700002-5 5 dB $132.65 $123.36 $114.08 $106.12 Model_No.  ATTENUA 4-28) 28-49 30-08 100+ 
PE700003-5 5 dB $110.70 $102.95 $95.20 $88.56 

PE700002-10 10 dB 132.65 123.36 114.08 106.12 
PE700003-10 10 dB 110.70 102.95 95.20 88.56 

PE700002-15 15 dB 132.65 123.36 114.08 106.12 
PE700003-15 15 dB 110.70 102.95 95.20 88.56 

PE700002-20 20 dB 132.65 123.36 114.08 106.12 
pet annn eres ee Era Sart tees Gee oa) hae PE700003-20 20 dB 110.70 102.95 95.20 88.56 
: : : PE700003-25 25 dB 110.70 102.95 95.20 88.56 
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COAXIAL CABLE 


MEETS OR EXCEEDS MIL-C-17 SPECIFICATIONS WHERE APPLICABLE 


MAX. ATTENUATION AT AVER. POWER HANDLING 
NOMINAL VOLTAGE CAPACITANCE VELOCITY 1 GHz 5 GHz AT 1 GHZ AT 5 GHZ PRICE PER FOOT 
IMP. (V RMS) pF / FT. FACTOR dB/100FT dB/100FT (WATTS) (WATTS) 50-99FT  100-249FT 


CONDUCTOR NOMINAL NOMINAL OPERATING 
NO. OF DIAM. (in) DIELECTRIC DIELECTRIC JACKET JACKET WEIGHT TEMP. PRICE PER FOOT 
MODEL NO. SHIELDS [strands] DIAM. (in) MATERIAL DIAM.(in) MATERIAL LBS/FT RANGE, °C 250-499FT 500+ FT 


RGEA/U 8 


RG6-CATV 


2500 26.0 13.5 t 60 W 19 W $0.85 $0.79 
1 .056 [19] 0.155 PE (F) 0.242 0.038 -40 TO +80 $0.73 $0.68 

RG55B/U 
RG58-P ‘ .02 : , $1.15 $1.07 
(1) -032_ _.0; ; _0. $0.99 $0.92 


| RG59B/U- 


$0.95 $0.88 
$0.82 $0.76 


Rosey ite tO te 
| CTWINAX) 1 80st) sO GS) CC 
500 1900 65.9% 

A 


i 016 PE GS) iso oprre (ray Se 
RG142B/U 500 1900 29.4 69.2% > : 650 W 245 W $2.98 
2 0.039 0.116 PE (S) 0.195 0.043 -55 TO +200 $2.56 
$0 


| RGI74A/U ey 


RG122/U 


PTFE GS) 


1000 29.4 69.5% 45.0 115.0 78 W 
0.012 [7] __ 0.034 PE (S) 0.075 FEP 0.005 


1500 15.4 69.5% 16.5 49.5 250 W 93 W $1.35 
0.0120 0.102 PTFE(S) 0.145 FER. 0.018 -55 TO +200 $1.16 


20.0CrrtC( KS CS 
0.012 {7} = 0.06  =—sé PFE (5) 


1200 29.4 69.5% . 79.0 160 W $1.05 $0.98 
0.0201 [7] 0.06 PTFE (S) 4 PTFE 0.01 $0.8 


RG196A/U 500 1000 : 5% : 115.0 78 W 28 W $0.65 
1 0.012 [7] 0.034 PTFE (S) 0.080 PTFE 0.005 -55 TO +250 $0.56 


RG210/0 o 
2 1 0.0253 __ 0.146 


RG213/U 500 5000 30.8 65.9% 9.0 28.0 190 W $0.92 $0.86 
0.0888 [7] 0.285 PTFE (S) 0.405 PVC 0.105 -40 TO +80 $0.79 $0.74 


RG214/U 
5000 ; .9% 9.0 28.0 150 W 50 W $1.05 $0.98 
0.0477 [7] 0.285 E PVC 0.123 -40 TO +80 $0.90 $0.84 


; - 0 +80 | $1.8 $1 
500 11000 L 65.9% 3.8 13.5 560 W $6.65 $6.18 
1 0.195 : PE (S) 0.870 PVC 0.478  -40 TO +80 $5.72 $5.32 
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COAXIAL CABLE 


MEETS OR EXCEEDS MIL-C-17 SPECIFICATIONS WHERE APPLICABLE 


: ATTENUATION AT AVER. POWER HANDLING 
NOMINAL CAPACITANCE VELOCITY 1 GHz 5 GHz AT 1 GHZ AT 5 GHZ PRICE PER FOOT 
IMP. DE o/aceiiie FACTOR dB/100FT dB/100FT (WATTS) (WATTS) 50-99FT  100-249FT 


CONDUCTOR NOMINAL NOMINAL OPERATING 
NO. OF DIAM. (in) DIELECTRIC DIELECTRIC JACKET JACKET WEIGHT TEMP. PRICE PER FOOT 
MODEL NO. SHIELDS [strands] DIAM. (in) MATERIAL DIAM.(in) MATERIAL LBS/FT RANGE, °C 250-499FT 500+ FT 
40 70 +80 | $17.76 $16. 52 
$1.55 $1.44 
$1.33 $1.24 
1 ee oo iow = 620 Hts «$19.50 $18.14 


. 5% ° 36.0 650 W 245 W $2.40 $2.23 
peated? : ° PTFE (S) 0.206 FEP 0.038 oe TO os $2.06 $1.92 


$1.67 


: 69.5% 30.0 79.0 160 W $1.69 $1.57 
Boones! ‘ PTFE (S) 0.102 FEP -55 TO +200 $1.45 $1.35 
pr Toe LLLP EDIE Cees oe — = 


$1.60 ——s«$4.49 
$1.38 $1.28 


RG393/U 500 5 5% 730 21.0 1700 W 620 W $8.00 $7.44 
2 0.0936 [7] 0.285 PTFE (S) 0.390 FEP 0.158 -55 TO +200 $6.88 $6.40 
FER 80S HE TO e200 | $3.35 Ss $3.11 
A . 26.1 870 W 330 W $8.50 $7.91 
PTFE os 0.250 ines Cu 0.1 -55 TO +125 $7.31 $6.80 
_ i 245 Wo $5 
55 10 +125 | $2.88 $2.68 
$3.35 $3.12 
$2.88 $2.68 
| $700 
: 60.0 ; i $4.10 $3.81 
PTFE (S) 0. ae $3.53 $3.28 
66. a $3.30 $3.07 
$2.84 $2.64 
$13.25 $12.32 
$11.40 $10.60_ 


RG223/U 


750 0% : < 52 W $1.05 $0.98 
PE (S) 0.305 " ani -40 TO +80 $0.90 $0.84 


1 $0.90 = $0.84 
“3077 te 


PE-B4199 500 ; .0% : 15.0 190 W 60 W $0.90 $0.84 
(7) 2 PVC 0.103 40 TO +80 $0.77 $0.72 
ge Hee ee Vp ee NAT 1. — Q 98 


750 : ‘ 25 W $0. 45 $0.42 
0.017 [7] : > 0.018 -40 TO +80 $0.39 $0.36 


| PE-SRO47AL 500 1000 ; : 32 W 13 W $4.25 $3.95 
(4,11) 0.011 0. 037 ll ‘) veer 047A (Tn) 0002-55 10 +100 | $3.66 __—_—*$3.40 
ae Te Taos a ne ee 

_PTFE 8) 0,047 tu (tm) 0.00340. 70. +100 | $3.66 $3.40 


PE-SR401AL 500 3000 29.6 70.0% 8.0 21.0 1400 W 680 W $8.50 $7.91 
(3,12) 0.064 0.209 PTFE (S) 0.250 Al (Tn) 0.06 ~ ha TO +125 | $7.31 $6.80 


0 tb 8 pole, 80 Wt $8.50 $7.91 
PIFE (S) 0.250 = Cu (Tn) «iB 85 TO e200 3 $6.80 


. 69.5% 12.5 30.5 280 W 114 W $4.25 $3.95 
0.118 PTFE (S) 0.141 Cu 0.031 -55 TO +125 $3.66 $3.40 


(209 6.5 We Ho #0 180 N $4.25. $3.95 
0.418 PTFE (S) 0.141 = AL (Tn) ~— «0.019. «55 TO +125 | ($3.66 $3.40 


} CMUMIENTN ON NEXT PAGE WITH REFERENCE NOTES 
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COAXIAL CABLE 


MEETS OR EXCEEDS MIL-C-17 SPECIFICATIONS WHERE APPLICABLE 
(CONTINUED) 
MAX. ATTENUATION AT AVER. POWER HANDLING 


NOMINAL VOLTAGE CAPACITANCE VELOCITY 1 GHz 5 GHz AT 1 GHZ AT 5 GHZ PRICE PER FOOT 
(V_ RMS) pF / FT. FACTOR dB/100FT dB/100FT (WATTS) (WATTS) 50-99FT 100-249FT 


CONDUCTOR NOMINAL NOMINAL OPERATING 
NO. OF DIAM. (in) DIELECTRIC DIELECTRIC JACKET JACKET WEIGHT TEMP. PRICE PER FOOT 
SHIELDS [strands] DIAM. (in) MATERIAL DIAM.(in) MATERIAL LBS/FT 250-499FT 500+ FT 


PE-SR405AL 5 G a $4.05 
(4,14) i e 3 
oO | | 6 TFE (5 0 : 12 


° $1.07 
-40 TO +85 : $0.92 


$1.35 $1.26 
-40 TO +85 $1.16 $1.08 


280 W $2.55 $2.37, 
-40 TO +85 $2.19 $2.04 


$1.50 $1.40 
$1.29 $1.20 


$3.15 $2.93 
-40 TO +85 $2.71 $2.52 


65 W 
-40 TO +85 $0.77 


NOTES: (CON'T 

(1) P = PLENUM CABLE, NEC 725-2(b) CLASS 2 - REQUIRES SPECIAL CONNECTORS (23) abo TO ee 

(2) TWINAXIAL CABLE SIMILAR TO BELDEN 9207** (24) SIMILAR TO LMR195* 

(3) SEMI-RIGID CABLE, SOLD IN 5 FEET STRAIGHT PIECES ONLY (25) SIMILAR TO LMR100A* 

(4) SEMI-RIGID CABLE, SOLD IN EITHER 5 FEET STRAIGHT PIECES OR COILS OF 50 FEET (26) SIMILAR TO BELDEN 1855A** 
(5) SIMILAR TO BELDEN 8281** 

(6) SIMILAR TO BELDEN 9913** 

(7) SIMILAR TO BELDEN 9914** MATERIALS: 

(8) SIMILAR TO BELDEN 8218** Al (Tn) TIN PLATED ALUMINUM 

(9) RE-SHAPEABLE VERSION OF RG402/U Cu BARE COPPER 

(10) RE-SHAPEABLE VERSION OF RG405/U Cu (Tn) TIN PLATED COPPER 

(11) TINNED ALUMINUM VERSION OF PE-047SR PE POLYETHYLENE 

(12) TINNED ALUMINUM VERSION OF RG401/U PE (A) AIR-SPACE SOLID PE 

(13) BARE COPPER JACKET PE (AS) AIR-SPACE SEMI-SOLID PE 
(14) TINNED ALUMINUM VERSION OF RG405/U PE (F) FOAM PE 

(15) TINNED ALUMINUM VERSION OF RG402/U PE (S) SOLID PE 

(16) RE-SHAPEABLE VERSION OF RG401/U PTFE POLYTETRAFLUOROETHYLENE 
(17)- RE-SHAPEABLE VERSION OF PE-047SR PTFE (A) AIR-SPACE SOLID PTFE 
(18) SIMILAR TO LMR200* PTFE (LD) LOW-DENSITY PTFE 

(19) SIMILAR TO LMR300* PTFE (S) SOLID PTFE 

(20) SIMILAR TO LMR400* PTFE (FR) FIBERGLASS REINFORCED PTFE 
(21) SIMILAR TO LMR500* PVC POLYVINYLCHLORIDE 

(22) SIMILAR TO LMR600* 


* LMR® IS A REGISTERED TRADEMARK OF TIMES MICROWAVE SYSTEMS ** BELDEN® IS A REGISTERED TRADEMARK OF BELDEN CDT INC. 
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COAXIAL CABLE CUTTING TOOL 


_, = PRICE 
In MODEL NO. 1-24 25-49 50-99 100 + 
| iene peg nnn, PE5200 $28.15 $26.18 $24.21 $22.52 


HEAVY DUTY TOOL SPECIFICALLY DESIGNED FOR CUTTING COAXIAL CABLE 


PRESET TORQUE WRENCHES 


2 

es 
SoS 
SKS 

‘es 
es 2) 
$250505 
S25 
es 

‘es 
$252525 
S505 
S55 
PLL? 


reretetererere: 
Tereteterere® S562 


?, 
> 
+, 
°, 
1% 


PR au CoE 
Model No. USED FOR PRESET TORQUE HEX SIZE 1-24 25-4 = 100 + 
PE5011-1 SMA/2.92mm/3. 5mm 8 IN. LBS 5/16 $142.05 $132.11 $122.16 $113.64 
PE5011-2 SMC 3 IN. LBS 1/4 161.64 150.33 139.01 129,31 
PE5011-3 7mm 14 IN. LBS 3/4 159.85 148.66 137.47 127.88 
PE5011-4 TNC (HEX NUT) 14 IN. LBS 5/8 143.10 133.08 123.07 114.48 
PE5011-5 SSMA 8 IN. LBS 1/4 143.10 133.08 123.07 114.48 
PE5011-6 N/SC (HEX NUT) 14 IN. LBS 13/16 152.50 141.83 131.15 122.00 


SCREWS 


100 PIECES PER PACKAGE 


THREAD HEAD LENGTH PRICE PER PACKAGE 
Model No. SIZE TYPE INCHES MATERIAL 1-24 25-4 
PE1004-1 3-56 PHILLIPS 1/4" STAINLESS STEEL 15.60 14.51 
PE1004-2 3-56 PHILLIPS 3/8" STAINLESS STEEL 16.65 15.48 
PE1004-3 3-56 PHILLIPS 1/2" STAINLESS STEEL 17.70 16.46 
PE1005-1 4-40 PHILLIPS 1/4" STAINLESS STEEL 12.50 11.63 
PE1005-2 4-40 PHILLIPS 3/8" STAINLESS STEEL 12.50 11.63 
 PE1005-3 4-40 PHILLIPS 1/20 STAINLESS STEEL 12.50 11.63 
PE1006-1 4-40 PHILLIPS 1/4" ZINC PLATED 11.45 10.65 
PE1006-2 4-40 PHILLIPS 3/8" ZINC PLATED 11.45 10.65 
PE1006-3 4-40 PHILLIPS 1/2 ZINC PLATED 11.45 10.65 


100 PIECES PER PACKAGE 


THREAD PRICE PER PACKAGE 
Model No. SIZE MATERIAL 1-24 25-4 
PE1007 3-56 STAINLESS STEEL $12.50 $11.63 
PE1008 4-40 STAINLESS STEEL 12.50 11.63 
PE1009 4-40 ZINC PLATED 11.45 10.65 
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COAXIAL CRIMPING TOOLS 


THESE RATCHET CONTROLLED CRIMP TOOLS ARE DESIGNED TO PROVIDE 
CONSISTENT, RELIABLE HEX CRIMP TERMINATIONS TO INDUSTRY 
SPECIFICATIONS ON A WIDE RANGE OF COAX CONNECTORS. A 

UNIQUE RATCHET RELEASE MECHANISM IS PROVIDED TO ALLOW REMOVAL 
OF AN INCORRECTLY PLACED CONNECTOR OR CRIMP RING PRIOR TO 
COMPLETING THE CRIMP CYCLE. 


PEReI Gee 
1-24 25-49 50-99 100 + 
$88.75 $82.54 $76.33 $71.00 


Model No. FOR CABLE SERIES HEX CAVITY SIZES 


PE5001 RG55, RG58, RG59, RG62, RG142, RG223 & RG400 -068 213 ry 4.)-) 
PE5006 RG174, RG179, RG180, RG187, RG188, RG195 & RG316 -068 -100 -128 -178 
-100 -429 


PE5007 RG9, RG11, RG87A, RG149, RG165, RG213, RG214, RG216, RG225 & RG393 


Model_N 4-KIT THIS CRIMPING TOOL KIT CONSISTS 


FULL CYCLE INTERCHANGEABLE DIE 
CRIMPING TOOL. COMPLETE KIT 
IN STORAGE CASE. 


OF A FULL CYCLE, RATCHET CONTROLLED 
CRIMP TOOL FRAME, 4 INTERCHANGEABLE 
SETS OF DIES AND A STORAGE CASE. 


1-24 25-4 50-99 100 + 
$242.40 $225.43 $208.46 $193.92 CRIMPS COAXIAL CONNECTORS ON THE FOLLOWING 
SERIES OF COAXIAL CABLE: RG5, RG6, RG8, 
RG9, RG11, RG21, RG55, RG58, RG59, RG62, 
RG87A, RG140, RG141, RG142, RG143, RG165, 
RG174, RG179, RG180, RG187, RG188, RG195, 
RG210, RG212, RG213, RG214, RG216, RG222, 
RG223, RG225, RG303, RG304, RG316, RG393 & 
RG400 


THIS KIT CONTAINS DIES HAVING THE FOLLOWING 
HEX SIZES: .042, .068, .080, .100, .128, 
-151, .178, .213, .255, .324 & .429 


PES5004—KIT 


*INTERCHANGEABLE DIES* 


STRAIGHT 
PE5009 
PRICE O 


$125.00 Ly a 


SPECIFICATIONS 

THESE RATCHET CONTROLLED TOOLS ARE DESIGNED TO PROVIDE 
CONSISTENT, RELIABLE HEX CRIMP TERMINATIONS TO INDUSTRY 
SPECIFICATIONS. THESE TOOLS ARE MADE OF FORGED STEEL TO 
HANDLE YEARS OF PRODUCTION. DIES MUST BE PURCHASED 
SEPARATELY. *(SEE RIGHT)* 


.314 
THESE DIES ARE HEAT-TREATED, NICKEL-PLATED STEEL. NO 
ADJUSTMENT IS REQUIRED WHEN CHANGING DIES. SETUP IS QUICK. 


ON NE ee 
292 ~All Products Available Online! www.pasternack.com __ Free Ground Freight 
Toll-Free: 866-PASTERNACK (866-727-8376) Phone: 949-261-1920 Fax: 949-261-7451 Same-Day Shipping 


MOUNTING HOLES 
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MAILING LIST CHANGES 


If you receive more than one catalog with the same name and address, please notify Pasternack and pass the catalog along to a friend. Also, if you do 
not require multiple copies to the same company address, contact a sales representative to verify and modify your mailing information. A forms-based 
communications method to add, delete or modify mailing information is available at www.pasternack.com. By clicking “Contact Us”, and then clicking 
“Remove Name from Mailing List’ you may complete the form to request a change to your mailing preferences. In addition, by clicking “Catalog”, and then 
clicking “Request a Printed Catalog”, you may add your contact information to our mailing list. Please note service opt-in and opt-out options located on 
the forms. Alternatively, you may mail, email, telephone or fax Pasternack your request. 


PLACING YOUR ORDER 


> By Telephone: 866-PASTERNACK (866-727-8376) 
US & Canada, or 949-261-1920 


Our friendly sales representatives are ready to serve you from 5:00am 
to 5:30pm Pacific Standard Time (PST), Monday through Friday. For 
most efficient service, please have ready a list of quantities and part 
numbers and, if paying by credit card, your MasterCard, VISA, 
American Express or Discover card. Note: Calls may be recorded or 
monitored for quality and training purposes. 


> By Fax: 949-261-7451 


Our fax lines can be accessed 7 days a week, 24 hours a day. Orders 
received after 4:00pm PST will be promptly processed and shipped the next 
business day. Please include your daytime phone number and/or email ad- 
dress in case we have any questions about your order. 


> By Internet: www.Pasternack.com 


Order on-line 7 days a week, 24 hours a day using our on-line ordering 
system. Just search for the items you want and add them to your 
shopping cart. Internet orders entered after 4:00 pm PST will be 
promptly processed and shipped the next business day. 


> By Mail: Simply Mail Your Order To: 
Pasternack Enterprises, Inc. 
1851 Kettering Street 
PO Box 16759 
Irvine CA 92623-6759 USA 


International customers please see “International Orders” below for additional 
information. 


Minimum Order: 
A minimum order of $50.00 is required. There is no minimum line item required. 


Handling Charge: 
A $10.00 handling charge applies to all orders less than $100.00. This fee will be 
waived on orders of $100.00 or more. 


Ground Freight is Free: 
On UPS Ground orders, there is no charge for shipping for all USA destination 


orders of $100.00 or greater. 

Otherwise, shipping or freight charges and insurance will be paid by the customer. 
All sales are made FOB Point (as defined by the INCOTERMS 2000) in Irvine, CA 
USA. Shipping or freight charges from Pasternack’s Irvine, CA factory are prepaid 
and added to the invoice, billed collect, or billed to a third-party. 


Same-Day Shipment: 
Same-day shipment on orders received Monday through Friday prior to 4:00pm PST 
* All UPS air and surface options 
* All FedEx air options (with an approved account number) 
* Most other shipping options, including DHL (with an approved account 
number) and USPS 


Counter-to-Counter Shipping: 

For your urgent order requiring our fastest shipping method, we will place your order 
on the next available flight from Santa Ana-Orange County John Wayne International 
Airport (Airport code: SNA) to the destination you specify. Please call for details. 


Payment Terms 
Pasternack offers a number of convenient payment methods: 


For United States customers we offer check, money order, MasterCard, VISA, 
American Express, Discover, and C.0.D. as well as open account credit to qualified 
institutions and businesses. Payment must be made in US Dollars. 


For Canadian customers we offer all of the above payment options except C.O.D. 


For International customers see International Orders. 
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Open Account Credit: 

Net 30 Days term are available to businesses, schools and agencies subject to 
credit approval. Approval can begin by submitting a completed Credit Application, 
which can be found online at: 

www.Pasternack.com/CreditApplication.aspx 


EFT/Wire Transfers: f 

You can wire the funds to our bank. We will contact you with the total amount 
which will include shipping charges and a $40 wire transfer fee. Orders will not be 
accepted until funds have been received in full and Purchase Order (PO) has been 
received. Please call or eMail sales@Pasternack.com for details. 


Mellon 1st Business Bank 

One Bunker Hill Building 

601 West Fifth Street 

Los Angeles, CA 90071 USA 
Account Number: 001-745603 
ABA Routing Number: 122038442 


International Orders 

In addition to the United States and its territories, Pasternack accepts international 
orders. All orders of international origin are exported from the US in accordance 
with the Export Administration Regulations. Diversion contrary to US Law is 
prohibited. 


Pasternack has international distributors that provide support for the following 

countries: 

Europe: France, Sweden, United Kingdom 

Asia: Australia, Indonesia, Japan, Korea, Malaysia, The Philippines, Singapore, 
Thailand 


To access their complete contact information, please see our International Distribu- 
tors section. 


International Shipping Charges: 

Shipping or freight charges and insurance will be paid by the customer. All sales 
are made FOB Point (as defined by the INCOTERMS 2000) in Irvine, CA USA. We 
ship orders by UPS, FedEX (with an approved account number), or DHL (with ap- 
proved account number) with delivery in 2 to 3 days to most locations worldwide. 


International Taxes and Duties: 


Customer is responsible for duties and taxes. 


Free Ground Freight 
Same-Day Shipping 


BINDING TERMS AND CONDITIONS OF SALE 


The following are the terms and conditions (“Terms and Conditions”) for the sale of 
products (“Products”) by Pasternack Peat Inc. (“Pasternack”) it Pasternack’s 
customers (“Customers”). 


1. ACCEPTANCE AND CANCELLATION OF ORDERS 

All orders are subject to acceptance by Pasternack in writing by a duly authorized agent 
of Pasternack; any written acknowledgement of receipt of an order shall not, in and of 
itself, constitute such acceptance. Orders accepted and processed by Pasternack may not 
be cancelled by Customer except as covered by the Limited Warranty, all sales are final. 
Cable Assemblies and Non-Standard Products are also Non-Cancelable/Non-Refundable 
(“NC/NR’). Non-Standard Parts are defined as Products which are special orders, custom 
orders, orders for non-standard products, products not customarily in stock or orders for 
value-added products. In the event of cancellation or other withdrawal of an order for any 
reason and without limiting any other remedy which Pasternack may have as a result of 
such cancellation or other withdrawal, reasonable cancellation or restocking charges, 
which shall include all expenses than incurred and commitments made by Pasternack, 
shall be paid by Customer to Pasternack. Customer requests to reschedule are subject 
to acceptance by Pasternack in its sole discretion. Orders may not be rescheduled after 
the order has been submitted by Pasternack to the shipment carrier. 


2. PRICES 

Orders are billed at the prices (in US dollars) in effect at the time of shipment. Prices will be 
as specified by Pasternack and will be applicable for the period specified in Pasternack’s 
quote. If no period is specified, quoted prices will be applicable for thirty (30) days. The 
catalog reflects the latest pricing information available at the time of printing. Prices shown 
in the catalog are subject to change without notice. Prices are subject to increase in the 
event of an increase in Pasternack’s costs or other circumstances beyond Pasternack’s 
reasonable control. Prices are exclusive of taxes, impositions and other charges, including: 
sales, use, excise, value added and similar taxes or charges imposed by any government 
authority, international shipping charges, forwarding agent's and broker's fees, bank fees, 
consular fees, document fees and import duties. 


3. TERMS OF PAYMENT 
All payments must be in US Dollars. 


For All Orders 

Customer agrees to pay the entire net amount of each invoice from Pasternack pursuant 
to the terms of each such invoice without offset or deduction. Orders are subject to credit 
approval by Pasternack, which may in its sole discretion at any time change the terms of 
Customer's credit, require payment in cash, bank wire transfer or by official bank check 
and/or require payment of any or all amounts due or to become due for Customer's order 
before shipment of any or all of the Products. If Pasternack reasonably believes that the 
Customer's ability to make payments may be impaired or if Customer fails to pay any invoice 
when due, Pasternack may suspend delivery of any order or any remaining 

balance thereof until such payment is made or cancel any order or any remaining balance 
thereof, and Customer will remain liable to pay for any Products already shipped and all 
Non-Standard Products ordered by Customer. Customer agrees to submit such financial 
information as Pasternack may reasonably require for determination of credit terms and/or 
continuation of credit terms. Checks are accepted subject to collection and the date of 
collection will be deemed the date of payment. Any check received from Customer may be 
applied by Pasternack against any obligation owing by Customer to Pasternack under this 
or any other contract, regardless of any statement appearing on or referring to such check, 
without discharging Customer's liability for any additional amounts owing by Customer 
to Pasternack. The acceptance by Pasternack of such check will not constitute a waiver 
of Pasternack’s right to pursue the collection of any remaining balance. Invoices not paid 
when due will bear interest to date of payment at the annual rate of eighteen (18%) percent 
or such lower rate as may be the maximum permitted by law. If Customer fails to make 
payment when due, Pasternack may pursue any legal or equitable remedies, in which 
event Pasternack will be entitled to reimbursement for costs of collection and reasonable 
attorneys’ fees. There is a $25.00 service charge on all returned checks. 


4, SALES TAX 

Only California residents need to remit 7.75% sales tax. Pasternack does not remit sales 
tax to states other than California. Any sales tax due that is not collected by Pasternack 
is the responsibility of the customer. 


5. TOLERANCES 

All coaxial cable assemblies in this catalog and on the Pasternack website have a standard 
cable length tolerance of + 1.5% or + 3/8", whichever is greater. Cable Assemblies in 
excess of this tolerance factor are eligible for repair and / or replacement under the terms 
of Pasternack Limited Warranty. 


Free Ground Freight 
Same-Day Shipping 


All Products Available Online! www.pasternack.com 
Toll-Free: 866-PASTERNACK (866-727-8376) Phone: 949-261-1920 Fax: 949-261-7451 


6. DELIVERY AND TITLE 

All shipments by Pasternack are F.0.B. point of shipment from Pasternack’s facility 
and the amount of all transportation charges will be paid to Pasternack by the 
Customer in addition to the purchase price of the Products. Subject to Pasternack’s 
right of stoppage in transit, delivery of the Products to the carrier will constitute delivery 
to Customer and title and risk of loss will pass to Customer. Pasternack will make 
reasonable efforts to initiate shipment and schedule delivery as close as possible to 
Customer's requested delivery date(s). Customer acknowledges that delivery dates 
provided by Pasternack are estimates only and that Pasternack will not be liable for 
failure to deliver on such dates. Selection of the carrier and delivery route will be made 
by Pasternack unless specifically designated by Customer. Pasternack reserves the 
right to make deliveries in installments. Delay in delivery of one installment will not entitle 
Customer to cancel any other installment(s). Delivery of any installment of Products 
within thirty (30) days after the date requested will constitute a timely delivery. Delivery 
of a quantity which varies from the quantity specified shall not relieve Customer of 
the obligation to accept delivery and pay for the Products delivered. 


7. PASTERNACK’S LIMITED WARRANTY 

All products are covered by a LIMITED WARRANTY for a period of ninety (90) days 
from the date of shipment when purchased from Pasternack Enterprises, Inc. Customer 
must notify Pasternack within 90 days from date of shipment of any defective product. 
An approved Return Materials Authorization (RMA) number must first be obtained 
from Pasternack prior to the return of any merchandise to Pasternack for inspection 
under warranty. Shipping charges for all materials returned under this Limited Warranty 
are to be prepaid by the Customer. This warranty is limited to the original purchaser. 
Pasternack’s liability arising out of any sale of products to Customer is expressly 
limited to either (1) Credit for the purchase price paid by Customer for such products 
(without interest), or (2) Repair and/or replacement of such products, found to be 
defective after inspection by Pasternack, and such remedies shall be exclusive and 
in lieu of all others. This warranty is in lieu of any and all other warranties, whether 
oral, written, expressed, implied or statutory. Further, no warranty will apply if the 
Product has been subject to misuse, neglect, accident or modification, or has been 
soldered or altered in any way. 
All returns must be shipped to: Pasternack Enterprises, Inc. 
1851 Kettering St. 

Irvine, CA 92614 USA 


8. LIMITATION OF LIABILITIES 

In no event shall Pasternack be liable for any special, incidental or consequential 
damages of any nature including, but not limited to, damages resulting from loss of 
profit or revenue, recall costs, claims for service interruptions or failure to supply 
downtime, testing, installations or removal costs, costs of substitute products, 
property damage, personal injury, death or legal expenses. Customer's recovery from 
Pasternack for any claim shall not exceed the purchase price paid by Customer for 
the goods, irrespective of the nature of the claim, whether in warrant, contract or 
otherwise. CUSTOMER SHALL INDEMNIFY, DEFEND AND HOLD PASTERNACK 
HARMLESS FROMANY CLAIMS brought by any party regarding products supplied 
by Pasternack and incorporated into the customer's product. 


9, STATEMENTS AND ADVICE 

If statements or advice, technical or otherwise, are offered or given to Customer, such 
statements or advice will be deemed to be given as an accommodation to Customer 
and without charge and Pasternack shall have no responsibility or liability for the 
content or use of such statements or advice. 


10. EXPORT CONTROL 

Pasternack Enterprises, Inc. is committed to compliance with all U.S. Export 
Regulations and Laws. Pasternack will not sell or ship to countries embargoed by 
the U.S. Treasury Office of Foreign Asset Control (OFAC). 


11. The Terms and Conditions may not be modified or cancelled without Pasternack’s 
written agreement. Accordingly goods furnished and services rendered by Pasternack 
are sold only on the terms and conditions stated herein. The Terms and Conditions will 
be governed by and construed in accordance with the laws of the state of California 
and the applicable laws of the United States. 
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ORDER FORM - FOR CREDIT CARD ORDERS ONLY 


ORDER FORM MUST BE FILLED OUT COMPLETELY 


5 ATTN: 

H COMPANY: MINIMUM ORDER - U.S. $50.00 

dey Dh ALL SALES ARE FINAL, EXCEPT A 

T CITY: STATE ZIP COVERED BY PASTERNACK 

0 ENTERPRISES. INC. LIMITED WA 
DATE: COMPANY P.O. # 


PE PART NUMBER |FOR PASTERNACK ENTERPRISES, INC. USE ONLY 


ITEM NO. EXTENDED PRICE 


SUB-TOTAL FOR GOODS 
MINIMUM ORDER - U.S. $50.00 


7.75% SALES TAX* 
CA RESIDENTS ONLY 


SHIPPING CHARGES** O BE DETERMINED 


**SHIPPING CHARGES 
1. FOR CREDIT CARD ORDERS, ACTUAL SHIPPING CHARGES WILL BE ADDED. 
PLEASE CHECK METHOD DESIRED! 
( ) UPS GROUND (_ ) UPS BLUE (2 day) (_ ) UPS ORANGE (3 day) 
(_ ) UPS RED (overnight) ( ) FEDEX P1*(overnight)  ( ) FEDEX ECONOMY*(2 day) 
*YOUR FEDEX ACCOUNT NUMBER IS REQUIRED IN ORDER TO SHIP YOUR PACKAGE 
ACCOUNT NUMBER 


TOTAL PRIOR TO SHIPPING 
CHARGES BEING ADDED 
* FOR RESALE, PLEASE ATTACH RESALE CERTIFICATE OR 


ENTER YOUR RESELLER’S PERMIT NUMBER IN THE SPACE 
BELOW AND SIGN THE ORDER 


SELLER’S PERMIT # 


CARDHOLDER’S REGISTERED MAILIING ADDRESS IF 
DIFFERENT FROM ABOVE. 


NAME 
COMPANY 
ADDRESS 


fod) "H (0) CW 
CREDIT CARD ACCOUNT NUMBER 


CARDHOLDER’S NAME (PLEASE PRINT OR TYPE) 

*ALL SALES ARE FINAL, EXCEPT AS COVERED BY PASTERNACK 
ENTERPRISES, INC. LIMITED WARRANTY.* 

CARDHOLDER’S SIGNATURE (REQUIRED FOR ALL ORDERS) 


256 = All Products Available Online! www.pasternack.com _ Free Ground Freight 
Toll-Free: 866-PASTERNACK (866-727-8376) Phone: 949-261-1920 Fax: 949-261-7451 Same-Day Shipping 


SERVING CUSTOMERS > 99% OFF THE SHELF 
SINCE 1972 AVAILABILITY 


re 


BUILD CUSTOM LENGTH 
CABLE ASSEMBLIES 


FREE UPS GROUND 
SAME-DAY SHIPPING 


Poss Pasternack 
; J Enterprises 7D i / ; 

|__"since 1972_________ ({./sSS Sas sess» Sane 
| Home | About Us | Technical Support Catalog | Contact Us | 


ho 


_—— My a 
__My Account | 


y 


Help 
0 Items in cart Total; 0.00 USD IEW ART 


RF and Microwave products... 


.-Shipped aroud the globe! 


99. 99% In-Stock Same Day Shipping Custom Cable 
Availability Orders placed before Assemblies 


We maintain the largest 4:00pm PST ship the same — Any length, any 
inventory of RF and day, with FREE shiping on termination, and triple- 
Microwave products to save _— ll domestic ground freight checked to your 
you time searching for trough UPS requirments. All 

S available for same-day 


shipment 


Available at the new www.pasternack.com today. 


© COPYRIGHT 2007 PASTERNACK ENTERPRISES, INC. 


PRSRT STD 
ALL RIGHTS RESERVED. PRINTED IN U.S.A. U.S. POSTAGE PAID 
PASTERNACK 
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Promo Code: REDMOND WA 98073-0084 
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ORDER TOLL-FREE 1-866-PASTERNACK (866-727-8376) 


ATTENTION: PURCHASER OF RF COAX AND FIBER OPTIC EQUIPMENT AND SUPPLIES 
MAIL ROOM SUPERVISOR: Our customer at your location has requested this catalog. However, if you cannot deliver it as addressed, please mark appropriately, note any address 
correction and return to the post office at no charge, so that we may forward properly. Or call us toll free at 866-PASTERNACK to update the address. 
-- Thank you for helping us serve your business better. 


7/16 DINCONNECTORS 
(See pg. 145) 


Connector Type FITS LMR® EQUIVALENT CABLE TYPE Starting Prices 


Male and Female PE-T195 PE-T240 
. PE-T400  PE-T600 
RVA or Straight 4/2" Annular or 1/2” Helical 


Crimp, Clamp, or Bulkhead 7/8" Annular or 7/8" Helical 


7/16 DIN CABLE ASSEMBLIES 
(See pg. 97) 


Std. Cable Assembly Type Starting Prices 


Standard Lengths Include: 
7/16 MALE TO 7/16 MALE 36, 48, 60, 72, 120 INCHES 
7/16 MALE TO 7/16 MALE R/A Custom Lengths Ship the Same Day! 


7/16 MALE TO 7/16 FEMAL Standard Cable Types Include: 
on SAMAR 25 PE-T195, PE-T240, PE-T400, PE-T600 


N CONNECTORS 
(See pg. 146) 


Connector Type FITS LMR® EQUIVALENT CABLE TYPE Starting Prices 


Male and Female 


PE-T195 PE-T240 

R/A or Straight PE-T400 — PE-T600 
1/2" Annular or 1/2” Helical 

Crimp, Clamp, or Bulkhead 7/8" Annular or 7/8" Helical 


N CABLE ASSEMBLIES 
(See pg. 98) 


Std. Cable Assembly Type Starting Prices 


Standard Lengths Include: 
N MALE TO N MALE 36, 48, 60, 72, 120 INCHES 
N MALE TO N MALE R/A Custom Lengths Ship the Same Day! $29.95 
N MALE TO N FEMALE Standard Cable Types Include: 

PE-1195, PE-T240, PE-T400, PE-T600 


LMR’ ISA REGISTERED TRADEMARK OF TIMES MICROWAVE SYSTEMS 


